1720 

1721 

1722 

1723 

1724 

1725 

1726 

1727 

1728 

1729 

1730 

1731 

1732 

1733 

1734 

1735 

1736 

1737 

1738 

1739 

1740 

1741 

1742 

1743 

1744 

1745 


1746 

1747 

1748 

1749 


1750 


1751 


1753 


1752 

1754 


1755 

1756 

1757 

1758 

1759 

1760 

1761 

1762 

1763 

1764 

1765 

1766 

1767 

1768 

1769 

1770 

1771 


Amending  General  Ordinance  No.  1488  (Driveways) 1 

Prohibiting  erection  of  canvass  cloth  tents  2 

Amending  General  Ordinance  No.  1555  (Traffic)  3 

Contract  with  The  James  Leffel  & Co 4 

Contract  with  S.  F.  Bowser  & Co 18 

Ratifying  and  Approving  contract  with  General  Electric  Co 23 

Ratifying  and  Approving  contract  with  Ft.  Wayne  Pipe  & Supply  Co.  37 

Amending  General  Ordinance  No.  1660  (Taxicab)  48 

Amending  General  Ordinance  No.  1704  (Transient  Merchants)  ....  53 

Extending  City  limits  and  annexing  certain  terr itory ( 1st  Ward).  . 54 

Allowing  claims  for  members  of  Police  and  Fire  Depts 55 

Ratifying  and  Approving  contract  with  Froelich  and  Emery 

Engineering  Co.  . 56 

Placing  Reservoir  Park  under  jurisdiction  of  Board  of  Public  Works  59 

Authorizing  Board  of  Public  Safety  to  sell  three  automobiles  ...  60 

DjSannexing  certain  territory  from  the  City (along  Bueter  Road)  . . 61 

Dlsannexing  certain  territory  from  the  Clty(along  New  Haven  Ave.)  63 

Regulating  traffic  (Parking  on  Washington  and  Wayne  Sts.) 64 

Allowing  claim  of  Os^ar  Brunker  66 

Prohibiting  the  burning  of  leather  in  stoves  or  furnaces  67 

Routing  of  trucks  in  and  through  the  city 68 

Allowing  claim  of  Gertrude  La nd is ( §300. 00  - Item  33a)  69 

Approving  contract  with  General  Electric  Co.  of  New  Yor^: 70 

Ratifying  and  approving  contract  and  agreement  with  the  Westing- 

house  Electric  and  Manufacturing  Company,  Pa . 73 

Ratifying  and  approving  contract  and  agfeement  with  Worthington 

Pump  and  Machinery  Corporation,  N.J 76 

Ratifying  and  approving  contract  with  Buesching  and  Hagerman  and 

Company 90 

Amending  Section  1 of  General  Ordinance  #901,  amending  General 
Ordinance  #872  by  adding  thereto  Sections  30,  31,  32,  33,  34,  35  and 
36  and  by  changing  Section  30  to  Section  37,  end  amending  Section  4 

of  General  Ordinance  #1136  (Producers’  Retail  Market)  107 

Amending  Section  1 of  General  Ordinance  #1556  (Bldg.  Code)  Ill 

Allowing  claims  certain  members  of  the  Police  and  Fire  Departments 

in  the  sum  of  #564.20 112 

Ratifying  and  approving  contract  with  Dix  Kelly  Electric  Shop,  Inc.  . 114 
Authorizing  the  borrowing  of  #140,000.00  and  the  issue  and  sale  of 
bonds  therefor  for  the  purpose  of  refunding  Railroad  Refunding  Bonds 

due  October  10,  1933,  known  as  Serier  "D"  127 

Concerning  the  health  of  the  citiznes  of  Fort  Wayne  and  providing 
for  the  licensing  of  any  person,  etc.  engaged  in  the  operation  of 

a rendering  plant  etc 130 

Changing  and  amending  the  symbols  and  indications  of  a part  of  Sec- 
tion 5 of  the  map  which  is  a part  of  General  Ordinance  #1436  -Zoning 

(Fairfield,  Hoagland,  Packard  and  Kinsmoor)  132 

Dis-annex  and  throw  out  of  the  city  limits  certain  described  terri- 
tory situated  in  the  west  half  of  the  southeast  quarter  of  Section 

31,  Township  31  North,  Range  13  East 134 

Fixing  the  Tax  Levy  for  City  Purposes  for  the  year  1934 136 

Authorizing  the  oard  of  Public  Works  to  sell  certain  miscellaneous 
articles  belonging  to  the  City  Light  and  Power  Works,  and  autnoriz- 
ing  the  City  Attorney  to  arrange  with  the  Circuit  Court  to  appoint 

appraisers .137 

Ratifying  and  approving  contract  and  agreement  with  G.E .Leininger . . .138 
Regulating  traffic-  parking  on  Greeley  Street  from  Van  Buren  Street 

to  Jackson  Street 

Changing  the  name  of  Schoor  Avenue  to  Schore  Drive . 142 

Amending  Section  9 of  General  Ordinance  #442  (Junk  Shop  or  Second 

Hand  Store) 143 

Disannexing  and  throwing  out  of  the  city  limits,  certain  real  estate 
lying  east  of  the  west  line  of  Randalia  Drive,  north  of  Lake  Avenue 

and  south  of  State  Street 

Ratifying  and  approving  contract  with  Wallance  and  Tierman  Company, 

Inc.,  of  New  Jersey ‘ . . . 145 

Allowing  the  claim  of  Mrs.  Dora  Walker 

Amending  Section  3 of  General  Ordinance  #1663  (stench  Bomb  or  stink- 
ing bean) 

Annexing  and  making  a part  of  the  City,  certain  described  territory 
located  in  the  east  part  of  the  city  and  along  the  Bueter  Road  and 

the  south  right  of  way  of  the  Wabash  Railroad l 153 

Annexing  and  making  a part  of  the  city  limits  of  the  City,  certain 
described  territory  located  in  the  east  part  of  the  City  and  along 

New  Haven  Avenue , .155 

Disannex  and  throw  out  of  the  City  limits  of  the  City,  certain 
described  territory  in  the  Northwest  Quarter  of  Section  6,  Township 

30  North,  Range  13,  (Adams  Township)*  , 157 

Amending  General  Ordinance  #1704  (Transient  Merchants)  by  adding 

Section  1 thereto 

Changing  and  amending  the  symbols  and  indications  of  a part  of* 

General  Ordinance  #1436-  Zoning  (south)  160 

Relating  to  and  regulating  photographers  and  photo  finishers 162 

Authorizing  the  borrowing  of  One  Hundred  Forty  Thousand  (#140,000.00) 
and  the  issue  and  sale  of  bonds  therdfor  for  the  purpose  of  refunding 
Railroad  Refunding  Bonds  due  October  10,  1933,  known'as  Series  "D".  . 165 
Allowing  4220.35  to  Item  33z,  paying  certain  claims  to  certain  members 

of  the  Police  and  Fire  Department  for  injuries i68 

Eliminating  Item  26  in  Section  1 and  amending  Section  3 of  General 
ordinance  No.  1703  (Salaries  of  City  employees)  «... 159 


1772  Authorizing  the  Board  of  Public  Works  to  purchase  certain  real  estate 

in  Allen  County 170 

1773  Amending  paragraph  b and  c of  Section  97  of  General  Ordinance  #1328 

(Building  Code)  .....  ..........  172 

1774  Prohibiting  the  sale  cr  giving  away  of  any  alcoholic  beverages  to  be 

consumed  on  the  premises  between  the  hours  of  One  (l)  o'clock  a.m. 
and  seven  (7)  o'clock  a.m.  within  the  limits  of  the  City  or  four  (4) 
miles  of  the  corporate  limits  thereof 174 

1775  Ratifying  and  approving  contract  with  the  Port  Wayne  Journal  Gazette  . .176 

1776  Ratifying  and  approving  contract  and  agreement  with  Charles  R.  Wermuth 

and  Sons  , Inc 

1777  Allowing  the  claim  of  Mrs.  Lillie  McCall  in  the  sum  of  $814.00  and 

allowing  the  claim  of  Miss  Plorence  Werling  in  the  sum  of  $169.00  . . . 182 

1778  Changing  the  name  of  Schorr  Street  to  Shore  Drive 183 

1779  Authorizing  the  Board  of  Public  Safety  to  sell  or  dispose  of  certain 

old  automobiles  and  motorcycles  184 

1780  Amending  Section  258  of  General  Ordinance  #1328  by  adding  a new  para- 
graph (e)  to  Sub-section  2,  and  by  amending  paragraph  (b)  of  Sub- 
section 4 (as  amended  by  paragraph  (b)  of  Section  3 of  General  Ordinance 
#1585)  and  by  amending  paragraph  (b)  of  Sub-section  9 of  said  Section 
258,  and  alos  by  amending  paragraph  (c)  of  Sub-section  9 of  Section 

258  and  by  amending  paragra  h (e)  of  Sub-section  9 of  Section  258  (Build- 
ing Code) 185 

1781  Prohibiting  the  sale  or  giving  away  of  any  alcoholic  beverages  between 

the  hours  of  One  (l)  o'clock  a. am.,  and  Seven  (7)  o'clock,  a.m.,  within 
the  limits  of  the  city,  or  four  miles  of  the  corporate  limits  thereof, 
etc 

1782  Authorizing  the  City  Attorney  to  expend  out  of  Item  33a  funds  necessary 

and  incidental  to  the  proper  preparation,  prosecution  and  defending  of 
cases  for  and  against  the  City,  and  to  expend  out  of- said  Item  33a  nec- 
essary funds  incident  to  the  preparation,  printing  and  binding  of  the 
Supplement  to  tne  1931  Code  of  the  City 190 

1783  Amending  General  Ordinance  #1123  (Hide  Houses)  by  adding  thereto 

Section  1-a 191 

1784  Creating  and  dividing  the  City  of  Port  Wayne,  Indiana,  into  Council- 

manic  Districts  pursuant  to  Section  9,  Chapter  233,  Acts  of  the  Indiana 
General  Assembly  of  1933 192 

1785  Amending  General  Ordinance  #1015  (Garbage)  by  adding  thereto  Section 

3 "g* ....••••• 194 

1786  Amending  Section  156  of  General  Ordinance  #1328  (Building  Code)  by 

adding  a new  sub-division  to  be  designated  "Car  Axle  Steel"  ......  195 

1787  Regulating  sign  and  display  work  for  advertising,  publicity  or  other 

purposes,  providing  for  licenses,  permits,  etc.  and  for  repealing 
Section  261  of  General  Ordinance  #1328  (Building  Code) 196 

1788  Ratifying  and  approving  contract  and  agreement  with  Industrial  Piping 

and  -Engineering  Company 205 

1789  Authorizing  the  Mayor  of  the  City  of  Port  Wayne  to  petition  and  request 
the  State  Highway  Commission  of  Indiana  to  improve  certain  streets  in 

said  city  with  Federal  funds,  etc 208 

1790  Ratifying  and  approving  a contract  and  agreement  with  General  Electric 

Company 211 

1791  Amending  Section  1 of  General  Ordinance  #1768  (Photographers  or  Photo 

Finishers) 214 

1792  Amending  General  Ordinance  #1436  (Zoning),  by  adding  thereto  Section 

Hi 2150 

1793  Annexing  and  making  a part  of  the  city  limits,  certain  described  terri- 
tory located  in  the  West  half  of  the  southwest  quarter  of  Section  27, 

Township  31  North,  Range  12  East 217 

1794  Authorizing  the  Mayor  of  the  City  of  Fort  Wayne  to  petition  and  request 
the  State  Highway  Commission  of  Indiana  to  improve  certain  streets  in 

said  City  with  Federal  funds,  etc 219 

1795  Authorizing  the  Boar^  of  Public  Works  to  sell  certain  miscellaneous 
junk  belonging  to  the  City  and  authorizing  the  City  Attorney  to  arrange 
with  the  Circuit  Court  for  the  appointment  of  appraisers  to  appraise 

same 223 

1796  Amending  Section  5 of  General  Ordinance  No.  1660  (Taxicab)  224 

1797  Allowing  claims  for  medieal  and  surgical  care  given  certain  members 


1798  Disannexing  certain  territory  from  the  city 228 

1799  Requiring  all  persons,  firms  and  corporations  to  prevent  the  accumu- 
lation of  dust  on  public  parking  lots 229 

1800  Ratifying  and  approving  contract  with  Hatzel  & Buehler,  Inc.  of  N.Y.  230 

1801  Suspending  the  offices  of  Building  Commissioner,  Inspector  of 

Electrical  Works  and  Inspector  of  Warm  Air  Heating  and  Sheet  Metal 
Installation  232 

1802  Adopting  and  standardizing  the  "Fort  Wayne  Flag"  233 

1803  Authorizing  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne  to 

purchase  real  estate  in  Allen  County,  Indiana. 235 

1804  Changing  and  Amending  the  Symbols  and  Indiactions  of  Part  of  Section  2 
of  the  map,  which  is  Part  of  General  Ordinance  No. 1436, the  same  being 
"An  Ordinance  Establishing  a Zoning  Plan  for  the  City  of  Fort  Wayne, 

Passed  November  13,  192% 238^ 

1805  That  it  Shall  be  Unlawful  for  any  Person,  Firm  or  Corporation  Engaged 
iih  Selling  or  Distributing  Alcoholic  Beverages,  to  Sell,  Barter  or  giive 
away  any  Alcoholic  Beverages  within  the  Hours  of  One  o' clock, A.M. , and 
Seven  o'clock  A.M.  on  any  premises  as  Defined  in  Sec.  2 of  this  Ordin- 
ance Within  the  Limits  of  the  City  of  Fort  Wayne, Ind.  or  Four  Miles  of  ^ 

the  Corporate  Limits  Thereof 


1806 


1807 

1808 

1809 

1810 

1811 

1812 

1813 

1814 

1815 

1816 

1817 

1818 

1819 

1820 

1821 

1822 

1822A 

1823 

1824 

1825 

1826 

1827 

1828 

1829 

1830 

1831 

1832 

1833 


1834 

1835 

1836 


Ratifying  an  Approving  a Certain  Agreement  Made  and  Entered  into  by 
and  between  the  City  of  Fort  Wayne,  Ind.,  by  and  through  its  Board 
of  Public  Safety,  & The  Flxible  Co.  of  Loudonville,  Ohio,  for  the 

Purchase  of  a Police  Patrol 241 

Allowing  The  Claim  of  Mrs.  Ella  McManus  for  Injuries  Sustained  by 

Reason  of  a Fall  Caused  by  Defective  Condition  of  Sidewalk 243 

Approving  a Grant  Agreement  Between  The  City  of  Fort  Wayne,  Allen  Co. 

Indiana,  and  the  United  States  of  America,  & Ratifying  the  Execution 

Thereof 245 

Annexing  Certain  Described  Territory  into  the  Limits  of  the  City  of 

Fort  Wayne,  Indiana. 247 

Amending  Section  37,  of  General  Ordinance  Ho. 1555, being  an  Ordinance 
Regulating  Traffic  on  the  Public  Streets  in  the  City  of  Fort  Wayne, Ind.-  248  ^ 

Concerning  the  Use  of  Water  of  the  Fort  Wayne;Water  Works. 249 

Fixing  the  Tax  Levy  for  City  Purposes  for  the  Year  1935. 250 

Ratifying  & Approving  a Certain  Contract  by  and  between  the  City  of 
Fort  Wayne,  Ind.  by  and  through,  its  Board  of  Public  Works  & The  Indiana 
Service  Corp.,  for  the  Purchase  of  Real  Estate  & the  Operation  of  Dam 

or  dams  in  the  St.  Joseph  River 251 

Fixing . the  Compensation  for  Certain  City  Officials  and  Employes 263 

Authorizing  the  Board  of  Park  Commissioners  of  the  City  of  Fort  Wayne, 

Indiana,  to  Grant  & Convey  an  Easement  of  Right  of  Way  over  Certain 

Real  Estate. 265 

Prohibiting  the  Sounding  of  Any  Siren  or  any  Other  Sound  Producing 
Device  at  or  within  the  Q,uiet  Zone  as  Designated  by  Appropriate  Signs 

of  Any  Hospital  or  Sanitarium  in  the  City  of  Fort  Wayne,  Indiana. 266 

Transferring  Certain  Sums  of  Money  in  Different  Departments  of  The 

City  of  Fort  Wayne,  Indiana. 267 

Allowing  the  Claim  of  Mrs.  Inez  Beckes  in  tne  Sum  of  One  Hundred  Twenty- 
Three  Dollars  for.  Injuries  Sustained  by  Reason  of  Defects  in  Parking 
Strip  Between  the  Street  and  Sidewalk  on  the  South  Side  of  Columbia 
Avenue  & Opposite  the  Dwelling  Designated  & Known  as  714  Columbia 

Avenue,  Fort  Wayne,  Indiana 268 

Inserting  Section  1 in  General  Ordinance  Ho.  1768,  Passed  Decernberl2, 

1933,  By  the  Common  Council 269 

Allowing  the  Claim  of  Matilda  Stewart  in  tne  Sum  of  $102.00  For  In- 
juries Sustained  in  a Fall  as  a Result  of  a Defective  Sidewalk  in  the 

City  of  Fort  Wayne,  Ind. 270 

Authorizing _ the  Mayor  of  the  City  of  Ft.  Wayne  to  Petition  and  Request 
the  State  Highway  Commission  of  Ind.  to  Improve  Certain  Streets  in 
Said  City  With  Federal  Funds,  & to  Enter  into  an  Agreement  Binding 
Said  City  to  Maintain  Such  Streets , Providing  for  the  Future  Maintenance 
of  Said  Streets  & for  the  Enactment  of  Ordinance  for  Protection  of  Said 
streets  & the  Regulation  of  Traffic  Thereon  & Matters  Connected  there- 
with  271 

Cha.ngi_ng  the  Hame  of  the  One  Block  of  Main  Street  between  Union  Street 

& R4?ckhill  Street,  north  of  Aqueduct  Park,  to  Thieme  Drive. 274 

Ratifying  & Approving  a Certain  Contract  & Bond  Made  & Entered  into 
by  & between  the  Journal  Gazette  Co.  of  Fort  Wayne,  & the  City  of 

Fort  Wayne,  Indiana,  by  & Through  Its  Borad  of  Public  'Works. 275 

Authorizing  the  City  of  Fort  Wayne,  Indiana,  to  borrow  funds  from  the 
City  Light  and  *ower  and  the  City  Water  Works  Department  for  the  use 

°f  the  General  Fund  in  paying  current  expenses. 278 

Fixing  the  Salaries,  Compensation  and  Wages  of  Officers  and  Employees 
of  the  City  of  Fort  Wayne,  Indiana,  for  the  Fiscal  Year  of  1935  as 
amended. 279 

Authorizing  the  Board  of  Public  Works  to  sell  as  certain  unused 

leather  belt  as  amended  February  I2th,  1935. ^82 

Auciiorizing  the  Board  of  Public  Safety  to  sell  an  automobile  and  two 

motorcycles  used  in  the  Police  Department. ^03 

Authorizing  the  Mayor  of  the  City  of  Fort  Bayne  to  petition  the  State 
Highway  Commission  to  improve  Maumee  Avenue. >34 

Authorizing  the  Board  of  Public  Works  to  sell  one  (i)  gas  driven 

winch  for  truck  attachment. 1 287 

Authorizing  the  Board  of  x’ublic  Safety  to  sell  certain  scrap  copper, 

lead  and  iron  used  in  the  Signal  Department. 288 

Authorizing  the  Board  of  Public  works  to  sell  Six  (6)  automobiles 
used  in  the  Municipal  Electric  Light  and  Power  Works,  the  Street 
Department,  the  Fort  Wayne  Water  Works  and  the  Asphalt  Plant 289 

Ratifying  and  approving  a certain  contract  and  agreement  made  and 

e^re?  ^nt0  by  and  between  Schwegman-Witte  Company  and  the  City 
of  Port  Wayne,  Indiana.- _ J 

Ratifying  and  approving  a certain  contract  and  agreement"~aad "" 

Supplemental  Contract  and  Agreement  made  and  entered  into  bv  and 
between  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public 

Works,  and  Fort  Wayne  Country  Club. ?q? 

Authorizing  the  issuance  and  sale  of  warrants  in  the  sum  of  One 

Hundred  Twenty  Thousand  ($120,000)  Dollars  in  anticipation  of  the 

collection  of  delinquent  taxes  due  the  General  Fund  of  the  City  of  Fort  /avn* 

Allet,  County,  Indiana,  for  the  year  of  1933  and  prior  years,  aaid  ’ 

warrants  bearing  interest  at  the  rate  of  Four  {4%)  per  cent  per  annum 

and  due  on  the  1st  day  of  June,  1945,  known  as  Series  “WM ,and  ’ 

providing  for  the  method  of  payment  and  redemption  thereof,  as 

amended  May  14,  1935. 1 293 

Allowing  the  claim  of  Mildred  Montague  in  the  sum  of  ($75.00).**-- 

llowing  the  claim  of  Anna  K.  O’Harra  in  the  sum  of  ($50.00) 7a4 

Allowing  the  claim  of  Conrad  Bayer  in  the  sum  of  ($70.50) ^ 


1837 -  Al lowing  the  claim  of  Samantha  E.  France  and  William  H.  Ward.  ( $100 . 00 ) --306 

1838- -Amend img  General  Ordinance  #1458.  ( Safety  Zones). 307 

1839-  -Author i zing  the  hoard  of  Public  Works  to  sell  equipment  used  in  the 

Municipal  Electric  Light  and  Power  Works. 308 

1840- -Authorizing  the  sale  of  Two  automobiles  and  one  Motorcycle  Side-Car --309 

1841- -Providing  for  the  licensing  and  regulating  the  sanitation  of  all  eating 

places  and  drink  establishments. -310 


Io42--Authori zing  the  Board  of  Public  'Works  to  sell  three  (3)  automobiles  used 
m the  Municipal  Electric  Light  & Power  Works. 

I843--Autnor i zing  t<ie  Board  of  Public  Works  to  sell  obsolete  well  pumps  and 


equipment  as  amended  August  14,  1935 314 

1844- -Fixing  the  tax  levy  for  City  purposes  for  the  year  1936.- - --3I7 

1845- -Ratif ying  and  approving  a certain  contract  and  agreement  with  Cole, 

Moore  & Geupel,  Inc. 318 


Io4o - — Author i zi ng  the  Mayor  of  the  City  of  Fort  Wayne  and  the  City  Clerk  of 

tae  ;^i ty  of  Fort  Wayne  to  execute  a quit-claim  deed  to  the  Grand  Rapids 
& Indiana  Railway  Company. 324 

1847 — Amending  General  Ordinance  Mo.  1555.  (Traffic) 327 


1848- -Authorizing  the  improvement  of  Meva  Avenue. 330 

Authorizing  the  atate  Highway  Commission  of  Indiana  to  improve  certain 
projects  in  the  City  of  Fort  Wayne,  with  Federal  Funds,  and  authorizing 
tae  ...ay or  of  said  City  to  enter  into  an  Agreement  binding  said  City  to 
maintain  suet  improvements,  providing  for  the  future  maintenance  of  said 
im, rovements  and  for  the  enactment  of  Ordinances  for  protection  of  said 
improvements  and  the  regulation  of  traffic  thereon  and  matters  connected 
therewith. 332 


1850-  -Changing  and  Amending  General  Ordinance  No.  1436.  (Zoning  Andersoh  Ave).335'^ 

185 1-  -Author i zi ng  the  City  Attorney,  on  behalf  of  the  City  of  Fort  Wayne  to 

compromise  and  settle  Thirty-seven  (37)  damage  suits  for  a total  sum  of 
Sixteen  Thousand  Nine  Hundred  Ten  ($16,910.00)  Dollars.  (Typhoid)  337 


1852 


Author  i zi  ng  the  State  HlghWa; 
projects  in  the  City  of  Fort 


Commission  of  Trrdxana  to  run  t certain 
ISTayne,  with  Federal  Funds. 5 


Inanging  the  name  of  Erie  Street  between  Francis  Street  and 
ioulevard  to  East  Berry  Street.-- 


Anthony 


Section  8 of  General  Ordinance  No.  16 


(Taxicab) 


344 


t;pr 


certain  slums  of  money  in  different  departments  of  the  City-346 


I856--Ratifying  and  approving  a certain  contract  and  agreement  made  and  enter- 


ed into  by  and  between  the  City  of  Fort  Wayne  and  The  Froehlich  and 
Emery  Engineering  Company,  of  Toledo,  Ohio 347 

■Ratifying  and  approving  a certain  contract  and  agreement  made  and 
entered  into  by  and  between-  the  City  of  Fort  Wayne  and  the  American 
Steel  Dredge  Company,  Inc. 352 


1858- -Fixing  the  Salaries,  Compensation  and  Wages  of  Officers  and  emplpyees 


of  the  City  of  Fort  Wayne,  Indiana,  for  the  Fiscal  Year  of  1936,  as 
amended  this  27th  day  of  December,  1935. 355 

1859- -Ratif ying  and  approving  a contract  with  V.  M.  NUSSBAUM  AND  COMPANY 358 

1860- -Eatif ying  and  approving  a contract  with  the  Journal-Gazette  Company 361 

1861 -  Ratifying  and  approving  a contract  with  the  General  Electric  Company 364 

1862- -Author i zing  the  sale  of  scrap  Iron  and  brass  and  obsolete  and  used 

machinery  owned  by  the  Municipal  Electric  Light  and  Power  Works. 366 

1863- -'l'ransf erring  $1118.76  from  the  Baade  Judgment  Fund  to  the  Park 

General  Fund  of  the  City  of  Fort  Y/ayne,  Indiana. .353 

1864- -Amending  General  Ordinance  No.  1847.  (Traffic) ‘--369 

1865- -Ratif ying  and  approving  a contract  with  Max  Irmscher  & Sons,  Inc. ---370 

1866-  -Authori zing  the  sale  of  approximately  100  T0Q3  of  Cast  iron  and  steel 373 

1867- -Ratif ying  and  approving  a contract  with  General  Electric  Company. 374 

1868- -Ratif ying  and  approving-a  contract  with  Kelso-Wagner  Company 377 


1869- -Regulating  traffic  upon  the  public  streets  of  the  City 380 

1870- ~Authorizing  the  Board  of  Public  Works  to  purchase  certain  real  estate--o3I 

1871- -Authorizing  the  Board  of  Public  Works  to  appropriate  by  condemnation 

and  award  damages  therefor  certain  real  estate.  (Clinton  Street) 382 

1872- -Authorizing  the  Board  of  Public  Works  to  purchase  certain  reg.1  estate--383 

1873- -Authorizing  the  sale  of  certain  real  estate.  (Clinton  Street) 385 


I874--Ratify ing  and  approving  a contract  with  The  Galion  Iron  Works  & 
Manufacturing  Company. 


• 387 


1875- -Amending  General  Ordinances  Nos.  1864  and  1847.  (Traffic) 389 

1876- -Authorizing  the  sale  of  certain  real  estate .( Jeff erson  and  Garden  Sts)-390 


1877- -Authorizing  the  State  Highway  Commission  to  improve  certain  projects 

with  Federal  Funds.  (Clinton  Street). 

1878- -Regulating  the  sale  of  appliances  having  the  special  utility  for 

the  prevention  or  conception  and/or  venereal  diseases. 

1879- -Ratif ying  and  approving  a contract  wi th  Cole,  Moore  & Geupel,  Inc. 

1880- -Declaring  Jefferson  Street  a preferential  street. 

1881  — Authorizing  the  sale  of  approximately  9,0C0  pounds  of  junk  copper. 

1882- -Fixing  the  tax  levy  for  the  year,  1937, as  amended. 

1883- - Author iz ing  the  improvement  of  a sidewalk  on  the  East  side  of  North 

Clinton  Street 

1884- -Transf erring  certain  sums  of  money  in  the  Boards  of  Public  Safety 

and  Public  Works  to  other  Items  in  said  Departments. 

1885- -Amending  the  Zoning  Ordinance.  (Oliver  Street  at  Pontiac  Street). 

1886 -  Authorizing  the  borrowing  of  $15,000.00  for  the  purchase  of  the 
Packard  Piano  site. 

1887- -Providing  for  the  display  of  license  tags  on  vehicles  used  for  the 

delivery  of  milk,  etc.,  and  regulating  the  time  of  delivery. 

1888 -  Regulating  traffic  on  the  public  streets.  (Swinney  Avenue). 

1889- -Fixing  salaries  of  officers  and  employees  of  the  City. 

1890 - -Rati fyi ng  and  approving  a contract  with  The  Journal-Gazette  Co. 

1891 - -Eatif ying  and  approving  a contract  with  the  Champion  Bridge  Co. 


391 


1892— Dec  lari  rg  C li  nton  Street  and  a portion  of  Piqua  Avenue 


preferential  streets. 


£.  S 


1893  — Changing  the  name  of  a certain  portion  of  Clinton  Street  to  Jane 
Street  and  Marshall  Avenue. 


189 4- -Regulating  traffic  upon  the  Public  Streets 


y<? 'bus  K , , . 

hars  hs4  1 Avenue). 


1895—  Amending  General  Ordinance  Mo.  1436.  (Zoning  on  Hoagland  Ave . ) . 

1896—  Ratifying  and  approving  a contract  with  Cole,  Moore  & Geupel,  Inc. 

1897 —  Fixing  the  salaries  of  certain  employees  of  the  City. 

1393  Authorizing  the  issuing  of  refunding  bonds  in  the  sum  of  $90,000.00. 

1899 —  Changing  the  name  of  Marshall  Avenue  to  Clinton  Court. 

1900 —  Concerning  the  construction  and  ooeration  of  a Sewage  Disposal 
plant . 

1901—  Designating  certain  property  in  Ayre’s  Addition  as  Leykauf  Street. 

1902 —  Regulating  traffic  on  the  public  streets .Lw  is  Street) 

1903 —  Ratifying  and  approving  a contract  with  Elgin  Sweeper  Co. 

1904  thV^e  f .junk  lron>J™lc  copper  and  junk  braes 
of  the  Municipal  Electric  Light  Plant. 

1905  Ratifying  and  approving  a contract  with  the  General  Electric 
Company  of  New  York 

Ordinance  to  be  known  as  the  Heating  Code, passed  and  approved 


406 


411 


427  * 


453 


1906 


1907. 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1913 


Authorizing  the  sale  of  Junk  Brass  and  Junk  Iron  of  the  Water  Works  483 

Amendment  of  the  Electrical  Code  as  of  May  25th  1937  484 

Ratifying  and  apnroving  a contract  with  Westinghouse  Electric 

Company  to  furnish  City  with  Grid  Oil  Circuit  Breakers  490 

Ordinance  recommending  change  name  of  Spruce  street  to  South 
Washington  Road  492 

Ordinance  authorizing  the  sale  of  certain  Park  Lands, Me  Culloch  Park  493 

Ratifying  and  aoproving  a contract  between  the  City  of  Fort  Wayne 

and  the  Standard  Sanitary  Manufacturing  Company  * 494 

Amendment  and  approving  the  tax  levy  for  the  City  for  year  1938.  496 

Amendment  and  approval  of  contract  with  the  Michigan  Gas  Trans- 
mission Corporation, for  supplying  the  City  of  Fort  Wayne  and  its 
inhabitants  with  a natural  gas.  497 

Amending  General  Ordinance  1455  in  reference  to  all  articles  held 
for  sale  on  said  farmers  and  producers  retail  market  day.  498 

Changing  and  amending  symbols  and  indications  of  apart  of  Section  5 O 

which  is  part  of  General  Ordinance  1436, which  changes  from  ”B,T 

district  to  "C”  district, Siemon's  Addition.  499 

An  ordinance  regulating  traffic  on  Maiden  Lane  500 

An  ordinance  regulating  traffic  on  Clinton  Street.  501 


1919  An  0 rdinance  approving  the  sale  od  old  scrap  metal  at  #1  Engine  House  502 

1920  An  ordinance  authorizing  the  Board  of  Public  Works  to  sell  scrap  metal 
belonging  to  the  Light  Construction  Dept. of  the  City  Light  & Power  Co.  503. 

1921  An  ordinance  amending  section  8 of  General  Ordinance  Mo.l660,as  amended 

by  General  Ordinance  1727, as  amended  by  General  Ordinance  1854  which  is 
amended  by  this  General  Ordinance  in  regards  to  taxicab  rates  504. 

1922.  An  ordinance  authorizing  the  Board  of  Public  Health, and  the  Board  of 
Public  Safety  to  transfer  certain  sums  of  money  from  one  item  to 

another  item.  505. 

1923.  An  ordinance  supplementing  General  Ordinance  1436, the  same  being  to 

regulate  and  restrict  the  height, area, bulk  and  use  of  buildings.  506 

1924  An  ordinance  changing  and  amending  the  symbols  and  indications  of  a 

part  of  section  5 of  the  map, which  is  a part  of  General  Ordinance  1436  0507 

xXx&coc 

1925  An  Ordinance  approving  a contract  between  the  International  Harvester 

Co. and  the  City  of  Fort  Wayne, for  One  looo  gallon  pumper  508 

1926  An  ordinance  approving  a contract  between  the  Journal-Gazette  Co. and 

the  City  of  Fort  Wayne, for  the  printing  of  Council  Proceedings  510 

1927  An  Ordinance  amending  Sections  2 and  3 of  General  Ordinance  Ko.1900 

in  reference  to  the  Sewage  Treatment  and  Disposal  Plant.  512 


1923  An  Ordinance  fixing  the  salaries  of  Officers  and  employees  of  the  City 

of  Fort  Wayne, and  repealing  all  other  ordinances  in  conflict  herewith.  513* 

1929.  An  ordinance  supplementing  General  Ordinance  Ho. 1436, establishing  a 
zoning  plan  for  the  City  of  Fort  Wayne , changing  from  "D,Tdistrict  to 
”Cn  district.  i 515 


GENERAL  ORDINANCE  NO.  1720 


An  Ordinance  amending  Section  1 of  General  Ordinance  No.  1488. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Port  Wayne, 

Indiana: 

Section  1.  That  Section  1 of  General  Ordinance  #1488  be  amend- 
ed to  read  as  follows,  to  wit: 

Section  1.  That  no  driveway  leading  from  any  street  to  the 
lot  line  of  any  lot  shall  exceed  forty  (40)  feet  In  width  where  the  same 
intersects  with  a street,  or  where  the  same  crosses  a sidewalk;  and  no 
curbing  af  any  street  shall  be  lowered  or  cut  to  a greater  wi^th  than 
forty  (40)  feet  for  the  ptirpose  of  providing  egress  and  ingress  to  and 
from  any  street  So  any  lot;  except  in  case  of  a corner  lot,  one  such 
driveway  or  one  such  lowering  or  cutting  of  curbing  may  be  made  to  reach 
each  street  upon  which  such  lot  bonders.  The  Boar^  of  Public  Works 
shall  hereafter  Issue  no  permits  except  In  compliance  with  this  Ordinance. 
Provided,  however,  that  not  more  than  one  such  driveway  shall  be  permitted 
for  any  one  drive  in  filling  station  or  pump  or  pumps,  parking  lot  or 
refreshment  stand,  and  no  more  than  two  such  driveways  for  any  public 
drive-in  filling  station,  pump  or  pumps,  parking  lot  or  refreshment 
stand  located  on  a corner  lot.  The  Board  of  Public  Works  however,  may 
at  its  discretion  permit  two  driveways  the  aggregate  width  of  which 
nor  the  cutting  of  any  curbing  shall  exceed  forty  (40)  feet.  On  a cor- 
ner lot  for  any  sucn  public  drivein  filling  station,  pump  or  pumps,  park- 
ing lot  or  refreshment  stand,  no  more  than  three  driveways  shall  be  per- 
mitted and  the  aggregate  w^dth  of  same  and  the  cutting  of  curbing  shall 
not  exceed  eighty  (80)  feet.” 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(■^yes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  HOOh.  AND  PAMPHLET  FOnM  AS 
REQUIRED  BY  LAW 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  theCity  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the' 28  day  of  March, 
1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1720 
M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  1 day  of  April,  1933 

LEONARD  E.  PRANGER,  City  Clerk 
Approved  this  8 day  of  April,  1933 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1721 


An  Ordinance  prohibiting  the  erection,  construction  and  main- 
tenance of  tents  composed  of  canvas  cloth  or  similar  material  within 
the  primary  and  secondary  fire  limits  of  the  City  of  Fort  Wayne,  Indiana. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  It  shall  be  unlawful  for  any  person,  firm  or 
Corporation  to  build,  erect,  construct  or  maintain  a tent  or  structure 
composed  of  canvas  cloth  or  similar  material  In  the  primary  or  secon- 
dary fire  limits  of  the  City  of  Fort  Wayne,  Indiana. 

Section  2.  Any  person,  firm  or  corporation  violating  any  of 
the  provisions  of  this  ordinance,  upon  conviction  shall  be  fined  in 
any  sum  not  exceeding  one  Hundred  ($100.00)  Dollars,  and  each  day  that 
said  tent  or  structure  is  so  constructed,  erected  or  maintained  shall 
be  a separate  offense. 

Section  3.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage,  approval  by  the  Mayer  and  legal  publication. 

CHARLES  H.  YOUNG 
G.  A.  DINNEN 
(Ayes  15-Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISH!^  IN  BOOK  AND  PAMPHLET  FOR  M AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common rCouncil  of  the  City  cf  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  28  day  of  March,  1933,  by 
a majority  vote  of  all  members  elect,  pass  the  ordinance  hereunto 

attached,  and  known  as  GENERAL  ORDINANCE  NO.  1721 

M.  L.  BURNS,  President  LEONARD  E.  PHaNGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  1 day  of  April,  1933 

LEONARD  E.  PRANG ER,  City  Clerk 

Approved  this  8 day  of  April,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1722 


An  Ordinance  amending  General  Ordinance  $1555  by  adding  there- 
to Section  38. 

Be  It  ordAined  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  General  Ordinance  No.  1555  be  amended 
by  adding  thereto  Section  38  to  read  as  follows: 

"Section  38.  Owner  Prima  Facie  Responsible  for  Illegal 
Parking.  If  any  vehicle  is  found  upon  a street  or  highway  in  violation 
of  any  of  the  provisions  of  this  Ordinance  regulating  the  stopping, 
standing  or  parking  of  vehicles  and  the  identity  of  the  operator  cannot 
be  determined,  the  owner,  or  person  in  whose  name  such  vehicle  is  re- 
gistered, shall  be  held  prima  facie  responsible  for  such  violation." 

Section  2.  This  Ordinance  shall  be  in  full  fdrce  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  and  legal  pub- 
lication. 


CHARLES  LENZ 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


UE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
rort  Gayne,  Indiana,  at  a regular  meeting,  held  on  the  11  day  of 
April,  1933,  by  a jamority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto . attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1722 

”*  L.  BURNS,  President  LEONARD  E.  PRANG ER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  15  day  of  April,  1933 

LEONARD  E.  PR^NGER, C, ty  Clerk 

Approved  this  24  day  of  April,  1933 

MM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1723 

An  Ordinance  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  into  by  and  between  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works,  and  The  James  Leffel 
and  Company  of  Springfield,  Ohio. 

Whereas  on  the  28  day  of  March,  1955,  the  01 ty  of  Fort  Wayne, 
Indiana,  by  and  through  Its  Boar*  of  Public  Works  entered  into  a cer- 
tain contract  and  agreement  with  The  James  Leffel  and  Company  of  Spring - 
> -ounty  of  -■lark,  State  of  Ohio,  for  the  furnishing,  erecting, 
testing  and  placing  in  operation  for  the  said  City  hydro-electric  power 
equipment  and  necessary  appurtenances  and  trie  furnishing  of  all  materials 
equipment,  tools  and  building  appliances  and  all  labor,  power  and 
transportation  necessary  therefor  in  accordnace  with  and  conformity 
to  the  pi ans  and  specifications  therefor,  which  contract  and  agreement 
Is  in  the  following  words  and  figures,  to  wit: 

AGREEMENT 

This  memorandum  of  agreement,  made  this  28  day  of  March,  1955, 
an*  between  the  eity  of  Fort  Wayne,  Indiana,  a municipal  corporation, 
party  of  the  first  part,  hereinafter  called  the  City,  and  The  James 
Leffel  and  Co.,  of  Springfield,  County  of  Clark,  State  of  Ohio,  party 
of  the  second  part,  hereinafter  called  the  Contractor,  under  and  by 
virtue  of  an  act  of  the  General  Assembly  of  the  State  of  Indiana,  en- 
titled "An  Act  Concerning  Municipal  Corporation,"  approved  M> y 6, 

1905,  and  all  acts  amendatory  thereof  and  supplementary  thereto, 
Witnesseth: 

Article  1.  Contractor's  Obligation  to  Furnish,  Erect,  Test 
and  Place  in  Operation  Hydro-Electric  Power  Equipment. 

It  is  agreed  that  the  Contractor  shall  furnish,  erect,  test 
and  place  in  operation  for  the  said  City,  hydro-electric  power  equip- 
ment and  necessary  appurtenances,  and  that  he  shall  furnish  all  materials, 
all  equipment,  tools  and  bhilding  appliances,  and  all  labor,  power 
and  transportation  necessary  therefor;  and  that  all  shall  be  done  in 
full  accordance  with  and  conform* ty  to  the  plans  and  specifications 
therefor  which  are  attached  hereto  and  made  a part  of  this  agreement. 

The  description  and  trade  n mber  of  this  equipment  are: 

One  (l)  Leffel  45"  B-2  Hydraulic  Turbine  complete,  with  oil 
pressure  governor  and  other  accessory  equipment  as  detailed  in  speci- 
fications, dated  February  10,  1033,  submitted  with  bid. 


5 


Article  2.  Extra  Work 

It  is  agreed  that  the  said  Contractor  shall  do  such  incidental 
or  extra  work  in  connection  with  this  contract  as  the  said  City  may 
especially  order  in  writing.  Such  extra  work  may  he  paid  for  at  prices 
mutually  agreed  upon  at  the  time  by  the  said  C^  tv  and  the  Contractor. 

B\;t  if  such  extra  wo'k,  or  any  part  thereof,  be  of  a kind  for  which 
no  price  has  been  mutually  agreed  upon  In  advance,  then  the  said  City 
will  pay,  and  the  Contractor  shall  ccept,  as  full  compensation  for 
such  work  an  amount  equal  to  the  actual  and  necessary  net  cost  in 
money  to  the  Contractor  for  labor  and  materials  actually  used  therein 
or  expended  thereon,  plus  fifteen  (15$)  of  such  net  cost  for  super- 
intendence, power,  the  use  of  tools  and  plant,  liability  insurance,  and 
all  overhead  and  incidental  expenses. 

During  the  proaress  of  any  extra  work  which  is  to  be  paid  for 
on  the  basis  of  net  cost  plus  fifteen  per  cent,  the  Contractor  shall 
furnish  to  the  said  City  at  the  end  of  each  day,  suitable  time  slips 
showing  the  name  of  and  the  number  of  hours  worked  by  each  workman  employed 
thereon,  the  nature  of  the  work  performed  by  such  workmen,  and  his 
rate  of  pay;  together  with  suitable  and  adequate  memoranda  of  the 
materials  used  therein,  showing  the  character?  and  amount  of  each  such 
material,  the  sources  from  which  it  was  purchased,  and  the  price  paid 
or  to  be  paid  therefor. 

The  said  City  may  at  its  discretion  furnish  to  the  Contracotr 
any  materials  or  supplies  or  transportation  required  for  extra  work, 
and  the  Contractor  shall  not  be  entitled  to  any  allowance  or  percen- 
tage on  account  of  materials  or  supplies  or  transportation  se  fur- 
nished. 

It  is  agreed  that  all  extra  work  that  may  be  ordered  and 
performed  under  the  provisions  of  this  article  shall  be  done  by  the 
Contractor  in  an  effective  and  workmanlike  manner,  and  shall  be  sub- 
ject to  the  same  restrictions  and  liabilities  as  those  which  apply  to 
the  general  work  of  this  contract;  and  the  the  Contractor  will  be 
responsible  for  the  maintenance  and  protection  of  such  extra  work 
until  the  time  of  the  final  acceptance  of  the  entire  job  by  the  City. 

And  it  is  further  agreed  that  no  claim  against  the  City  on 
account  of  extra  work  shall  be  valid  undess  such  extra  work  has  been 
previously  ordered  in  writing,  and  unless  such  claim  has  been  presented 
for  payment  as  soon  as  practicable  after  the  completion  of  such  extra 
work  and  before  the  making  up  of  the  final  estimate. 


Article  3.  Time. 

It  is  agreed  that  the  Contractor  shall  furnish  to  the  En- 
gineer within  four  weeks  after  the  date  of  ratification  of  the  con- 
tract by  the  Common  Council  complete  drawings  and  detailed  specifi- 
cations of  the  equipment  sufficient  to  show  all  relations  of  the 
equipment  to  ± t s setting  together  w?  th  wiring  diagrams  and  layout 
drawings  showing  the  electrical  equipment  required  for  the  con- 
trol of  the  unit;  and  that  he  will  complete  the  construction  of  the 
equipment  and  make  satisfactory  shop  tests  within  twelve  weeks  after 
the  abobe  date  so  that  it  may  be  shipped  to  Fort  Wayne  thereafter 
within  a period  of  two  weeks  time  after  receipt  of  subsequent  notice 
to  so  ship,  but  that  he  will  bn  Id  thid  equipment  in  sotrage,  at 
his  own  expense,  until  authorized  by  the  City  to  ship;  and  that 
immediately  after  shipment  to  Fort  Wayne  he  will  be  prepared  to 
make  installation  thereof  and  will  complete  sueh  installation  and 
make  tests  thereof  within  a period  of  two  months  following  the  date 
of  shipment. 

Article  4.  Extension  of  Time 

It  is  agreed  that  If  the  Contractor  shall  be  unavoidably 
delayed  in  beginning  or  fulfilling  this  contract  by  reason  of  ex- 
cessive storms  or  xloods,  or  by  act  of  Providence,  or  by  general 
strikes,  or  by  court  injunction,  or  by  the  stopping  of  the  work 
by  the  said  City  because  of  any  emergency  or  public  necessity, 
or  by  reason  of  extra  work  ordered  by  the  said  City  or  by  any  act, 
neglect,  delay,  or  default  on  the  part  of  the  said  City,  the  Con- 
tractor shall  have  no  valid  claim  for  damages  on  a count  of  any 
cause  or  delay,  but  he  shall  in  such  case  be  entitled  to  such  an 
extension  or  advancement  of  the  time  periods  specified  in  Article  3 
herein  as  the  Engineer  shall  adjudge  to  be  just  and  reasonable; 
provided,  however,  that  formal  claim  for  such  extension  shall  be 
made  in  writing  by  the  Contractor  within  a week  after  the  date 
upon  which  such  alleged  cause  or  delay  shall  have  occurred. 

Article  5.  Liquidated  Damages. 

It  is  expressly  covenanted  and  agreed  by  and  between 
the  parties  hereto  that  time  is  and  shall  be  considered  as  of  the 
essence  of  the  contract,  and  in  the  event  that  said  Contractor  shall 
fail  in  due  performance  of  the  entire  work  to  be  performed  under 
this  contract,  or  any  certain  portions  thereof  for  which  definite 
stipulations  have  been  agreed  to,  by  and  at  the  times  herein  men- 
tioned and  referred  to  in  Article  3,  or  within  some  other  certain 
date  subsequent  to  this  to  which  the  time  limit  for  the  completion 
of  the  work  may  have  been  advanced  under  the  provisions  of  Article  4 
the  said  Contractor  shall  pay  unto  the  said  City  as  and  for  the 

liquidated  damages  and  not  as  a penalty  the  sum  of  Twenty  Dollars  (#20.00) 


for  each  and  every  working  day  that,  the  said  Contractor  shall  be  in 
default.  Said  sum  of  Twenty  Dollars  ($20.00)  per  day  in  view  of  the 
difficulty  of  estimating  such  damages  with  exactness  is  hereby  ex- 
pressly fixed,  estimated,  computed  and  determined  and  agreed  upon  as 
the  damages  which  will  be  suffered  by  the  said  City  by  reason  of  such 
defaults.  It  is  also  understood  and  agreed  by  the  parties  of  the 
contract  that  the  liquidated  damages  hereinbefore  mentioned  are  in 
lieu  of  the  actual  damages  arising  from  such  breaches  of  this  con- 
tract; which  sadd  sums  the  City  shall  have  the  right  to  deduct  from 
any  moneys  In  its  hands,  otherwise  due,  or  to  become  due,  to  damages 
for  non-performance  of  this  contract  at  the  time  stipulated  herein 
and  provided  for. 

Article  6.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assign  or  trans- 
fer this  contract;  or  feublet  any  part  of  the  work  embraced  in  it, 
except  with  the  written  consent  of  the  City  to  do  sc. 

It  is  further  agreed  that  all  parts  of  the  work  which  may 
be  performed  by  a subcontractor  shall  conform  to  the  plans  and  spec- 
ifications and  be  subject  to  all  the  provisions  of  this  agreement 
exactly  as  if  performed  by  the  Contractor  and  his  immediate  employees 
and  workmen.  No  subletting  of  the  work  shall  in  any  way  diminish 
or  weaken  the  responsiblility  of  the  Contractor  for  all  parts  of  the 
work  or  lessen  his  obligations  and  liabilities  under  this  agreement. 

It  is  likewise  agreed  that  the  Contractor  shall  not 
assign,  either  legally  or  equitably,  any  of  the  moneys  payable  to 
him  under  this  agreement,  or  his  cla'm  thereto,  exeept  with  the 
written  consent  of  the  City. 

Article  7.  City’s  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall  be 
adjudged  a bankrupt,  or  if  he  should  make  a general  assignment  for 
the  benefit  of  his  creditors,  or  if  a receiver  should  be  appointed 
on  account  of  his  insolvency,  or  if  he  shoule  persistnetly  or  re- 
peatedly fill  to  make  prompt  payment  to  subcontractor  s or  to  pay 
promptly  for  materials  and  labor,  or  if  he  should  persistently  dis- 
regard laws  or  ordinances  or  the  directions  of  the  Engineer,  or  if 
he  should  wilfully  and  repeatedly  violate  any  of  the  substantial 
provisions  of  this  agreement,  then  and  in  such  case  the  City,  upon 
the  certificate  of  the  Engineer  stating  that  sufficient  cause  exists 
to  justify  such  action  and  stating  the  nature  of  said  cause,  and  agter 
giving  the  Contractor  and  his  sureties  written  notice  thereof,  may 
order  him  to  discontinued  all  work  under  this  contract,  or  any  part 
thereof,  and  thereupon  he  shall  at  < nee  discontinue  such  work,  or  such 
pari-  thereof,  and  shall  cease  to  have  any  right  to  the  possession 
0.  the  ground;  and  the  City  shall  have  the  right  to  finish  the  work 


or  such  part  thereof,  by  contract  or  otherwise  as  it  may  elect, 
and  for  that  purpose  to  take  possession  and  make  use  of  such 
naterlals,  tools,  bulding  appliances  and  equipment  as  may  be 
found  upon  the  work,  and  to  charge  the  cost  and  expense  fif  such 
materials,  tools,  build  * ng  appliances  anrl  equipment  as  may  be  found 
upon  the  work,  an'1  to  charge  the  cost  and  wxpense  of  such  comple- 
tion to  the  Contractor.  In  such  case  the  Contractor  shall  not  be 
entitled  to  receive  any  further  payment  until  the  work  is  finished, 
t.ie  unpaid  balance  Oj.  tile  contract  price  shall  exceed  the  expense 
x i mailing  tne  work,  including  compensation  for  additional  mana- 
- “1  and  administrative  services,  the  amount  of  such  excess  shall 
be  paid  to  the  Contractor;  and  if  such  expense  shall  exceed  such 
unpaid  oalance,  tne  Contractor  snail  pay  to  the  City  the  amount  of 
such  excess. 

It  is  expressly  stipulated  and  agreed  that  from  and  after 
the  order  to  discontinue  work,  and  until  such  work  shall  have  been 
finally  completed  by  the  City,  neither  the  Contractor  nor  any  of 
his  agents  or  employees  shall  remove,  or  make  any  effort,  directly 
or  indirectly,  to  remove  any  of  the  above  mentioned  materials, 
tools,  building  appliances  or  equipment  from  the  points  at  whf  ch 
they  w nre  located  on  the  date  of  said  order,  except  upon  the 
written  consent  of  the  City  to  do  so. 

It  is  further  understood  and  agreed  that  the  f oregoihg 
provisions  of  this  article  are  without  prejudice  to  any  other  right 
or  remedy  which  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work  to  be 
done  under  this  agreement  shall  be  in  accordance  with  and  governed 
by  the  plans  and  specifications  therefor  which  are  on  file  In  the 
office  of  the  Board  of  Public  Works,  and  of  which  copies  are  a 
appended  hereto  and  which  form  a part  of  this  agreement. 

The  arrangement  in  the  building  of  the  equipment  to  be 
furnished  under  this  contract  is  shown  in  an  original  set  of  draw- 
ings 22  inches  by  34  inches  in  overall  dimensions  entitled  "City  of 
Fort  Wayne,  Indiana,  Water  Works  Improvements,  Anthony  Boulevard 
Dam  and  Pumping  Station,"  prepared  by  Hoad,  Decker,  Showcraf t and 
Drury  and  bearing  date  of  October,  1932.  These  drawings  were  pre- 
pared for  use  with  Contract  No.  14,  but  they  show  the  relationship 
of  the  equipment  with  the  building  structure.  These  ori0inal  draw- 
ings may  be  supplemented  by  other  drawings  furnished  by  the  Con- 
tractor and  approved  by  the  Bn0ineers,  whowing  parts  of  the  work 
in  greater  detail  or  to  a greater  degree  of  elaboration.  Additional 
drawings  also  may  be  prepared  b.,  the  Engineer  and  supplied  to  the 
Contractor  during  the  progress  of  the  work  as  he  may  deem  to  be 

necessary  or  expedient.  These  orignial  and  supplementary  drawings 


constitute  the  plans  according  tovihich  the  work  of  this  con- 
tract is  to  be  done. 

t'or  purposes  of  facility  in  handling  in  the  office  and 
on  the  job,  the  accompanying  reduced  facsiMlie  reporductions  cf 
the  pland  have  been  prepared  at  one-helf  the  l*rear  scale  of  the 
original  drawings.  In  the  event  that  the  reduced  reproductions 
arefoung  to  be  illegible  or  obscure  in  any  respect  references 
shall  be  made  to  blue  prints  of  the  original  drawings. 

The  equipment  to  e furnished  under  this  contract  is 
described  in  a set  of  specifications,  which  are  appended  hereto, 
describing  and  defining  the  nature  and  quality  of  materials  and 
the  character  of  workmanship  which  are  to  enter  into  the  work  of 
this  contract.  Additional  specifications  in  further  explanation 
of  the  work  to  be  done  may  be  prepared  by  the  Engineer  and 
supplied  to  the  Contractor  during  the  progress  of  the  work,  as 
he  may  deem  to  be  necessary  or  expedient,  or  be  required  to  be 
furnished,  by  the  Contractor,  subject  to  the  approval  of  the  En- 
gineers. Taken  altogether,  these  are  the  specifications,  which  are 
referred  to  in  Article  1 and  elsweftere  in  this  contract,  according 
to  which  the  work  of  this  contract  is  to  be  done. 

Both  plans  and  specifications  are  deemed  essential  parts 
of  this  contract,  and  shall  be  construed  as  cooperative.  Any  work 
called  for  in  the  plans  and  not  ' specif ically  mentioned  in  the 
specifications,  or  described  in  the  specifications  and  not  par- 
ticularly shown  on  i he  plans,  Is  to  be  regarded  as  included  under 
this  contract  the  same  as  if  fully  set  forth  in  the  specifications 
and  exhibited  on  the  plans.  Where  figures  or  definite  dimensions 
are  given  on  the  plans  or  in  the  specifications,  these  shall  have 
precedence  over  dimensions  taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict  shallbe 
disconvered  in  either  specifications  or  plans,  or  if  in  apy 
place  the  meaning  of  either  or  both  shall  be  obscure,  or  uncer- 
tain, or  in  dispute,  the  Engineer  shall  decide  as  to  the  true  in- 
tent and  his  decision  shall  be  final  and  binding. 

Article  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to  make 
alterations  in  the  plans  and  specif ica4-*  ons  from  time  to  time  as 
the  work  progresses,  and  that  its  exercise  of  said  right  shall  not 
invalidate  this  contract  nor  weaken  any  of  the  Contractor’s 
obligations  under  it.  Such  alterations  shall  become  binding  upon 
the  Contractor  upon  due  notification  in  writing  by  the  Engineer. 

^hen  su^h  slateaations  are  so  made,  and  in  case  the  amount  to  be 
added  to  or  subtracted  from  the  contract  sum  cannot  be  agreed  upon 
in  advance,  the  cost  of  the  work  thereby  added  or  omitted  shall  be 
estimated  b,,  the  Engineer,  and  the  amount 


so  ascertained  shall 


be  added  to  or  deducted  from  the  contract  sum  provided  for  in  Article  12 
herein.  In  case  of  dissent  from  the  said  estimate  by  either  party, 
the  question  of  the  fair  amount  to  be  added  or  omitted  shall  be 
referred  to  three  disinterested  arbitrators,  one  to  be  appointed 
within  ten  days  by  each  of  the  parties  and  the  third  by  the  two  thus 
chosen.  In  case  the  two  arbitrators  first  appointed  shall  fail  to 
agree  upon  the  third  arbitrator  within  ten  days,  then  either  of  the 
parties  hereto,  or  both  together,  may  request  the  Judge  of  Superior 
Court,  of  Allen  County,  Indiana,  to  appoint  said  third  arbitrator. 

The  decision  of  any  two  of  said  arbitrators  shall  be  final  and  b!nd- 
ing,  and  each  of  the  parties  hereto  shall  pay  one-half  of  the  ex- 
penses of  such  reference. 

Article  10.  Geneaal  Stipulations 

It  is  agreed  that  the  following  general  stipulations  shall 
define  certain  relationships  which  shall  be  taken  to  exist  between 
the  parties  hereto  and  shall  specify  certain  conditions  under  which 
the  contract  is  to  be  fulfilled. 

Definition  of  Terms 

Whenever  the  term  "City"  Is  used  herein,  it  shall  be  under- 
stood to  refer  to  the  City  of  Port  Wayne,  Indiana,  or  to  its  proper- 
ly authorized  representatives,  or  whenever  the  terms  "Mayor",  "Board 
of  Public  Works'”,  "C^ty  Clerk"  or  "City  Attorney"  are  used,  they 
shall  be  understood  to  refer  to  the  Mayor,  or  Board  of  Public  Works, 
or  City  Clerk,  or  City  Attorney  of  the  said  ity. 

Wh'enever  the  term  "Engineer"  is  use^,  it  shall  be  under- 
stood to  refer  to  the  Engineer  placed  by  the  City  in  supervisory 
charge  for  the  City  of  the  work  covered  by  this  contract,  or  to  his 
properly  authorized  representAtives . 

Whenever  the  term  "Contractor"  is  used  herein,  it  shall 
be  understood  to  refer  to  the  party  contracting  to  perform  the 
work  to  be  done  under  this  contract,  or  to  his  legal  representatives. 

Engineering  Supervision 

The  work  covered  b.;  this  contract  will  be  executed  under 
the  engineering  supervision  of  the  Engineer,  who  shall  have  suthority 
to  inspect  all  materials  and  workmanship  entering  into  thb  work,  to 
furnish  all  Insturctions  and  information  regarding  the  plans  and 
specif  Icat*  ons  tha*:  may  be  necessary,  to  supply  supplementary  or 
additional  plans  or  specifications  as  he  ma?/  deem  expedient,  and  to 
point  out  to  the  Contractor  any  disregard  of  any  of  the  provisions 
of  the  contract;  but  the  right  of  final  acceptance  or  condemnation 
of  the  work  will  not  be  waived  at  any  time  during  its  progress. 


The  Engineer  will  set  suitable  stakes  and  mark3  showing  the 
locations  and  elevations  of  various  parts  of  the  work,  but  the  Con- 
tractor shall  provide  such  labor  and  assistance  as  the  Engineer  may 
require  in  setting  the  same.  No  work  shall  be  undertaken  until  such 
stakes  and  marks  shall  have  been  set  by  the  Engineer.  The  Contractor 
shall  take  due  and  proper  precautions  for  the  preservation  of  these 
stakes  and  marks,  and  shall  see  to  it  that  the  work  at  all  times 
proceeds  in  accordance  therewith. 

The  Engineer  may  provide  for  the  inspection  of  any  or  all 
materials  or  workmanship  used  or  intended  to  be  used  under  this  con- 
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tract,  by  assistants  under  his  direction,  or  otherwise,  as  he  may 
deem  to  be  advisable  or  expedient;  but  no  inspection  shall  relieve 
the  Contractor  of  his  fundamental  obligations  to  fully  meet  all  the 
requirements  of  his  contract.  Such  inspection  may  cover  any  or  all 
parts  of  the  work,  and  may  extend  to  and  include  the  preparation  or 
manufacture  of  any  materials  or  fabricated  articles  intended  to  be  in- 
corporated in  the  work.  The  Contractor  shall  furnish,  upon  request 
therefor  by  the  Engineer,  such  samples  for  examination  or  testing  as 
the  Engineer  may  prescribe.  The  Contractor  shall  furnish  such  labor 
and  assistance  as  may  be  necessary  for  the  proper  handling  of  materials 
in  all  inspections  and  tests  that  may  be  required. 

Any  materials  or  fabricated  articles  furnished  by  the 
Contractor  to  be  used  in  this  work  which  shall  not,  in  the  judgment 
of  the  Engineer,  be  equal  to  the  requirements  of  the  plans  and 
specifications,  may  be  rejected  by  the  Engineer;  and  such  re- 
jected materials  or  articles  shall  not  be  used,  but  shall  be  immediately 
removed  by  the  Contractor  from  the  site  of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  employees 
may,  at  any  time  and  for  any  purpose,  enter  upon  the  work  and  upon 
the  premises  occupied  by  the  Contractor,  and  the  Contractor  shall 
provide  proper  and  safe  facilities  by  which  they  may  have  convenient 
access  to  such  parts  of  the  work  as  may  be  required. 

Measurement 

Due  and  proper  measurements  will  be  taken  by  the  En- 
gineer during  the  progress  of  the  work,  and  his  estimates  based  upon 
such  measurements  shall  be  final  and  conclusive  evidence  of  the 
amount  of  work  performed  under  this  contract. 

Patents  and  Patent  Rights 

The  Contractor  shall  protect  and  save  the  City  harmless 
against  all  claims  or  actions  brought  against  the  City  by  reason  of 
any  actual  or  alleged  infringement  upon  patent  rights  in  any  article, 
material,  process,  machine  or  appliance  used  by  him  in  this  work. 


Protection  Against  Accidents 

Ihe  Contractor  shall  put  up  and  shall  maintain  during  the  con- 
tinuance of  the  work  such  harriers,  red  lights,  and  other  protective  de- 
vices as  will  effectually  prevent  any  accident  in  consequence  of  his 
"t  . k j and  he  shall  he  liable  for  all  accidents  and  damages  occasioned 
in  any  way  by  his  acts  or  neglect,  or  by  the  acts  or  ne&lect  of  his 
agents,  employees  or  workmen. 

Responsibility  For  Damage  to  Work 

The  Contractor  shall  assume  full  responsibility  for  loss  or 
damage  to  the  work  during  the  entire  construction  period,  resulting  from 
caving  earth  and  from  storms,  floods,  frosts  and  other  adverse  weather 
conditions,  and  from  all  other  causes  whatsoever  not  directly  due  to  the 
acts  or  neglect  of  the  City,  and  shall  turn  the  finished  work  over  to  the 
City  in  good  condition  and  repair  at  the  time  of  the  final  estimate. 

This  responsibility  of  the  Contractor  shall  cover  all  those  elements  in- 
cluded as  extra  work  under  this  contract  in  exactly  the  same  manner  as 
the  regular  work  is  covered. 

Storage  of  Materials 

Materials  and  equipment  distributed,  stored  or  placed  upon  or 
near  the  site  of  the  work  shall  at  all  times  be  so  disposed  as  not  to 
interfere  with  work  being  prosecuted  directly  by  the  City  or  by  other 
contractors  in  the  City’s  emplby,  or  with  street  drainage,  fire  hydrants 
or  other  public  services.  The  unloading,  transporting  and  storing  of 
construction  materials  and  equipment  must  be  so  carried  out  so  as  not  to 
interfere  any  more  than  may  be  necessary  with  the  ordinary  traffic  on 
streets  or  public  ways. 


Labor  Laws  and  Ordinances 

The  Contractor  shall  obey  and  abide  by  all  the  ordinances  of  the  City 
of  Fort  Vi/ayne  and  the  State  of  Indiana,  relating  to  the  employment  of 
labor  on  public  work  and  regulating  or  applying  to  public  improvements. 

Permits  and  Regulations 

The  Contractor  shall  secure  and  bear  the  cost  of  any  permits 
or  licenses  of  a temporary  nature  necessary  for  the  prosecution  of  the 
work.  In  particular,  he  shall  secure  and  bear  the  eost  of  shutting  off 
and  turning  on  public  services  of  every  nature  which  may  be  required  by 
his  operations.  Where  such  discontinuance  of  service  affects  consumers 
due  and  sufficient  notice  shall  be  served  upon  those  so  affected. 

Employment  of  Fort  Wayne  Labor. 

In  the  emplo7/ment  of  labor  on  this  contract  preference  shall 
be  given,  wherever  possible,  to  married  tax-paying  residents  of  the  City 
of  Fort  Wayne. 


Workmen's  Compensation 


The  Contractor  shall  comply  with  the  provisions  of  the 
Indiana  Workmen's  Compensation  Act,  and  he  shall  furnish  to  the 
City  a certificate  from  the  Industrial  Board  of  Indiana  certifying 
to  such  compliance. 

Disprderly  Employees 

Disorderly,  intemperate  or  incompetent  persons  must  not 
be  employed,  retained,  or  allowed  upon  the  work.  Any  foreman  or 
workman  who  refur es  or  neglects  to  comply  with  the  directions  of  the 
Engineer  in  the  matter  of  personal  conduct  shall,  at  the  request  of 
the  Engineer,  be  promptly  discharged  and  shall  not  thereafter  be 
re-employed  without  consetn  of  the  Engineer. 

Relation  to  Other  Contractors 
The  Contractor  shall  so  conduct  his  operations  as  not 
to  interfere  with  or  injure  the  work  of  other  contractors  or 
workmen  employed  by  the  City  on  adjoinging  or  related  work,  and  he 
' shall  promptly  make  good  any  injury  or  damage  which  may  be  done  to 
3uch  work  by  him  or  his  employees  or  agents.  In  case  of  conflict 
with  the  work  of  other  contractors,  the  Engineer  shall  decide  which 
contractor  shall  cease  work  for  the  time  being  and  which  shall  con- 
tinue at  the  same  time,  and  in  what  manner.  In  case  the  territory 
of  one  contract  shaould  be  the  necessary  means  of  access  to  another 
contract,  the  Engineer  shall  have  power  to  grant  reasonable  privileges 
with  respect  to  the  transp  rtation  or  movement  of  men,  animals, 
appliances  or  materials  as  he  may  adjudge  to  be  necessary  or  ex  - 
pedient  and  in  t.ie  best  interests  of  the  City.  Any  decision  which 
the  Engineer  may  make  as  to  the  method  and  time  of  conducting  work 
or  the  use ,of  territory  snail  not  be  made  the  basis  of  any  claim 
for  damages,  but  an  extension  of  time  may  be  claimed.  If  justified 
by  the  circumstances,  the  same  in  the  case  of  other  delays  caused 
by  the  acts  of  the  City.  Any  difference  of  opinion  or  conflict  of 
interest  which  may  arise  between  this  contractor  and  other  contrac- 
tors or  workmen  of  theCity  In  regard  to  adjoining  work  shall  be 
determined  and  adjusted  by  the  Engineer. 

Cleaning  Up 

opon  completion  of  the  actual  work  of  construction  the  Con- 
tractor shall  clean  up  and  leave  in  neat  condition  all  the  premises 
he  has  occupied  during  the  construction  period.  Before  the  time  of 
the  final  estimate,  the  Contractor  shall  remove  from  the  premises 
all  surplus  excavated  materials,  debris  and  rubbish  and  all  unused 
materials,  together  with  all  tools  and  equipment  or  shall  deposit 
them  at  such  points  and  in  such  manner  as  the  Engineer  may  require. 


Before  leaving  the  work  he  shall  repair  and  replace  all 
s ® £5  and  underground  structures  which  may  have  been  damaged  by  him 

during  the  progress  of  the  work. 

Article  11.  Guarantee. 

It  is  agreed  that  all  materials  and  workmanship  furnished 
hereunder  snail  be  first-class  and  free  from  defects,  and  that  the  Con- 
tractor will,  upon  notice  and  without  delay,  make  good  or  repair,  with- 
out expense  to  tne  City,  the  whole  or  any  part  of  the  equipment  fur- 
ni shed  ~y  him  nereunder  whi cn  shall,  within  a year  from  the  date  of 
aucep  nnce  c the  completed  work,  fail  or  develop  unfitness  for  the  pur' 
pose  for  which  it  is  intended,  as  thB  result  of  any  defect  in  design, 
material  or  workmanship. 

The  Contractor  further  guarantees  that  the  generator,  tur- 
re  and  c.eal_  e t&ciency  of  the  hydro-electr ’ c unit  when  operated 
under  the  conditions  stated  shall  be  as  follows: 
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Article  12.  Contractor's  Obligation  to  Fay  Bills 
It  is  agreed  that  before  the  Contractor  shall  demand  partial 
or  final  estimates  or  payments  he  will  furnish  to  the  City,  if  and  when 
requested  to  do  so,  supported,  if  requested,  by  sworn  statements,  satis- 
factory evidence  that  all  persons  that  have  supplied  labor,  materials 
or  equipment  for  the  work  embraced  under  this  contract  have  been  fully- 
paid  for  the  same;  and  that  in  case  such  evidence  be  not  furnished  as 
aforesaid,  such  sums  as  the  City  may  deem  necessary  to  meet  the  lawful 
claims  of  such  persons  may  be  retained  by  the  City  from  any  moneys  that 
may  be  due  to  become  due  to  the  Contractor  under  this  agreement  until  such 
liabilities  shall  be  fully  discharged  and  the  evidence  thereof  be  furnished 
to  the  City. 


Article  13.  City’s  Obligation  to  Pay  Contractor. 

And  it  is  agreed  that,  in  consideration  of  the  faithful  and 
entire  performance  by  the  Contractor  of  h* s obligations  under  this  con- 
tract, the  City  shall  pay  to  him,  at  the  t*mes  and  in  the  manner  here- 
inafter stipulated,  the  following  named  contract  sum; 

For  hydro-clectric  power  equipment  c nsisting  of  one  hydraulic 
turbine  complete  with  governor  and  equipment,  the  price  of  Seven  Thousand 
Six  hundred  Thirty-two  and  no/lOO  hollars  (^7,632.00) 
but  increased  by  such  sums  for  extra  work  as  may  become  due  and  pay- 
able to  the  Contractor  under  the  provisions  of  Article  2 herein  and 
diminished  by  such  sums  as  the  City  may  lawfully  deduct  and  retain  as 
liquidated  damages  under  the  provisions  of  Article  5 herein,  and 
modified  by  such  sums  as  may  be  determined  by  reason  of  any  alterations 
which  may  have  been  made  in  the  work  under  the  provisions  of  Article  9 
herein,  and  diminished  by  such  sums e as  the  City  may  lawfully  deduct 
and  retain  in  compensation  for  the  fialure  of  the  equipment  to  ful- 
fill the  guarantee  made  for  it. 

Payments  to  the  Contractor  for  the  performance  by  him  of  his 
obligations  under  this  contract  shall  be  made  as  follows: 

Fit  ty  per  cent  (EC /<>)  of  the  contract  sum  when  the  equipment 
and  materials  shall  have  been  delivered  &t  the  site  of'  the  Anthony 
boulevard  pumping  station.  Fort  Yilapne,  Indiana,  after  authorized 
shipment. 

If  the  completion  of  delivery  or  erection  of  the  equipment 
is  delayed  for  any  reason  not  due  to  the  fault  of  neglect  of  the  Con- 
tract or,  the  Engineer  will  make  progress  estimates,  about  once  each 
! - - ^ne  amount  and  value  of  the  equipment  that  has  been  de- 

li/eredcr  erected.  As  soon  as  practicable  after  such  estimate  is  made 
up  and  certified,  and  upon  its  approval  by  the  Board  of  Public  Works, 
the  City  will  pay  to  the  Contractor,  on  account,  a sum  equal  to  SO 
per  cent  (80#)  of  the  amount  of  such  estimate,  except  that  the  City 
may  deduct  and  retain  out  of  any  such  partial  payment  a sum  sufficient 
to  meet  any  undischarged  obligations  of  the  Contractor  for  labor, 
materials  and  equipment  furnished  for  the  work,  in  accordance  with  the 
provisions  of  Article  12  herein. 

■^he  balance  of  the  total  amount  due  not  less  than  thirty 
u&ys  after  the  equipment  shall  have  been  erected,  tested  and  proved 
to  fulfill  the  requirements  of  the  contract  in  all  respects,  provided 
that  n0  defects  in  any  part  of  said  equipment  or  its  appurtenances  shall 
have  developed  in  the  meanwhile;  and  provided  further,  that  if  within 
ninety  days  after  the  date  of  completion  of  delivery  of  equipment  at 
Fort  Wayne,  it  shall  not  have  been  erected  and  tested  for  any  reason 
no4-  due  to  the  fault  or  neglect  of  the  Contractor,  the  City  shall  pay 
to  the  Contractor  ten  per  cent  (10#)  of  the  contract  sum  at  the  end 
of  such  ninety-day  period.  The  balance  of  the  total  amount  due  shsll  be 


"e  a ir‘ec^  cy  the  City  until  the  equ  pment  shall  have  been  erected,  tested 
and  proved  to  fulfill  the  requirements  of  the  contract. 

No  progress  estimate  made  or  certified  by  the  Egnineer  and 
no  partial  payment  made  to  the  Contractrr  by  the  City  shall  be  deemed 
or  construed  as  an  acceptance  of  any  part  of  the  work  under  this  contract, 
xhc  C.r4-^'  ct  r shall  file  with  the  City  a sworn  statement  that 
a.il  claims  hr  accounts  due  for  labor,  materials  and  equipment  furnished 
for  this  work  have  been  paid  in  full,  or  he  shall  file,  in  lieu  thereof, 
a s orn  statement  showing  in  detail  the  nature  and  amount  of  all  unpaid 
claims  for  said  labor,  materials  and  equipment. 

IN  (VI i NESS  WhEREOF,  the  parties  hereto  have  set  their  hands 
and  seals,  in  quadruplicate,  the  da£  and  year  first  above  qritten. 


Approved : 

Wm.  J.  Hosey,  Ivlaycr 

Approved  as  to  form  and  execution: 
Wm.  Fruechtenicht,  City  Attorney 


Witness: 

Mark  S.  Bassett 


CITY  OF  FORT  WAYNE,  INDIANA 
BY  Wm.  «] . Hosey,  MAYOR 

BOARD  OF  PUBLIC  WORKS: 

John  C.  Trier 
David  E^win 
C.  A.  Ramsey 

Attest: 

Scott  S.  Snyder,  Sftcretary 

THE  JAMES  LEFFEL  & CC. 

Per:  J.  Robert  Groff,  Secretary 


Therefore,  be  it  ordained  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by  and 
through  its  Board  of  Public  ..orks,  and  The  James  Leffel  and  Company  of 
Springfield,  County  of  Clark,  S^ate  of  Ohio,  for  the  furnishing,  erect- 
ing, testing  and  placing  in  operation  for  the  said  City  hydro-electric 
power  equipment  and  necessary  appurtenances  and  the  furnishing  of  all 
materials,  all  equipment,  tools  and  building  appliances  and  all  labor, 
power  and  transportation  necessary  therefor  in  accordance  with  and  con- 
formity to  the  plans  and  specifications  therefor,  which  contract  and  a- 
greement  is  more  specifically  set  forth  in  the  preamble  hereto,  be  and 
the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  Its  passage  and  approval  by  the  Mayor. 

AUGUST  WEI SENBURGER 
(Ayes  15-Nays  none) 

THIS,  ORDI  HAS  BEE  M PUBLISHED  IN  BOuK  AND  PAMPHLET  FORM  AS  RE-f- 

RUIRED  BY  LAW. 


nE  HEREBY  CERTIFY,  That  the  Common  Council  of  theCity  of 


Fort  Wa;  ne,  Indiana,  at  a regular  meeting,  held  on  the  25  day  of  April, 
1933,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1723 

M.  L.  BURNS,  President  LEONARD  E.  PRANG ER,  City  C] 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  April, 

1933 


LEONARD  E.  PRANGER,  City  Clerk 

Approved  this  5 day  of  May,  1933 

»VM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO*  1724 


An  Ordinance  ratiiying  and  approving  a certain  contract 
and  agreement  made  and  entered  into  by  and  between  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works,  and  S. 

• B wser  and  Company,  Inc.,  613  the  City  of  Fort  Wayne,  Indiana. 

Whereas  on  the  30  day  of  March,  1933,  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works,  made  and 
entered  into  a certain  contract  and  agreement  with  3.  F.  Bowser  & Co. 

c • > the  City  of  Fort  Wayne,  Indiana,  for  the  granting  of  a 
franchise  to  construct,  maintain  And  operate  a side  track,  connect- 
ing the  main  tracks  of  the  Pittsburg,  Fort  Wayne  and  Chicago  Rail- 
road up  with  the  plant  of  the  said  S.  F.  Bowser  & Co.,  Inc.,  for 
a period  of  twenty-five  years  from  the  24  day  of  March,  1908,  which 
contract  ^nd  agreement  is  *n  the  following  words  and  figures,  to— wit: 

This  agreement,  made  and  Entered  into  this  30  day  of  March, 
19o3,  by  and  between  the  City  of  Fort  Wayne,  by  and  through  its 
Board  of  Public  Works  party  of  the  £irst  part  and  S.  F.  Bowser  & Co., 
Inc.,  party  of  the  sec  nd  part,  witnesseth: 

Whereas,  under  general  ordinance  three  hundred  fifty  four 
(354),  said  second  party  was  granted  a franchise  to  construct,  main- 
tain and  operate  a side  track,  connecting  the  main  tracks  of  the 
Pittsburgh,  Ft.  Wayne  ar.d  Ch’cago  Railroad  up  with  the  said  second 
party's  plant  for  a period  of  twenty-five  (25)  years,  from  the  24  th 
day  of  March,  1908  and: 

Whereas,  under  General  Ordinance  four  hundred  forty 
(440)  said  second  party  was  granted  a franchise  to  construct,  main- 
tain and  operate  a side  track,  extending  said  side  track  to  run  to 
its  .varehcuse  on  Holton  Avenue  for  a period  of  twenty-five  (25) 
years,  from  the  14  day  of  June,  1910,  and: 

Whereas,  said  second  party  is  desirous  of  obtaining  a 
renewal  of  its  franchise  to  maintain  and  operate  said  siding,  and: 

'Whereas,  said  second  party  is  desirous  of  including  the 
entire  side  track  under  one  franchise,  now. 

Therefore,  in  consideration  of  the  covenants  and  agree- 
ments to  be  performed  and  complied  with  by  the  party  of  the  second 
part  as  hereinafter  provided,  consent,  permission  and  authority  are 
hereby  6iven  by  the  party  of  the  first  part  to  the  party  of  the 
second  part  to  maintain  and  operate,  or  cause  to  be  operated,  a two 
track  railroad  across  Bowser  Avenue,  opposite  lot  seventy-seven  (77) 
in  Green’s  subdivision  in  the  C^ty  of  Fort  Wayne,  to  be  united  in  a 
single  track  west  of  Bowser  Avenue  before  reaching  the  Alley  between 
Bowser  Avenue  and  Oliver  Street;  to  operate  a single  track  alrng  the 
said  alley  southwardly  from  sAld  lot  seventy-seven  (77)  across  Horace 
Street,  Buchanan  Street,  Greene  Street,  East  Creighton  Avenue  to 


Hurd  Street,  thence  southeastwardly  across  B wser  Avenue  to  and  on 
that  portion  of  Hurd  Street  heretofore  vacated  as  a Street;  and  a 
single  track  railroad  across  Bowser  Avenue,  starting  twenty-seven 
(27)  feet  south  of  the  southwest  corner  of  Lot  twenty  (20)  in  E. 

L.  Hanna,  Sr.'s  Sub-division;  a single  track  railroad  across  Holton 
Avenue  immediately  opposite  the  southwest  corner  of  lot  twenty- 
seven  (27),  Hanna  and  Fisher  addition  to  the  City  of  Fort  Wayne,  and 
approximately  seventy-five  (75)  feet  south  of  the  alley  immediately 
north  of  lot  twenty-four  (24)  in  Colonel  Reid's  addition  to  the  City 
of  Fort  Wayne,  all  in  accordance  with  the  plat  hereto  attached,  and 
made  a part  hereof,  and  on  which  plat  the  line  and  route  of  siad 
track  is  marked  and  indicated  by  the  red  lines  thereon. 

It  is  understood  and  agreed  that  the  consent,  permission 
and  authority  herein  givan  and  granted  are  upon  the  following  terms 
and  conditions; 

Section  1.  Said  track  shall  be  submerged  in  cinders, 
leaving  only  a small  portion  of  the  top  of  the  rail  protruding,  and 
shall  not  be  elevated  above  and  shall  be  constructed  and  maintained 
so  as  to  at  all  times  conform  with  the  established  grade  of  the 
streets  and  alley  hereinbefore  named,  as  such  grade  shall  from  time 
to  time  exist,  and  In  such  manner  as  to  in  no  way  be  an  impediment  to 
the  ordinary  and  proper  use  thereof  for  all  purposes  By  the  public 
in  passing  along,  upon  and  across  said  track  at  any  point  thereon. 

That  said  track,  and  the  rails  thereof,  shall  conform  with  the  grades 
of  the  streets  and  alley  now  established,  or  to  be  hereafter  establish- 
ed, by  said  city  and  subject  at  all  times  to  be  taken  up  and  relaid 
by  said  party  of  the  second  party,  at  its  own  expense,  for  the  pur- 
pose of  regrading,  paving,  repaving  and  repairing  such  streets  and 
alley,  and  for  the  purpose  of  constructing  or  repairing  sewers,  lay- 
ing or  relaying  water  mains  or  other  pipes,  or  for  an;  public  im- 
provement. And  in  case  it  becomes  necessary,  in  the  opinion  of  said 
Boaad  Public  Works,  to  tkae  up  s;. id  track  for  any  of  the  purposes 
above  enumbrated,  or  in  case  said  track  shall  not  conform  with  the 
grade  of  siad  streets  or  alley  as  above  provided,  said  Board 
shall  notify  said  party  of  the  second  part  that  it  is,  in  the  opinion 
of  said  Board,  necessary  to  take  up  snd  track  for  any  of  said 
purposes,  > r tnat  said  track  does  not  conform  with  the  grade  of  said 
alley  or  streets  as  the  case  may  be,  and  said  party  of  the  second 
part  shall  take  up  said  track  for  such  purpose,  within  such  time  and 
or  such  length  of  time,  as  the  ssl^  Board  may  in  said  notice  require, 
in  case  such  notice  is  as  to  repairs  or  improvements  as  above  stated, 
or  shall  make  said  track  conform  to  any  such  grades  within  thirty 
days'  time  from  receiving  such  notice,  in  case  such  notice  is  as  to 
the  grade  of  such  streets  or  alley,  and  upon  the  failure  of  second 


party  so  tc  do  said  Board  of  Publie  Works  shall  have  the  right  to 
take  up  such  track  to  make  such  improvement  or  repair,  or  to  make 
such  track  conform  to  such  grade,  and  charge  the  cost  thereof  to 
said  second  party,  and  ' n case  said  second  party  shall  fail  to  pay 
such  cost  or  expense  within  thirty  days  from  the  time  said  Board 
shall  have  rendered  a bill  therefor,  the  said  city  shall  have  a 
right  of  action  to  recover  such  cost  or  expense  against  said  second 
Party,  together  with  a reasonable  attorney  fee  for  the  collection 
thereof. 

Section  2.  If  s&id  streets,  or  said  alley,  or  crossings, 
or  ar.y  of  them,  are  hereafter  paved  said  second  party  shall  pay 
for  so  much  thereof  as  lies  between  the  rails  of  raid  track,  and 
- r a space  .me  foot  on  both  sides  thereof,  and  in  case  any  of 
such  pavements  are  constructed  said  tracks  shall  be  removed  and  re- 
paid. to  conform  with  the  grade  of  such  streets  or  alleys  as  paved, 
and  a foundation  laid,  at  the  expense  of  second  party,  under  the 
ties  of  such  track  of  six  inches  of  concrete.  That  second  party 
shall  repair  said  parts  of  said  parts  of  said  streets  and  the  alley 
in  the  manner,  and  at  such  times,  as  the  Board  of  Public  Works  may 
desire,  and  shall  at  all  times  keep  said  portions  of  said  streets 
and  alley  in  a good  condition  of  repair. 

Section  3.  That  said  party  of  the  second  part  shall  not 
at  any  time  haul  or  allow  to  be  hauled  to  exceed  two  (2)  cars  over 
and  along  any  part  of  the  track  herein  authorized  to  be  laid,  not  at 
any  greater  speed  than  ten  (10)  miles  per  hour,  and  shall  not  load 
or  unload  any  cars  or  leave  the  same  to  stand  upon  any  of  said  tracks 
along  the  line  of  said  tracks.  No  steam  railroad  locomotive  shall 
be  uded  in  said  alley.  If  cars  are  run  backward  the  second  party 
shall  cause  a bell  to  be  constantly  rung  while  moving  at  the  front 
end  of  the  first  car.  The  motive  power  shall  be  equipped  with 
suitable  and  effective  brakes  at  all  times. 

Section  4.  In  case  hereafter  the  east  and  west  tracks  of 
said  railroad  company  shall  be  elevated  through  said  city,  then,  and 
in  that  event,  the  grant  and  permission  herein  given  shall  terminate, 
arid  the  party  of  the  second  part  ahall  cause,  at  its  expense,  the 
removal  of  said  track,  and  place  said  streets  and  alley  in  as  good 
and  safe  condi tion  for  travel  and  of  the  same  material  as  the  re- 
mainder thereof,  unless  'aid  second  party,  at  its  expense,  cause 
said  side  track  to  be  Elevated  according  to  plans  and  specifications 
prepared  by  and  under  the  direction  of  the  engineer  in  charge. 


Section  5.  The  party  of  the  second  part  further  agrees  and 
binds  itself  to  keep  and  hold  said  city  free  and  harmless  from  any  and 
all  liability  from  any  and  all  damages  that  may  accrue  to  any  person  or 
persons  or  property  on  account  of  any  injury  to  their  persons  or  pro- 
perty growing  out  of  the  construction,  maintenance  or  operation  of  any 
cars  thereon  by  any  person  or  corporation,  and  in  case  suit  shall  be 
filed  against  said  City  on  account  thereof,  said  second  party,  upon 
notice  to  do  it  by  said  City,  shall  defend  said  action,  at  its  own  ex- 
pense, and  in  the  event  that  judgment  be  rendered  in  said  aation  a- 
gainst  said  City,  the  party  of  the  second  party  shall  pay  such  judgment, 
with  all  costs,  and  hold  the  city  harmless  therefrom,  and  said  second 
party  shall  at  all  times  carry  public  liability  insurance  with  a re- 
liable insurance  company  and  certify  annually  to  the  board  of  Public 
Works  that  said  insurance  is  in  force. 

Section  6.  It  is  further  agreed  that  if  the  second  party 
fails  to  comply  with  and  perform  any  of  the  provisions  of  sections  one 
(1),  two  (£),  three  (3),  four  (4)  and  five  (5)  of  this  contract,  the 
consent,  permission  and  authority  herein  granted  shall  at  onee  terminate 
and  the  sec odd  party  shall  forfeit  all  rights  hereunder  and  shall  cause 
the  removal,  at  its  expense,  of  all  tracks  that  may  be  laid  hereunder 
and  place  said  streets  and  alley  in  as  good  and  safe  condition  for  travel, 
and  of  the  same  material,  as  the  remainder  thereof  are. 

Section  7.  It  is  further  understood  and  agreed  that  this 
contract,  and  the  provisions  thereof,  shall  be  binding  on  the  s cdessors 
and  assigns  of  theparty  of  the  second  part. 

Section  8.  The  consent,  permission  and  authority  hereby 
granted  shall  continue  for  the  period  of  twenty-five  years  (25)  from  the 
date  hereof. 

Section  9.  It  is  further  agreed  that  this  contract  when 
effective  shall  supersede  contract  between  the  parties  hereto,  dated 
14  day  of  June,  1910. 

Witness  our  hand  s and  seals 

S.  F.  BOWSER  &' GO. , INC.  CITY  OF  FORT  WAYNE 

o,  id,  Bechtea. , President  By  John  C.  Trier 

David  Erwin 
C.  A.  Ramsey 

Its  Board  of  Public  Works 


N - n aaiiaREFORia,  BE  IT  ORDAINED  by  the  Common  Counc 


-La.  uj.  tue 


City  of  Fort  Wayne,  Indiana:. 

Section  1.  That  the  foregoing  contract  and.  agreement  made  ad 
entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by  and  through 
■^ts  Beard  of  Public  Works,  and  S.  F.  Bowser  & Co.,  Inc..,  of  the  City 
of  Fort  Wayne,  Indiana,  for  the  granting  of  a franchise  to  construct, 
maintain  and  operate  a s'de  track,  connecting  the  main  tracks  of  the 


F^.  .s  urgn,  r Layne,  and  Chicago  Railroad  up  with,  the  plant  of  the 
sad  . o.  . . Bowser  & Go.,  Inc. , For  a period  oF  twenty  Five  years  From  the 
14  day  oF  March,  1908,  which  contract  and  agreement  is  more  speciFically 
set  Forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 
ratiFied  and  approved. 

Section.  2.  This  Ordinance  shall  be  in  Full  Force  and  eFFect 
From  and  aFter  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN 
CHARLES  LENA 
(Ayes  16 -Kays  none) 


m-_r  t Q 


Cl  DINAKCE  HAS  BEEN  DULV  FUBLISHED  IN  BOOK  AN  I PAMPHLET  FORM  AS 


B'_  l.1.1 


k.B  HEREBY  CERTIFY,  That  the  Common  Council  oF  the  City  oF 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  25  day  of  April, 
1933,  by  a majority  ote  oF  all  members  elect,  did  pass  the  ordinance 
hereunto  attahced,  and  known  as 
GENERAL  ORDINANCE  NO.  1724 

:...  L.  BURNS,  President  LE  NARI  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  For  approval  on  the  29  day  oF  Apri1 , 1933. 

LEONARE  E.  PRANGER,  City  Clerk 

approve^  this  3 day  oF  May,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1V25 


An  Ordinance  ratifying  and  approving  a certain  contract 
and  agreement  made  and  entered  into  on  the  7 day  of  April,  1933,  by 
and  between  the  City  of  Fort  Vvagne,  Indiana,  by  and  through  its 
Board  of  Public  'works,  and  General  Electric  Company,  State  of  New 
York. 

Whereas  on  the  7 day  of  April,  1933,  the  City  of  Fort 
'Wayne,  Indiana,  by  and  through  its  Board  of  Public  works,  made  and 
entered  into  a certain  contract  end  agreement  with  Genera1  Electric 
Compnay  of  the  State  of  New  York,  for  the  furnishing,  erecting, 
testing  and  placing  in  operation  hydro-electric  power  equipment  in 
accordance  with  and  conformity  to  the  plans  and  specifications 
therefor,  which  contract  and  agreement  is  *n  the  following  words 
and  figures,  to  wit: 


AGREEMENT 

This  memorandum  of  agreement,  made  this  7 day  of  April,  19 
by  and  between  the  City  of  Fort  .nayne,  Indiana,  a municipal  corpora- 
tion, party  of  the  first  part,  hereinafter  called  the  City,  and 
General  Electric  Company  of  Schenectady,  County  of  Schenectady, 

State  of  New  York,  party  of  the  second  part,  hereinafter  called 
the  Contractor,  under  and  by  virtue  of  an  act  of  the  General 
Assembly  of  the  State  of  Indiana,  entitled  "an  Act  Concerning 
Municipal  Corporation,"  approved  May  6,  1905,  and  all  acts  amen- 
datory thereof  and  supplementary  thereto,  Witnesseth: 

That  the  sa^d  parties,  each  in  consideration  of  the 
covenants  and  agreements  on  the  part  of  the  other  herein  contained, 
have  covenanted  and  agreed,  and  do  hereby  covenant  and  agree,  the 
party  of  the  first  part  for  itself,  and  the  party  of  the  second 
part  for  itself  and  its  heirs,  executors,  administrators,  and 
a 3signs  as  set  for  oil  In  the  following  Articles  cf  Agreement: 

Article  1.  Contractor's  Obligation  to  Furnish,  J'ect, 
i o - d 1 lace  in  Operation  hydro-electric  Poiq.er  Eq  ipment. 

It  is  agreed  that  the  Contractor  shall  furnish,  erect, 
test  and  place  in  operation  ofr  the  said  City,  hydro-electric  power 
equipment  and  necessary  appurtenances,  and  that  he  shall  furnish 
all  materials,  all  equipment,  tools  and  building  appliances,  and  all 
labor,  power  and  transportation  necessary  therefor ; and  that  all 
shall  be  done  In  full  accordance  with  and  conformity  to  the  plans 
and  specifications  therefor  which  are  attached  hereto  and  made  a 
part  of  th ' s ggreement.  The  description  and  trade  number  of  this 
equipment  are:  For  the  James  Leffel  and  Company  Waterwheel  as 


follows 


Cne  (1)  Type  ATB-V-44  pole-  219  Kv-a.-  0.3  FF.-  164  rpm- 
2400^ volt-  3phase.  60  cycle  vertical  waterwheel  driven  generator 

Lshed  with  shaft  with  forged  half  coupling,  lower  guide  hearing, 

. . r guide  end  General  Electric  type  thrust  hearl  , 

bearing  hracker,  lower  hear  ket  and  ci  t base,  three  (3) 

bearing,  temperatur  relays,  speed  limit  switch,  combined  brakes  and 
> and  the  fallowing  acces-  ries.  Dj  _ ■ - 

r-  ted  generator  f1  1 rheost!  and  operating  mechanism* 

'f  board  type  exdsiter  field  rheostat;  Se1  founds  ’ its! 
p^®s®ur®  h:  nd  fcr  jacking;  Rotor  lifting  device;  Exciter 

P^*C2ff/evfCej  Set  wrenches  on  wal1  hoard;  22,600  lbs.  allowable 
egght  of  waterwheel  runner  and  thrust. 

38,500  lb.  ft.  sq.  flywheel  effect. 

328  rpm  runaway  speed. 

Article  2.  Extra  Work 

it  is  agreed  tnat  tne  said  Contractor  shall  do  such  in- 
cidental or  extra  work  in  connection  with  this  contract  as  the  said 
City  may  especially  order  In  writing.  Such  extra  work  may  he  paid 
for  at  prices  mutually  agreed  upon  at  tne  time  by  the  said  City  and 
the  Contractor.  But  if  such  extra  work,  or  any  part  thereof,  be  of 
a kind  for  which  no  price  has  been  mutually  agreed  upon  in  advance, 
then  the  said  City  will  pay,  and  the  Contractor  shall  accept,  as  full 
compensation  for  such  work  an  amount  equal  to  the  actual  and  necessary 
net  cost  in  money  to  the  Contractor  for  labor  and  materials  actually 
used  therein  or  expended  thereon,  plus  fifteen  (15%)  of  such  net 
cost  j.  C'i  superintendence,  pow er , a nd  th e use  of  tools  and  plant, 

1 ill  tj  insurance,  and  all  overhead  and  incidental  expenses. 

During  the  progress  of  any  extra  work  which  is  to  be  paid 
i or  on  the  basis  of  net  cost  plus  fifteen  per  cent,  the  Contractor 
shall  furnish  to  the  said  City  at  the  end  of  each  day,  suitable  time 
slips  showing  the  name  of  and  the  number  of  hours  worked  by  each 
workman  employed  thereon,  the  nature  of  the  work  performed  by  such 
workmen,  and  his  rare  of  pay;  together  with  suitable  and  adequate 
memoranda  of  the  materials  used  tnerem,  showing  the  character  and 
amount  of  each  such  material,  the  sources  from  which  it  was  purchased, 
and  the  price  paid  or  to  be  paid  therefor. 

'‘'he  said  City  may  at  its  discretion  furnish  to  the  Contractor 
aa?/  materials  or  supplies  or  transportation  required  for  extra  work, 
and  the  contractor  shall  not  be  entitled  to  any  allowance  or  per- 
centage on  account  of  materials  or  sup  lies  or  transportation  so  fur- 
nished . 


It  is  agreed  that  all  extra  work  that  may  be  ordered  and 
performed  under  the  provisions  of  this  article  shall  be  done  by  the 
Contractor  in  an  effective  and  workmanlike  manner,  and  shall  be  sub- 
ject to  the  same  restrictions  and  liabilities  as  those  which  apply 
to  the  general  work  of  this  contract;  and  the  Contractor  will  be 
responsible  for  the  maintenance  and  protection  of  such  extra  work 
until  the  time  of  the  final  acceptance  of  the  entire  job  by  the  City. 


And  it  is  further  agreed  that  no  claim  against  the  01ty 
on  account  of  extra  work  shall  be  valid  unless  such  extra  work  has 
been  previously  ordered  in  writing,  and  unless  such  claim  has  been 
presented  for  payment  as  soon  as  practicable  after  the  completion 
of  such  extra  work  and  before  the  making  up  of  the  final  estimate. 

Article  3.  T*me. 

It  is  agreed  that  the  Contractor  shall  furnish  to  the 
Engineer  within  four  weeks  after  the  date  of  ratification  of  the 
contract  by  the  Common  Council  complete  drawings  and  detailed  speci- 
fications of  the  equipment  sufficient  to  show  all  relations  of  the 
equipment  to  its  setting  together  with  wiring  diagrams  and  layout 
drawings  showing  the  electrical  equipment  required  for  the  control 
of  the  unit;  and  that  he  will  complete  the  construction  of  the 
equipment  and  make  satisfactory  shop  tests  within  twelve  weeks 
after  the  above  date  so  that  it  may  be  shipped  to  Fort  Wayne 
thereafter  within  a period  of  two  weeks  time  after  receipt  of  sub- 
sequent notice  to  so  ship,  but  that  he  will  hold  this  equipment 
in  storage,  at  his  own  expense,  until  authorized  by  the  City  to  ship; 
and  that  immediately  after  shipment  to  Fort  W^yne  he  will  be  prepared 
to  make  installation  thereof  and  will  complete  wuch  installation  and 
make  tests  thereof  witnin  a period  of  two  months  following  the  date 
of  shipment. 

Article  §.  Extension  of  Time. 

It  is  agreed  that  if  the  Contractor  shall  be  unavoidably 
delayed  In  beginning  or  fulfilling  this  contract  by  reason  of  ex- 
cessive storms  or  floods,  or  by  acts  of  Providence,  or  by  general 
strikes,  or  by  court  injunction,  or  by  the  stopping  of  the  work 
by  the  said  City  because  of  any  emergency  of  public  necessity, 
or  by  reason  of  extra  work  ordered  by  the  said  City  or  by  any  act, 
neglect,  delay,  or  default  on  the  part  of  the  said  City,  the  Con- 
tractor shall  have  no  valid  claim  for  damages  on  account  of  any 
cause  or  delay,  but  he  shall  in  such  case  be  entitled  to  such  an 
extension  or  advancement  of  the  time  periods  specified  in  A tide  3 
herein  as  the  Engineer  shall  adjudge  to  be  just  and  reasonable; 
provided,  however,  that  formal  claim  for  such  extension  shall  be 
made  in  writing  by  the  Contractor  within  a week  after  the  date  upon 
which  such  alleged  cause  or  delay  shall  have  occurred. 

Article  5.  Liquidated  Damages. 

It  is  expressly  covenanted  and  agreed  by  and  between  the 
parties  nereto  that  time  is  an^  shall  be  considered  as  of  the  essence 
of  the  contract,  and  in  the  event  that  said  cntractor  shall  fail 
in  due  .erformance  of  the  entire  work  to  be  performed  under  this 
contract,  or  any  certain  portions  thereof  for  which  definite 


stipulations  have  been  agreed  to,  by  and  at  the  times  herein  mentioned 
and  referred  to  in  Articel  3,  or  within  some  other  certain  date  sub- 
sequent to  this  to  which  the  time  limit  for  the  completion  of  the 
work  may  have  been  advanced  under  the  provisions  of  Article  4,  the 
said  Contractor  shall  pay  unto  the  said  City  as  and  for  the  liquidated 
damages  and  not  as  a penalty  the  sum  of  Twenty  Dollars  ($20.00)  for 
each  and  every  working  day  that  the  said  Contractor  shall  be  in  default. 
Said  sum  of  Twenty  Dollars  ($20.00)  per  day,  in  view  of  the  difficul- 
ty oi  estimating  sucn  damages  with  exactness  is  hereby  expressly 
fixed,  estimated,  computed  and  determined  and  aQreed  upon  as  the 
damages  which  will  be  suffered  by  the  said  City  by  reason  of  such  de- 
faults, it  is  also  understood  and  agreed  by  the  parties  of  the  con- 
tract that  the  liquidated  damages  hereinbefore  mentioned  are  in  lieu 
of  the  actual  damages  arising  from  such  breaches  of  this  contract;  which 
said  sums  the  City  shall  have  the  right  to  deduct  from  any  moneys  in 
its  hands,  otherwise  due,  or  to  become  due,  to  said  Contractor, 
or  to  sue  for  and  recover  compensaticn  or  damages  for  non-performance 
of  this  contract  at  the  time  stiuplated  herein  and  provided  for. 

Article  6.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assign  or 
transfer  tnis  contract;  or  sublet  any  spart  of  the  work  embraced  in 
it,  except  with  the  written  consent  of  the  City  to  do  so. 

It  is  furtner  agreed  tnat  all  parts  of  the  work  whi ch  may 
be  performed  by  a subcontractor  shall  conform  to  the  plans  and  speci- 
fic^ Lions  and  be  subject  to  all  tne  provisions  of  this  agreement 
exactly  as  if  performed  by  the  Contractor  and  his  immediate  employees 
and  workmen.  No  subletting  of  the  work  shall  in  any  way  diminish 
or  weaken  tne  responsibility  of  the  Contractor  for  all  parts  of  the 
work  or  lessen  his  obligations  and  liabilities  under  this  agreement. 

It  is  likewise  agreed  that  the  Contractor  shall  not  assign 
either  legally  or  equitably,  any  of  the  moneys  payable  to  him  under 

tiixs  agreement,  or  his  claim  thereto,  except  with  the  written  consent 
of  the  City. 

Article  7.  Cityls  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall  be 
adjudged  a bankrupt,  or  if  he  should  make  a general  assignment  for 
the  benefit  of  his  creditors,  or  if  a receiver  should  be  appointed 
on  account  of  his  insolvency,  or  if  he  should  persistently  or  re- 
peatedly fial  to  su  ply  enough  properly  skilled  workmen' or  sufficient 
suitable  materials  for  the  work,  or  if  he  should  habitually  f&il  to 
make  prompt  payment  to  subcontractors  or  to  pay  promptly  for  materills 
and  labor,  or  if  he  should  persistently  disregard  laws  or  ordinances 
or  the  directions  of  the  Engineer,  or  if  he  should  wilfully  and  re- 
peatedly violate  any  of  the  substantial  provisions  of  this  agreement. 


then  and  in  such  case  the  City,  upon  the  certificate  of  the  E gineer 
stating  that  sufficient  casue  exists  to  justify  such  action  and  stat- 
ing the  nature  of  said  cause,  and  after  giving  the  Contractor  and  his 
sureties  written  notice  thereof,  may  order  him  to  discontinue  all 
work  under  this  contract,  or  any  part  thereof,  and  thereupon  he  sha  1 
at  onee  discontinue  such  work,  or  such  part  thereof,  and  shall  cease 
to  have  any  right  to  the  possession  of  the  ground;  and  the  C.-ty  shall 
have  the  right  to  finish  the  work,  or  such  part  thereof,  by  con- 
tract or  otherwise  as  it  may  elect,  and  for  that  purpose  to  take 
possession  and  make  use  of  such  nr  terials,  tools,  building  appliances 
and  equipment  as  may  be  found  upon  the  work,  and  th  charge  the  cost 
and  expense  of  such  completion  to  the  Contractor.  In  such  case  the 
Contractor  shall  not  be  entitlec  to  receive  any  further  payment  unoil 
the  work  is  finished.  If  the  unpaid  balance  or  the  coitracl 
shall  exneed  the  expense  of  finishing  thfe  work,  including  compen- 
sation for  additional  managerial  and  administrative  serviced,  the 
amount  of  such  excess  shall  be  paid  to  the  Contractor;  and  if  such 
expense  shall  exceed  such  unpaid  balance,  the  Contractor  shall  pay 
to  the  C*ty  the  amount  of  such  excess. 

It  is  expressly  stipulated  and  agreed  that  from  and  after 
the  order  to  discontinue  work,  and  until  such  ’work  shall  have  been 
finally  completed  by  the  City,  neither  the  Contractor  nor  any  of  his 
agents  or  employees  shall  remove,  or  make  any  effort,  directly  or  in- 
directly, to  remove  any  of  the  above  mentioned  materials,  tools, 
building  appliances  or  equipment  from  the  points  at  which  they  were 
located  on  the  date  of  said  order,  except  upon  the  written  consent 
of  the  City  to  do  so. 

It  is  further  understood  and-  agreed  that  the  foregoing  pro- 
visions of  this  article  arewithout  prejudice  to  sr  y other  right  or 
remedy  wnich  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work  to  be 
done  under  this  agreement  shall  be  in  accordance  with  and  governed  by 
the  plans  and  specifications  therefor  which  are  on  file  in  the  office 
of  tae  Board  of  Public  Works,  and  of  which  copies  are  appended  there- 
to and  which  form  a part  of  this  agreement. 

The  arrangement  in  the  building  of  the  to  be  furnished  under 
tnis  contract  Is  shown  in  an  original  set  of  drawings  22  inches  by 
34  inches  in  overall  dimensions  entitled  " City  of  Fort  Wayne,  Indiana, 
Woter  Works  Improvements,  Aphony  Boulevard  Dam  and  Pumping  Station," 
prepared  by  H0ad,  Decker,  Showcraft  and  Drury  and  bearing  date  of 
October,  1932.  These  drawings  were  prepared  for  use  with  Contract 
No.  14,  but  they  show  the  relationship  of  the  equipment  with  the 
building  structure. 


Ihese  original  drawings  niay  be  supplemented  other  drawings  fur- 
r i sued  by  the  Contractor  and  approved  by  the  Engineers,  showing  parts 
of  the  work  in  greater  detail  or  to  a greater  degree  of  elaboration. 
Additional  dra  «’ings  also  may  be  prepared  by  the  Engineer  and  supplied 
to  the  Contractor  during  the  progress  of  the  work  as  he  may  deem  to 
be  necessary  or  expedient.  These  original  and  supplementary  draw- 
ings constitute  the  plans  according  to  which  the  work  of  this  con- 
tract is  to  be  done. 

For  purposes  of  facility  in  handling  in  the  office  and  on 
the  job,  the  accompanying  reduced  facsimile  reproductions  of  the  plans 
have  been  prepared  at  one-half  the  linear  scale  of  the  original 
drawings.  in  the  event  that  the  reduced  reproductions  are  found  to 
be  illegible  or  obscure  in  any  respect  references  shall  be  made  to 
blue  prints  of  the  original  drawings. 

liie  equipment  to  be  furnisiied  under  this  contract  is  described 
in  a set  of  specifications,  which  are  appended  hereto,  describing 
and  defining  the  nature  and  quality  of  materials  and  the  character 
of  workmanship  which  are  to  enter  into  the  work  of  this  contract. 
Additional  specifications  in  further  explanation  of  the  work  to  be 
done  may  be  prepared  by  the  Engineer  and  supplied  to  the  Contractor 
during  the  progress  of  tne  work,  as  he  may  deem  to  be  necessary  or 
expedient,  or  be  required  to  be  furnished,  by  the  Contractor,  sub- 
ject to  the  approval  of  the  Engineers.  Taken  altogether,  these  are 
the  specifications,  which  are  referred  to  in  Article  1 and  else  where 
in  this  contract,  according  to  which  tne  work  of  this  contract  is 
to  be  done. 

Both  plans  and  specifications  are  deemed  essential  parts 
of  this  contract,  and  shall  be  construed  as  cooperative.  Any  work 
called  for  in  the  plans  and  not  specifically  mentioned  the  specifi- 
cations, or  described  inthe  specifications  and  not  particularly 
shown  on  the  plans,  is  to  be  regarded  as  included  under  this  contract 
the  same  as  if  fully  set  forth  inthe  specifications  and  exhibited 
on  the  plans.  Where  figures  or  definite  dimensions  are  given  on 
the  plans  or  in  the  specifications,  these  shall,  have  precedence  over 
dimensions  taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict  shall  be 
discovered  in  either  specifications  or  plans,  or  if  in  i.  ny  place  the 
meaning  of  either  or  both  shall  be  obscure,  or  uncertain,  or  in  dis- 
pute, the  EgnineEr  shall  decide  as  to  tne  true  intent  and  his 
decision  shall  be  final  and  binding. 

Articel  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to  make 
alterations  in  the  plans- 


and  specificatl  ns  from  time  to  time  as  the  work  progresses,  and  that 
its  exercise  of  said  right  shall  not  invalidate  this  contract  nor 
weaken  any  of  the  Contactor's  obligations  under  it.  Such  alter- 
ations shall  become  binding  upon  the  Contractor  upon  due  notification 
in  writing  b..  the  Engineer.  When  such  alterations  are  so  made, 
and  in  case  the  amount  to  be  added  to  or  subtracted  from  tne  contract 
sum  cannot  be  agreed  upon  in  advance,  the  cost  of  the  work  thereby 
added  or  omitted  shall  be  estimated  by  the  Engineer,  and  the  amount 
so  ascertained  shall  be  added  to  or  deducted  from  the  contract  sum 
provided  for  in  Article  12  herein.  In  case  of  dissent  from  the  said 
estimate  by  either  party,  the  question  of  the  fair  amount  to  be 
added  or  omitted  shall  be  referred  to  three  disinterested  arbitrators, 
one  to  be  appointed  within  ten  days  by  each  of  the  parties  and  the 
third  by  the  two  thus  chosen.  In  case  the  two  arbitrators  first 
appointed  shall  fall  to  agree  upon  the  third  arbitrator  within  ten 
days,  then  either  of  the  parties  hereto,  or  both  together,  may  re- 
quest the  Judge  of  Superior  Court  of  Allen  County,  Indiana,  to  appoint 
said  third  arbitrator.  The  decision  of  any  two  of  said  arbitrators 
shall  be  final  and  binding,  and  each  of  the  parties  hereto  shall  pay 
one-half  of  the  expenses  of  such  reference. 

Article  10.  Cfeneral  Stipulations. 

It  is  agreed  that  the  following  general  stipulations  shall 
dei'ine  certain  relationships  which  shall  be  taken  to  exist  between 
the  parties  hereto  and  shall  specify  certain  conditions  under  which 
the  contract  is  to  be  fulfilled. 

Definition  of  T rms 

Whenever  the  term  "City"  is  used  herein,  it  shall  be  under- 
stood to  refer  to  the  City  of  Fort  Wayne,  Indiana,  or  to  its  properly 
authorized  representatives,  or  whenever  the  terms  "Mayor,  "Board  of 
Public  Works",  "City  Clerk"  or  "City  Attorney"  are  used,  they  shall 
be  understood  to  refer  to  the  Mayor,  or  Board  of  Public  Works,  or 
City  Clerk,  or  City  Attorney  of  the  said  City. 

Whenever  the  term  "Engineer"  is  used,  it  shall  be  understood 
to  refer  to  the  Engineer  placed  by  the  City  in  supervisory  charge  for 
the  City  of  the  work  covered  by  this  contract,  or  to  his  properly 
authorized  representatives. 

whenever  the  term  "Contractor"  is  used  herein,  it  shall  be 
understood  to  refer  to  the  party  contracting  to  perform  the  work  to 
be  done  under  this  contract,  or  to  his  legal  representatives. 


Engineering  Supervision 

The  work  covered  by  this  contract  will  he  executed  under 
the  engineering  supervision  of  the  Engineer,  who  shall  have  author!# 
to  inspect  all  materials  and  workmanship  entering  into  the  work, 
to  furnish  all  instructions  and  information  regarding  the  plans  and 
specifications  that  may  be  necessary,  to  supply  supplementary  or 
additional  plans  or  specifications  as  he  may  deem  expedient,  and  to 
point  out  to  the  Contractor  any  disregard  of  any  of  the  provisions 
cl  the  contract;  but  the  right  of  final  acceptance  or  condemnation 
of  the  work  will  not  be  waived  at  any  time  during  its  progress. 

The  Engineer  will  set  suitable  stakes  and  marks  showing 
the  locations  and  elevations  of  various  parts  of  the  work,  but  the 
Contractor  shall  provide  such  labor  and  assistance  as  the  Engineer 
may  require  in  setting  the  same.  No  work  shall  be  undertaken  until 
such  stakes  and  marks  s:  all  have  been  set  the  Engineer.  The  Con- 
tractor shall  take  due  and  proper  precautions  for  the  preservation 
of  these  stakes  and  marks,  and  shall  see  to  it  that  the  work  at  all 
times  proceeds  in  accordnace  therewith. 

The  Engineer  may  provide  for  the  inspection  of  any  or  all 
materials  or  workmanship  used  or  intended  to  be  used  under  this  con- 
tract, by  assistants  under  his  direction,  or  otherwise,  as  he  may 
deem  to  be  advisable  or  expedient;  but  no  inspection  snail  relieve 
the  Contractor  of  his  fundamental  obligations  to  fully  meet  all  the 
requirements  of  his  contract.  Such  inspection  may  cover  any  or  all 
parts  of  the  work,  and  may  extend  to  and  include  the  preparation  or 
manufacture  of  any  materials  or  fabricated  articles  intended  to  be 
incorporated  in  the  work.  The  Contractor  shall  furnish,  upon  re- 
quest therefor  by  the  Engineer  sdch  samples  for  examination  or  test- 
ing as  the  Engineer  may  prescribe.  The  Contractor  sha-1!  furnish 
such  labor  and  assistance  as  may  be  necessary  for  the  proper  hand- 
ling of  materials  in  all  inspections  and  tests  that  may  be  required. 

Any  materials  or  fabricated  articles  furnished  by  the 
Contractor  to  be  used  in  this  work  which  shall  not,  in  the  judgment 
of  the  Engineer,  be  equal  to  the  requirements  of  the  plans  and 
specifications,  may  be  rejected  by  the  Engineer;  and  such  rejected 
materials  or  articles  hsall  not  be  used,  but  shall  be  immediately 
re  oved  by  tne  Contractor  from  the  site  of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  employees 
may,  at  any  time  anf  for  any  purpose,  enter  upon  the  work  and  upon 
the  premises  occupied  by  the  Contractor,  and  the  Contractor  shall 
provided  proper  and  safe  facilities  by  which  they  may  have  convenient 
access  to  such  parts  of  the  work  as  may  be  required. 


MEASUREMENT 


Due  and  proper  measurements  will  be  taken  by  the  E gineer 
during  the  progress  of  the  work,  and  his  estimates  based  upon  such 
measurements  shall  be  final  and  conclusive  evidence  of  the  amount 
of  work  performed  under  this  contract. 

PATENTS  AND  PATENT  RIGHTS 

The  Contractor  shall  protect  and  save  the  C. ty  harmeles 
against  all  claims  or  actions  brought  against  the  C , ty  by  reason  of 
any  actual  or  alleged  infringement  upon  patent  rights  in  any  article, 
material,  process,  machine  or  appliance  used  b;,  him  in  this  work. 

Protection  against  Accidents 

The  Contractor  shall  put  up  and  shall  maintain  during 
the  continuance  of  the  work  such  barriers,  red  lights,  and  other 
protective  devices  as  will  erfectually  prevent  any  accident  in 
consequence  of  his  work;  and  he  shall  be  liable  for  all  accidents 
and  damages  occasioned  in  anj  way  by  his  acts  or  neglect,  or  by  the 
acts  or  neglect  of  his  agents,  employees  or  workmen. 

Responsibility  for  Damage  to  Wor^: 

The  Contractor  shall  assume  full  responsibility  for  loss 
or  damage  to  the  work  during  the  entire  construction  period,  re- 
sulting a rom  caving  earth  and  from  storms,  floods,  frosts  snd  other 
adverse  weather  conditions,  and  from  all  other  causes  whatsoever 
not  directly  due  to  the  acts  or  neglect  of  the  City,  and  shall 
turn  the  finished  work  over  to  the  C. ty  in  good  condition  and  re- 
pair at  the  time  of  the  final  estimate.  this  responsibility  of 
the  Contractor  shall  cover  all  those  elements  included  as  extra  work 
under  this  contract  In  exactly  the  same  manner  as  the  regular  work 
is  covered. 


Storage  of  Materials 

Materials  and  equipment  distributed,  stored  or  placed 
upon  or  near  the  site  of  the  work  shall  at  all  times  be  so  disposed 
as  not  to  interfere  with  work  being  prosecuted  directly  b;  the 
City  or  b-  other  contractors  in  the  City's  employ,  of  with  street 
drainage,  fire  hydrants  or  other  public  services.  The  unloading, 
transporting  and  storing  of  construction  materials  and  equipment 
must  be  so  carried  out  so  as  not  to  interfere  any  more  than  maybe 
necessary  with  the  ordinary  traffic  on  streets  or  public  ways. 

Labor  Laws  and  Ordinances 

Tne  Contractor  shall  obey  and  abide  by  all  the  ordinances 
of  the  City  of  Fort  Wyne  and  the  State  of  Indiana,  relating  to  the 
employment  of  labor  on  pulbic  work  and  regulating  or  applying  to 
public  improvements. 


Permits  and  Regulations 

The  Contractor  shall  secure  and  bear  the  cost  of  any  permits 
or  licenses  ol  a temporary  nature  necessary  for  the  prosecution  of  the 
work.  In  particular,  he  shall  secure  and  bear  the  cost  of  shutting 
off  and  turning  on  public  services  of  every  nature  which  may  be  re- 
quired by  his  operations.  Where  such  discontinuance  of  service 
atfects  consumers  due  and  sufficient  notice  shall  be  served  upon  those 
so  affected. 


Employment  of  TPort  Wayne  Labor 
In  the  employment,  of  labor  on  this  contract  preference  shall 
be  given,  wherever  possible , to  married  tax-paying  residents  of  the 
City  of  Fort  Wayne. 

Workmen's  Compensation 

Ihe  Contractor  shall  comply  with  the  provisions  of  the 
Indiana  'Workmen's  Compensation  Act,  and  he  shall  furnish  to  the  City 
a certificate  from  the  Industrial  oard  of  Indiana  certifying  to  such 
compliance. 


Disorderly  Employees 

Disorderly,  intemperate  or  incompetent  persons  must  not  be 
employed,  retained,  or  allowed  upon  the  wDrk.  Any  foreman  or  workman 
who  refuses  or  neglects  to  comply  with  the  directions  of  the  Engineer 
In  the  matter  of  personal  conduct  shall,  at  the  request  of  the  Engineer, 
be  promptly  discharged  and  shall  not  thereafter  be  re-employed  without 
consent  of  the  Engineer. 

Relation  to  Other  Contractors 
Ihe  Contractor  shall  so  conduct  his  operations  as  not  to 
interfere  with  or  injure  the  work  of  other  contractors  or  workmen 
employed  b the  City  on  adjoining  or  related  work,  and  he  shall  prompt- 
ly make  good  any  injury  or  damage  which  may  be  done  to  such  work  by 
him  or  his  employees  or  agents.  In  case  of  conflict  with  the  work  of 
other  contractors,  the  Engineer  shall  decide  which  contra  tor  shall 
cease  work  for  the  time  b-.ing  and  which  shall  continue,  or  whether 
the  work  on  both  contracts  shall  continue  at  the  same  time,  and  in 
what  manner.  In  case  the  territory  of  one  contract  shauld  be  the 
necessary  means  of  access  to  another  contract,  the  Engineer  shall  have 
power  to  grant  reasonable  priafiliges  with  respect  to  the  transportation 
or  movement  of  men,  animals,  ap  liances  or  materials  as  he  may  adjudge 
to  be  necessary  or  ex  edient  and  in  the  best  inter  ests  of  the  City. 

Any  decision  which  the  Engineer  may  make  as  to  the  method,  and  time  of 
donducting  work  or  the  use  of  territory  shall  not  be  made  the  basis 
of  any  claim  for  damages,  but  an  extension  of  time  may  be  claimed,  if 

justified  by  the  circumstances,  the  same  in  the  case  of  other  delays 


caused  by  the  acts  of  the  City.  Any  difference  of  opinion  or  conflict 
of  interest  which  may  arise  between  this  contractor  and  other  con- 
tractors or  workmen  of  the  City  in  regard  to  adjoining  work  shall  be 
determined  and  adjusted  by  the  Engineer. 

Cleaning  Up 

Upon  completion  of  the  actual  work  of  construction  the  Con- 
tractor shall  clean  up  and  leave  in  neat  condition  all  the  premises 
he  has  occupied  during  the  construction  period.  Before  the  time  of 
the  final  estimate,  the  Contractor  shall  remove  from  the  premises  all 
surplus  excavated  material,  debris  and  rubbish  and  all  unused  materials, 
together  with  all  tools  and  equipment  or  snail  deposit  tnem  at  such 
points  and  in  such  manner  as  the  Engineer  may  require. 

Before  leaving  the  work  he  shall  repair  and  replace  all  sur- 
faces and  underground  structures  which  may  have  been  damaged  by  him 
during  the  progress  of  ’he  work. 

Article  11.  Guarantee. 

It  is  agreed  that  all  materials  and  workmanship  furnished 
hereunder  shall  be  first-class  and  free  from  defects,  and  that  the 
Contractor  will,  upon  notice  and  without  delay,  amke  good  or  repair, 
without  expense  to  the  City,  the  whole  or  any  part  of  tne  equipment  fur- 
nished by  him  hereunder  which  shall,  within  a year  from  the  date  of 
acceptance  of  the  completed  work,  fail  or  develop  unfitness  for  the 
purpose  for  which  it  is  Intended,  as  the  result  of  any  defect  in  de- 
sign, material  or  workmanship. 

The  Contractor  further  guarantees  that  the  generator,  tur- 
bine and  overall  elficiency  of  the  hydro-electric  unit  when  operated 
under  the  conditions  stated  shall  be  as  follows: 

100$  87.9 

90$  87.9 

80$  87.8 

70$  87.5 

60$  86.9 

50$  85.7 

40$  83.7 

30$  80.7 

Article  12.  Contractor's  Obligation  to  Pay  Bills 

It  is  agreed  tnat  before  tne  Contractor  shall  demand  partial 
or  final  estimates  or  payments  he  will  furnish  to  theCity,  if  and  when 
requested  to  do  so,  supported,  if  requested,  by  sworn  statements, 
satisfactory  evidence  that  all  persons  that  have  supplied  labor, 
materials  or  equipment  for  the  work  embraced  under  this  contract  have 
been  fully  paid  tor  the  same;  and  that  in  case  such  evidence  be  nor  fur- 
nished as  aforesaid,  such  sums  as  the  City  may  deem  necessary  to  meet 
tne  lawful  claims  of  such  persons  may  be  retained  by  the  City  from  any 
moneys  that  may  be  due  or  become  due  to  the  Contractor  under  this  a- 
greement  until  such  liabilities  shall  be  fully  discharged 
evidence  thereof  be  furnished  to  the  City. 


and  the 


Article  13.  City’s  Obligation  to  Pay  Contractor 

And  it  is  agreed  that,  in  consideration  of  the  faithful  and 
entire  performance  by  the  Contractor  of  his  obligations  under  this  con- 
tract, the  City  snt- 11  pay  to  him,  at  the  ti  e s and  in  the  manner  here- 
inafter stipulated,  the  following  named  contract  sum: 

For  hydro-electric  power  equipment  consisting  of  one  (1)  219  KV-A 
vertical  waterwheel  General  Electric  Generator  Complete  with  platform, 
stairway  and  rails,  the  price  of  S^ven  Thousand  Five  Hundred  S venty- 
Three  and  no/100  Dollars  ($7573.00)  but  increased  by  such  sums  for 
extra  work  as  may  become  due  and  payable  to  the  Contractor  under  the 
provisions  of  Article  2 herein  and  diminished  by  such  sums  as  the  City 
maj  lawfully  deduct  and  retain  as  liquidated  damages  under  the  pro- 
visions oi  Article  5 herein,  and  modified  by  such  sums  as  may  be  de- 
termined by  reason  of  any  alterations  which  may  have  been  made  in  the 
work  under  tne  provisions  of  Article  9 herein,  and  diminished  by  such 
sums  as  tne  City  may  lawfully  deduct  and  retain  in  compensation  for 
the  failure  of  the  equipment  to  fulfill  the  guarantee  made  for  it. 

Payments  to  the  Contractor  for  the  performance  by  him  of  his 
obligations  under  this  contract  shall  be  made  as  follows: 

Fifty  per  cent  ( 50 %)  of  the  contract  sum  when  the  equipment 
and  materials  shall  have  been  delivered  at  the  site  of  the  Anthony 
Boulevard  lumping  Station,  Fort  Wayne,  Indiana,  fifter  authorized  ship- 
ment . 

Tlnir>ty  per  cent  ( 30 %)  of  the  contract  sum  when  the  equipment 
shall  nave  been  erected  and  placed  in  satisfactory  operating  condition 
in  the  Anthony  Boulevard  Pumping  Station. 

Ij-  tne  completion  of  delivery  or  erection  of  the  equipment  is 
delayed  for  any  reason  not  due  to  the  fault  or  neglect  of  the  Contractor, 
the  Engineer  will  make  process  estimates,  about  once  each  month,  of  the 
amount  and  value  of  the  equipment  that  has  been  delivered  or  erected. 

As  soon  as  practicable  after  such  estimate  is  made  up  and  certified, 
and  upon  its  approval  by  the  Board  of  Public  Works,  the  c7ty  will  pay 
to  the  Contractor,  on  account,  a sum  equal  to  80  per  cent  (80$)  of  the 
amount  of  such  estimate,  except  that  the  City  may  deduct  and  retain 
out  of  any  such  partial  payment  a sum  sufficient  to  meet  any  undischarged 
obligations  of  the  Contractor  for  labor,  materials  and  equipment  fur- 
nished for  the  work,  in  acccrdnace  with  the  provisions  of  Article  12 
herein. 

The  balance  of  the  total  amount  due  not  less  than  thirty 
days  after  the  equipment  shall  have  been  erected,  tested  and  proved  to 
fulfill  the  requirements  of  the  contract  in  all  respects,  provided 
that  no  defects  in  any  part  of  said  equipment  or  its  appurtenances  shall 
nave  developed  in  the  meanwhile;  and  provided  further,  that  if  within 
ninety  days  after  the  date  of  completion  of  delivery  of  equipment  at 
Fort  Wflyne,  it  shall  not  have  been  erected  and  tested  for  any  reason  not 


due  to  the  fault  or  neglect  of  the  Contractro,  the  City  shell  pay 
o the  Contractor  ten  per  cent  (10%)  of  the  contract  sum  at  the  eng 
of  -such  ninety-day  period.  The  balance  of  the  total  amount  due 
shall  be  retained  by  the  City  until  the  equipment  shall  have  been 
erected,  tested  and  proved  to  fulfill  the  requirements  of  the  con- 
tract. 

No  progress  estimate  made  or  certified  by  the  Engineer 
and  no  partial  payment  made  to  the  Contractor  by  the  City  shall  be 
deemed  or  construed  as  an  acceptance  of  any  part  of  the  work  under 
this  contract. 

The  Contractor  shall  file  with  the  City  a sworn  statement 
that  all  claims  for  accounts  due  for  hbor,  materials  and  equipment 
furnished  for  this  work  have  been  paid  in  full,  or  he  shall  file, 
in  lieu  thereof,  a sworn  statement  showing  in  detail  the  nature  and 
amount  of  all  unpaid  claims  for  said  labor,  materials  and  equipment. 

in  witness  whereof,  the  parties  hereto  have  set  their 
hands  and  seals,  in  quadruplicate,  the  day  and  year  first  above 
written. 


Approved: 

WM.  J.  HOSEY,  Mayor 

Approved  as  to  form  and  execution 

WM.  FRUECHTENIQJHT 

Pity  Attorney 


CITY  OF  FORT  WAYNE,  I NET  /■  NA 
By  WM.  J.  HOSEY,  Mayor 

BOARD  OF  FUBLIC  WORKS: 

John  C.  Trier 
David  E^)win 
C.  A.  Ramsey 

Attest:  Scott  S.  Snyder, 

Secretary 


Attest : 

A.  D.  Marshall,  Asst.  Secretary  GENERAL  ELECTRIC  CO. 

By  R.  S.  Murray,  Treasurer 

Credit  approval 
Law  approval 

J.  J.  McKane  4-7-33 
Engineering  approval 

G.  S.  Lunge  4-7-33 
Passed  Law  Dept. 

W.  W.  Jenkins  4-7-33 


Therefore,  be  it  ordained  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana  : 

Section  1.  That  theforegoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Works,  and  General  Electric  Company 
of  the  State  of  New  York,  for  the  furnishing,  erecting,  testing. 


and  placing  in  operation  of  hydro-electric  power  equipment  in  accordance 
with  and  conformity  to  the  plans  and  specifications  thereofr,  which 
contract  and  agreement  is  more  fully  set  forth  in  the  preamble  here- 
to, be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  snail  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  hEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  25  day  of  April, 

1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1725 

M.  L.  BURNS,  President  LEONARD  E.  PRaNGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  April, 

1933 

LEONARD  E.  PRANC-ER,  City  Clerk 
Approved  this  3 day  of  May,  1933. 


WM.  J.  HCSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1726 


An  Ordinance  ratifying  and.  approving  a certain  contract 
and  agreement  made  and  entered  into  by  and  between  the  City  of 
Port  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Workj, 
and  Port  Wayne  Pipe  and  Supply  Company  of  the  City  of  Fort  Wayne, 

Indiana . 

Whereas,  on  the  11  day  of  April,  1933,  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  made  and 
entered  into  a certain  contract  a d agreement  with  the  Port  Wsyne 
Pipe  and  Supply  Compnay  of  the  City  of  Port  Wayne,  Indiana,  for  the 
furnishing  of  all  materials,  equipment,  tools  and  building  appliances 
and  all  labor,  power  and  transportation  necessary  therefor  in  accordance 
with  and  conformity  to  the  plans  and  specifications  therefor,  which 
contract  and  agreement  is  in  the  following  words  and  figures,  to  wit; 

AGREEMENT 

This  Memorandum  of  Agreement,  made  this  11  day  of  April, 

1933,  by  and  between  the  City  of  Fort  Wayne,  Indiana,  a municipal 
corporation,  party  of  the  first  part,  hereinafter  called  the  City 
and  Fort  Wayne  Pipe  and  Supply  Company  of  Fort  Wayne,  County  of  Allen, 
State  of  Indiana,  party  of  the  second  part,  hereinafter  called  the 
Contractor,  under  and  by  virtue  of  an  act  of  the  General  Assembly 
°f  the  State  of  Indiana,  entitled  "An  Act  Concerning  Municipal 
Corporation,  approved  May  6,  1905,  and  all  acts  amendatory  thereof 
and  supplementary  thereto,  Witnesseth: 

That  the  said  parties,  each  in  consideration  of  the  cove- 
nants and  agreements  on  the  part  of  the  other  herein  contained, 
have  convenanted  and  agreed,  and  do  hereby  covenant  and  agree,  the 
party  of  the  first  part  for  itself  and  the  par$y  of  the  sec  nd  part 


for  itself  and  its  heirs,  executors,  administrators,  and  assigns 
as  set  forth  in  the  following  article  s of  Agreement: 

Article  1.  Contractor's  Obligation  to  Furnish  and  De- 
liver Pump  Discharge  Valves. 

It  is  agreed  that  the  Contractor  shall  furnish  f.  o.  b. 
cars.  Fort  Wayne,  Indiana,  to  the  said  City,  certain  pump  dis- 
charge valves  and  miscellaneous  appurtenances,  and  that  he  shall 
furnish  all  materials,  all  equipment,  tools  and  building  appliances, 
and  all  labor,  power  and  transportation  necessary  therefor;  and 
that  all  shall  be  done  in  full  accordance  with  and  conformity  to 
the  plans  and  specifications  therefor  which  are  attached  hereto 


and  made  a part  of  this  agreement. 


One  (1)  Valve  C-4 
One  (1)  Valve  C-3 


30”  inlet  and  20”  outlet. 
24”  ” " 20"  outlet. 


One  (1)  Valve  C-2  24"  Inlet  and  16"  outlet. 
One  (1)  Valve  C-l  18"  inlet,  and  12"  outlet. 


Article  2.  Extra  Work. 

It  is  agreed  that  the  said  Contractor  shall  do  such  in- 
cidental or  extra  work  in  connection  with  this  contract  as  the  said 
City  nay  especially  order  In  writing.  Such  extra  work  may  be  paid 
for  at  prices  mutually  agreed  upon  at  the  time  by  the  said  City  and 
the  Contractor.  But  if  such  extra  work,  or  any  part  thereof,  be  of 
a kind  for  which  no  price  has  been  mutually  agreed  upon  in  advance, 
then  the  said  City  will  pay,  and  the  Contractor  shall  accept,  as 
full  compensation  for  such  work  an  amount  equal  to  the  actual  and 
necessary  net  cost  in  money  to  the  Contractor  for  labor  and  materials 
actually  used  herein  or  expended  thereon,  plus  fifteen  (15%)  of 
such  net  cost  for  superintendence,  power,  the  use  of  tools  and  plant, 
liability  insurance,  and  all  overhead  and  incidnetal  expenses. 

During  the  progress  of  any  extra  work  which  is  to  be  paid 
for  on  the  basis  of  net  cost  plus  fifteen  per  cent,  the  Contractor 
shall  furnish  to  the  said  City  at  the  dnd  of  each  day,  suitable  time 
slips  showing  the  name  of  and  the  number  of  hours  worked  by  each 
workman  employed  thereon,  the  nature  of  the  work  performed  by  such 
workmen,  and  his  rate  of  pay;  together  with  suitable  and  adequate 
memoranda  of  the  materials  used  therein,  showing  the  character  and 
amount  of  each  such  material,  the  sources  from  which  it  was  purchased, 
and  the  price  paid  dr  to  be  paid  therefor. 

The  said  City  may  at  its  discretion  furnish  to  the  Cont 
tractor  any  materials  or  supplies  or  transportation  required  for 
extra  work,  and  the  Contractor  shall  not  be  entitled  to  any  allowance 
or  percentage  on  account  of  materials  or  supplies  or  transportation 
so  furnished. 

It  is  agreed  that  all  wxtra  work  that  may  be  ordered  and 
performed  under  the  provisions  of  this  article  shall  be  done  by 
the  Contractor  in  an  effective  and  workmanlike  manner,  and  shall  be 
subject  to  the  same  restrictions  and  liabilities  as  those  which 
apply  to  the  general  work  of  this  contract;  and  the  Contractor  will 
br  responsible  for  the  maintenance  and  protection  of  such  extra  work 
until  the  time  of  the  final  acceptance  of  the  entire  job  by  the  City. 

And  it  is  further  agreed  that  no  claim  against  the  City  on 
account  of  extra  work  shall  be  valid  unless  such  extra  work  has  been 
previously  ordered  in  writing,  and  unless  such  claim  has  been  pre- 
sented for  payment  as  soon  as  practicable  after  the  completion  of 
such  extra  work  and  before  the  making  upof  the  final  estimate. 


Article  3.  Time. 


It  is  agreed  that  the  Contractor  shall  furnish  to  the  En- 
gineer within  four  weeks  after  the  date  of  ratification  of  the  con- 
tract by  the  Common  Council  complete  drawings  and  detailed  speci- 
fications of  the  equipment  sufficient  to  show  all  relations  of 
the  equipment  to  its  setting  and  connecting  piping  and  that  he  will 
complete  the  construction  of  the  equipment  and  make  satisfactory 
shop  tests  within  twelve  weeks  after  the  above  date  so  that  it  may 
be  shipped  to  Fort  Wayne  thereafter  within  a period  of  two  weeks 
time  after  receipt  of  subsequent  notice  to  so  ship,  but  that  he  will 
hold  this  equipment  in  storage,  at  his  own  expense,  until  authorized 
by  the  City  to  ship. 

Article  4.  Extension  of  Time. 

It  is  agreed  that  if  the  Contractor  shall  be  unavoidably 
delayed  in  eginning  or  filfilling  this  contract  by  reason  of  ex- 
cessive storms  or  floods,  or  by  acts  of  Providence,  or  by  general 
strikes,  or  by  court  injunction,  or  by  the  stopping  of  the  work 
by  the  said  City  because  of  any  emergency  or  public  necessity,  or 
by  reason  of  extra  work  ordered  by  the  said  City  or  by  any  act, 
neglect,  delay,  or  default  on  the  part  of  the  said  City,  the  Con- 
tractor shall  have  no  valid  claim  for  damages  on  account  of  any 
cause  or  delay,  but  he  shall  in  such  case  be  entitled  to  such  an 
extension  or  advance  ment  of  the  time  periods  specified  in  Article  3 
herein  as  the  Engineer  shall  adjudge  to  be  just  and  reasonable; 
provided,  however,  that  formal  claim  for  such  extension  shall  be 
made  in  writing  by  the  Contractor  within  a vraek  after  the  date 
upon  which  such  alleged  cause  or  delay  shall  have  occurred. 

Article  5.  Liquidated  Damages. 

It  is  expressly  convenanted  and  agreed  by  and  between 
the  parties  nereto  tnat  time  is  and  shall  be  considered  as  of  the 
essence  of  tne  contract,  and  in  the  event  that  said  Contractor  shall 
f&Il  in  due  performance  of  the  entire  work  to  be  performed  under 
thisi  contract,  or  any  certain  portions  thereof  for  which  definite 
stipulations  have  been  agreed  to,  b;.  and  at  the  times  herein  men- 
tioned and  referred  to  in  Article  3,  or  within  some  other  certain 
date  subsequent  to  this  to  which  the  time  limit  for  the  completion 
of  the  work  may  have  been  advanced  under  the  provisions  of  Article4 
the  said  Contractor  shall  pay  unto  the  said  City  as  and  for  the 
liquidated  damages  and  not  as  a penalty  the  sum  of  Twenty  Dollars 
($20.00)  for  each  and  every  working  day  that  the  said  Contractor 
shall  be  in  default.  Said  sum  of  Twenty  Dollars  (#20.00)  per  day, 
m view  of  the  difficulty  c&  estimating  such  damages  with  exactness 
is  nereby  expressly  fixed,  estimated,  computed  and  determined  and 
agreed  upon  as  the  damages  which  will  be  suffered  by  the  said  City 
by  reason  of  such  defaults. 


It  is  also  understood  and  agreed  by  the  parties  of  the  contract 
that  the  liquidated  damages  hereinbefore  mentioned  are  in  lieu  of 
the  actual  damages  arising  from  s ch  breaches  of  th's  contract  which 
said  sums  the  City  shall  have  the  right  to  deduct  from  any  moneys 
in  its  hands,  otherwise  due,  or  to  become  due,  to  said  Contractor, 
or  to  sue  for  and  recover  compensation  or  damages  for  non-performance 
of  this  contract  at  the  time  stipulated  herein  and  provided  for. 

Article  6.  Assignment  of  Contract 

It  is  agreed  that  the  Contractor  shall  not  assign  or 
transfer  this  contract;  or  sublet  any  part  of  the  work  embraced  in 
it,  except  with  txie  written  consent  of  the  City  to  do  so. 

It  is  further  agreed  that  all  parts  of  the  work  which  may 
be  performed  by  a subc  ntractor  shall  conform  to  the  plans  and 
specifications  and  be  subject  to  all  the  p?ovisions  of  this  agree- 
ment exactly  as  if  performed  by  the  Contractor  and  his  immediate 
employees  and  workmen.  No  subletting  of  the  work  shall  in  any  way 
diminish  or  weaken  the  responsibility  of  the  Contractor  for  all 
parts  of  the  work  or  lessen  his  obligations  and  liabilities  under 
this  agreement. 

It  is  likewise  agreed  that  the  Contractor  shall  not 
assign,  either  lega  ly  or  equitably,  any  of  the  moneys  payable  to 
him  under  this  agreement,  or  his  claim  thereto,  except  with  the 
written  consent  of  the  City. 

Article  7.  City’s  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall  be 
adjudged  a bankrupt,  or  if  he  should  make  a general  assignment  for 
the  benefit  of  his  creditors,  or  if  a receiver  should  be  appointed 
on  account  of  his  insolvency,  or  if  he  should  persistently  or  re- 
peatedly fail  to  supply  enough  properly  skilled  workmen  or  sufficient 
suitable  materials  for  the  work,  or  if  he  should  habitually  fial  to 
make  prompt  payment  to  subcontractors  or  to  pay  promptly  for  materials 
and  labor,  or  if  he  should  persistently  disregard  laws  or  ordinances 
or  the  directions  of  the  Engineer,  or  if  he  should  wilfully  and 
repeatedly  violate  any  of  the  substantial  provisions  of  this  a- 
-■reement,  then  and  in  such  case  the  City,  upon  the  certificate  of 
the  Engineer  stating  that  sufficient  cause  exists  to  justify  such 
action  and  stating  the  nature  of  said  cause,  and  after  giving  the 
Contractor  and  h‘ s sureties  written  notice  thereof,  may  order  him 
to  discontinue  all  work  under  this  contract,  or  any  part  thereof, 
and  thereupon  he  shall  at  once  discontinue  such  work},  or  such  part 
thereof,  and  hhall  cease  to  have  any  right  to  the  possession  of 
•^^0  ground;  and  the  City  shall  have  the  right  to  finish  the  ^ork, 
or  such  part  thereof,  by  contract  or  otherwise  as  it  may  elect,  and 
for  that  purpose  to  take  possession  and  make  use  of  such  materials. 


tools,  building  appliances  and  equipment  as  maj  be  found  upon  the  work, 
and  to  charge  the  cost  and  expense  of  such  completion  to  the  Contractorl 
In  such  case  the  Contractor  shall  not  be  entitled  to  receive  any  further 
payment  until  the  work  is  finished.  If  the  unpaid  balance  of  the  contract 
price  shall  exceed  the  expense  of  finishing  the  work,  including  compen- 
sation for  additional  managerial  and  administrative  services,  the  amount 
of  such  excess  shall  be  paid  to  the  Contractor}  and  if  such  expense  shall 
exceed  such  unpaid  balance,  the  Contractor  shall  pay  to  the  City  the  amount 
of  such  excess. 

It  is  expressly  stipulated  and  agreed  that  from  and  after  the 
order  to  discontinue  work,  and  until  such  work  shall  have  been  finally 
completed  by  the  City,  neither  the  Contractor  nor  any  of  his  agents  or 
employees  shall  remove,  or  make  any  effort,  directly  or  indirectly,  to 
remove  any  of  the  above  mentioneri  materials,  tools,  building  appliances 
or  equipment  from  the  points  at  which  they  were  located  on  the  date  of 
said  order,  except  upon  the  written  consent  of  the  City  to  do  so. 

It  is  further  understood  and  agreed  that  the  foregoing  pro- 
visions of  this  article  are  without  prejudice  to  any  other  right  or 
remedy  which  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work  to  be  done 
under  this  agreement  shall  be  in  accordance  with  and  governed  by  the 
plans  and  specifications  thwrefor  which  are  on  file  in  the  office  of  the 
Board  of  Public  Works,  and  of  which  copies  are  appended  hereto  and  which 
form  a part  of  thiw  agreement. 

The  arrangement  in  the  building  of  the  equipment  to  be  furnished 
under  this  contract  is  shown  in  an  original  set  of  drawings,  22  inches 
by  34  inches  in  overall  dimensions,  entitled  "City  of  Fort  Wayen, 

Indiana,  Water  Works  Improvements,  Anthony  Boulevard  Dam  and  Pumping 

Station  Piping  Plans  and  Piping  Sections"  prepared  by  Hoad,  Decker, 

Shoecraft  and  Drury  and  bearing  date  of  October,  1932.  These  drawings  were 
prepared  for  use  with  Contract  Ho.  14,  but  they  show  the  relationship  of 
the  valves  with  the  piping  and  building  structure.  These  original  draw- 
ings may  be  supplemented  by  other  drawings  furnished  by  the  Contractor 
and  the  approved  by  the  Engineers,  showing  parts  of  the  work  in  greater 
detail  or  to  a greater  degree  of  elaboration.  Additional  drawings  also 
may  be  prepared  by  the  Engineer  and  supplies  to  the  Contractor  during 
the  progress  of  the  work  as  he  may  deem  to  be  necessary  or  expedient. 

These  original  and  supplementary  drawings  constitute  the  plans  according 
to  which  the  work  of  this  contract  is  to  be  done. 

For  purposes  of  facility  in  handling  in  the  office  and  on  the 
job,  the  accompanying  reduced  facsimile  reproductions  of  the  plans  have 
been  prepared  at  one-half  the  linear  scale  of  the  original  drawings. 

In  the  event  that  the  reduced  reproductions  are  found  to  be  illegible  or 
obscure  in  any  respect  references  shall  be  made  to  blue  prints  of  the 


original  drawings. 
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The  equipment  to  be  furnished  under  this  contract  is  described 
in  a set  of  specifications,  which  are  appended  hereto,  describing  and 
defining  the  nature  and  quality  of  materials  and  the  character  of  work- 
manship which  are  to  enter  into  the  work  of  this  contract.  Additional 
specifications  in  further  explanation  of  the  work  to  be  done  may  be  pre- 
pared by  the  Engineer  and  supplied  to  the  G ntractor  during  the  progress 
of  the  work,  as  he  may  deem  to  be  necessary  or  expedient,  or  be  required 
to  be  furnished,  b y the  Contractor,  subject  to  the  approval  of  the  En- 
gineers. Taken  altogether,  these  are  the  specifications,  which  are  re- 
ferred to  in  Article  1 and  elsewhere  in  this  contract,  according  to  which 
the  work  of  this  contract  is  to  be  done. 

Both  plans  and  specifications  are  deemed  essential  parts  of 
this  contract,  and  shall  be  construed  as  cooperative.  Any  work  called 
for  in  the  plans  and  not  specifically  mentioned  in  the  specif ication^ , 
or  described  in  the  specifications  and  not  particularly  shown  on  the  plans, 
is  to  be  regarded  as  included  under  this  contract  the  same  as  if  fully 
set  forth  in  the  specifications  and  exhibited  on  the  plans.  Where  figures 
or  definite  dimensions  are  given  on  the  plans  or  in  the  specifications, 
these  shall  have  precedence  over  dimensions  taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict  shall  be  dis- 
covered in  either  specifications  or  plans,  or  if  in  any  place  the  mean- 
ing of  either  or  both  shall  be  obscure,  or  uncertain,  or  in  dispute, 
the  Engineer  shall  decide  as  to  the  true  intent  and  his  decision  shall  be 
final  and  binding. 

Article  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to  make  al- 
terations in  the  plans  and  specifications  from  time  to  time  as  the  work 
progresses,  and  that  its  exercise  of  said  right  shall  not  invalidate 
this  contract  nor  weaken  any  of  the  Gnntractor's  obligations  under  it. 

Such  alterations  shall  become  binding  upon  the  Contractor  upon  due 
notification  in  writing  by  the  Engineer.  When  such  alterations  are  so 
made,  and  in  case  the  amount  to  be  added  to  or  subtracted  from  the  con- 
tract sum  cannot  be  agreed  upon  in  advance,  the  cost  of  the  work  there- 
by added  or  omitted  shall  be  estimated  by  the  Engineer,  and  the  amount 
so  ascertained  shell  be  added  to  or  deducted  from  the  contract  sum  pro- 
vided for  in  Article  12  herein.  In  case  of  dissent  from  the  said  es- 
timate by  either  party,  the  question  of  the  fair  amount  to  be  added  or 
omitted  shall  be  referred  to  three  disinterested  arbitrators,  one  to  be 
appointed  within  ten  days  by  each  of  the  parties  and  the  third  by  the 
two  thus  chosen.  In  case  the  two  arbitrators  first  appointed  shall  fail 
to  agree  upon  the  third  arbitrator  within  ten  days,  then  either  of  the 
partied  hereto,  .or  both  together,  may  request  the  Judge  of  Superior  Court 
of  Allen  County,  Indiana,  to  appoint  said  third  arbitrator.  The 
deeision  of  any  two  of  said  arbitrators  shall  be  final  and  binding,  and 
each  of  the  parties  hereto  shall  pay  one-half  of  the  expenses  of  such 


reference . 

Article  10.  General  Stipulations. 

It  is  agreed  that  the  following  general  stipulations  shall 
define  certain  relationships  which  shall  be  taken  to  exist  between  the 
parties  hereto  and  shall  specify  certain  conditions  under  which  the  con- 
tract is  to  be  fulfilled. 

Definition  of  Terms 

Whenever  tne  term  "City"  Is  used  herein,  it  shall  be  under- 
stood to  refer  to  the  City  of  Fort  Wayne,  Indiana,  or  to  "Mayor"  , 

"Board  of  Public  Works",  "City  Clerk",  or  "City  Attorney"  are  used, 
they  shall  be  understood  to  refer  to  the  Mayor,  or  Board  of  Public  Works, 
or  City  Clerk,  or  City  Attorney  of  the  said  City. 

Whenever  the  term  "Engineer"  is  used,  it  shall  be  understood 
to  refer  to  the  Engineer  placed  by  the  City  in  supervisory  charge  for 
the  City  of  the  work  covered  by  this  contract,  or  to  his  properly 
authorized  representatives. 

Whenever  the  term  "Contractor"  is  used  herein,  it  shall  be 
understood  to  refer  to  the  party  contracting  to  perform  the  work 
to  be  done  under  this  contract,  or  to  his  legal  representatives. 

Engineering  Supervision 

The  work  covered  by  this  contract  will  be  executed  under 
the  engineering  supervision  of  the  Engineer,  who  shall  have  authority 
to  inspect  all  materials  and  workmanship  entering  Into  the  work,  to 
furnish  all  instructions  and  Information  regarding  the  plans  and  speci- 
fications that  may  be  necessary,  to  supply  supplementary  or  additional 
plans  or  specifications  as  he  may  deem  expedient,  and  to  point  out  to 
the  contractor  any  disregard  of  any  of  the  provisions  of  the  contract; 
but  the  right  of  final  acceptance  or  condemnation  of  the  work  will  not 
be  waived  at  any  time  during  its  progress. 

The  Engineer  will  set  suitable  stakes  and  marks  showing  the 
locations  and  elevations  of  various  parts  of  the  work,  but  the  Contractor 
shall  provide  such  labor  and  assistance  a the  Engineer  may  require  in 
setting  the  same.  Nowork  shall  be  undertaken  until  such  stakes  and 
marks  shall  have  been  set  by  the  Engineer.  The  Contractor  shall  take 
due  and  proper  precautions  for  the  preservation  of  these  stakes  and  marks, 
and  shall  bee  to  it  that  the  work  at  all  times  proceeds  in  accordance 
therewith. 

a 

The  Engineer  my  provide  for  the  inspection  of  any  or  all 
materials  or  workmanship  used  or  intended  to  be  used  under  this  contract, 
by  assistants  urder  his  direction,  or  otherwise,  as  he  may  deem  to  be 
advisable  or  expedient;  but  no  inspection  shall  relieve  tne  Contractor 
of  his  fundamental  obligations  to  fully  meet  all  the  requirements  of 
his  contract.  Such  inspection  may  cover  any  or  all  parts  of  the  work, 
and  may  extend  to  and  include  the  preparation  or  manufacture  of  any 


materials  or  fabricated  articles  intended  to  be  incorporated  in  the  work. 
The  Contractor  shall  furnish,  upon  request  therefor  by  the  Engineer  sueh 
samples  for  examination  or  testing  as  the  Eng'neer  may  prescribe.  The 
Contractor  shall  furnish  such  labor  and  assistance  as  may  be  necessary  for 
the  proper  handling  of  materials  in  all  inspections  and  tests  that  may  be 
required. 

Any  materials  or  fabricated  articles  furnished  by  the  Contractor 
to  be  ilised  in  this  work  which  shall  not,  in  the  judgment  of  the  Engineer, 
be  equal  to  the  requirements  of  the  plans  and  specifications,  may  be  re- 
jected by  the  Engineer;  and  such  rejected  materials  or  articl  es  shall  not 
be  used,  but  shall  be  immediately  removed  by  the  Contractor  from  the  site 
of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  employees  may, 
at  any  time  and  for  any  purpose,  enter  upon  the  work  and  upon  the  premises 
occupied  by  the  Contractor,  and  the  Cnntractor  shall  provide  proper  and 
safe  facilities  by  which  they  may  have  convenient  access  to  such  parts  of 
the  work  as  may  be  required. 


MEASUREMENT 

Due  and  proper  measurements  will  be  taken  by  the  Engineer  during 
the  progress  of  the  work,  and  his  estimates  based  upon  such  measurements 
shall  be  final  and  conclusive  evidence  of  the  amount  of  work  performed 
under  this  contract. 


Patents  and  Patent  Rights 

The  Contractor  shall  protect  and  save  the  City  harmless  against 
all  claims  or  actions  brought  against  the  City  by  reason  of  any  actual 
or  alleged  infringement  upon  patent  rights  in  any  article,  materials, 
process,  machine  or  appliance  used  by  him  in  this  work. 

Article  11.  Guarantee. 

It  is  agreed  that  all  materials  and  workmanship  furnished  here- 
under shall  be  first-class  and  free  from  defects,  and  that  the  Contractor 
will,  upon  notice  and  without  delay,  make  good  or  repair,  without  expense 
to  the  City,  the  whole  or  any  part  of  the  equipment  furnished  by  him 
hereunder  which  shall,  within  a year  from  the  date  of  acceptance  of  tne 
completed  work,  fail  or  develop  unfitness  for  the  purpose  for  which  it  is 
intended,  as  the  result  of  any  defect  in  design,  material  or  workmansnip. 

Article  12.  Contractor's  Obligation  to  Pay  Bills. 

It  is  agreed  that  before  the  Contractor  shall  demand  partial 
or  final  estimates  or  payments  he  will  furnish  to  the  City  if  and  when 
requested  to  do  so,  supported,  if  requested,  by  sworn  statements,  satis- 
factory evidence  that  all  persona  that  have  supplied  labor,  materials, 
or  equipment  for  the  work  embraced  under  tnis  contract  nave  been  fully 
paid  for  the  same  and  that  In  case  such  evidence  be  not  " urnished  as  a— 
foresaid,  such  sums  as  the  City  may  deem  necessary  to  meet  the  lawful 
claims  of  such  persons  may  be  retained  by  the  City  from  any  moneys  that 


may  be  due  or  become  due  to  the  Contractor  under  this  a0reement  until 
such  liabilities  shall  be  fully  discharged  and  the  evidence  thereof 
be  furnished  to  the  City. 

Article  13.  City's  Obligation  to  Pay  Contractor. 

And  it  is  agreed  that,  In  consideration  of  the  faithful  and 
entire  performance  by  the  Contractor  of  his  obligations  under  thi s a- 
greement,  the  said  City  shall  pay  to  the  said  Contractor,  at  the  times 
and  in  the  manner  hereinafter  stipulated,  the  contract  sum  of  Seven 
thousand.  Nine  Hundred  Eighty  and  no/100  Collars  ($7,980.00),  but 
increased  by  such  sums  for  extra  work  as  may  become  due  and  payable  to 
the  Contractor  under  the  provisions  of  article  2 herein,  and  diminished 
by  such  sums  as  the  City  may  lawfully  deduct  and  retain  as  liquidated 
damages  under  the  provisions  of  Article  5 herein,  and  modified  by  such 
sums  as  may  be  determined  by  reason  of  any  alterations  which  may  have 
been  made  in  the  work  under  the  prcsisions  of  Article  9 herein,  and 
diminished  by  such  sums  as  the  City  may  lawfully  deduct  and  retain  in 
compensation  for  the  failure  of  the  equipment  to  fulfill  the  guarantee 
made  for  it. 

Payments  to  the  Contractor  for  the  performance  by  him  of  his 
obligations  under  this  contract  '’hall  be  made  as  follows: 

Fifty  per  cent  (50$)  of  the  contract  sum  when  the  equipment 
and  materials  shall  have  been  delivered  f.o.b.  cars.  Fort  Wayne, 

Indiana,  after  authorized  shipment. 

Thirty  per  cent  (30 }o)  of  the  contract  sum  when  the  equipment 
shall  have  been  erected  and  placed  in  satisfactory  operatinfa  condition 
in  the  Anthony  Boulevard  pumping  station. 

If  the  completion  of  delivery  or  erection  of  the  equipment 
is  delayed  for  any  reason  not  due  to  the  fault  or  neglect  of  the  Con- 
tractor, the  Engineer  will  make  progress  estimates,  about  once  each 
month,  of  the  amount  and  value  of  the  equipment  that  has  been  delivered 
or  erected.  As  soon  as  practicable  after  such  esti  ate  is  made  up  and 
certified,  and  upon  its  approval  by  the  Board  of Public  Works,  the  City 
will  pay  to  the  Contractor,  on  account,  a sum  equal  to  80  per  cent 
( 80$)  of  the  amount  of  such  estimate,  except  that  the  City  may  deduct 
and  retain  out  of  any  such  partial  payment  a s\im  sufficient  to  meet 
any  undischarged  obligations  of  the  Contractor  for  labor,  materials 
and  equipment  furnished  for  the  work,  in  accordance  with  the  provisions 
of  Article  12  herein. 

The  balance  of  the  total  amount  due  not  less  than  thirty 
daj  s alter  the  equipment  shall  have  been  erected,  tested  and  proved  to 
fulfill  the  requirements  of  the  contract  in  all  respects,  provided  that 
no  defects  in  any  part  of  said  equipment  or  its  appurtenances  shall  have 
developed  in  the  meanwhile;  and  provided  further,  that  if  within  nine- 
ty days  after  the  date  of  completion  of  delivery  of  equipment  at  Fort 
Wayne,  it  shall  not  have  been  erected  and  tested  for 


any  reason  not 


due  to  the  fault  or  neglect  of  the  Contractor,  the  City  shall  pay  to 
the  Contractor  ten  per  cent  (10#)  of  the  contract  sum  at  the  end  of 

such  ninety-day  period.  The  balance  of  the  total  amount  due  shall  be 
retained  by  the  City  until  the  equipment  shall  have  been  erected, 
tested  and  proved  to  fulfill  the  requirements  of  the  contract. 

No  progress  estimate  made  or  certified  by  the  Engineer  and 
no  partial  payment  made  to  the  Contractor  by  the  City  shall  be  deemed 

or  construed  as  an  acceptance  of  any  part  of  the  work  under  this  con  - 
tract. 

The  Contractor  shall  file  with  the  City  a sworn  statement 
that  all  claims  xor  accounts  due  for  labor,  materials  and  equipment 
furnished  for  this  work  have  been  paid  in  full,  or  he  shall  file,  in 
lieu  thereof,  a sworn  statement  showing  in  detail  the  nature  and  amouht 
of  all  unpaid  claims  for  said  labor,  materials  and  equipment. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  set  their  hands 
and  seals,  in  quadruplicate,  the  day  and  year  first  above  written. 


Approved; 

Wm.  J.  Hosey,  Mayor 

Approved  as  to  form  and  execution; 

Vim . Fruechtenicht,  City  Attorney 

Witness ; 

Maxfield  Pease 


CITY  OF  FORT  WAYNE,  INDIANA 
By  Wm.  J.  Hosey,  Mayor 

BOARD  OF  PUBLIC  WORKS: 

John  C.  Trier 
C.  A.  Ramsey 

Attest:  Scott  S.  Snyder,  Secy. 

Fort  Wayne  Pipe  & Supply  Co. 

By  J.  K.  Schroeder,  V.P.  & Mgr 


Therefore,  be  it  ordained  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Works,  and  the  Fort  Wayne  Pipe  and 
Supply  Company  of  the  City  of  Fort  Wayne,  Indiana,  for  the  furnish- 
ing of  all  materials,  equipment,  tools,  and  building  appliances  and 
all  labor,  power  and  transportation  necessary  therefor  in  accordance 
with  and  conformity  to  the  plans  and  specifications  therefor,  which 
contract  and  agreement  is  more  specifically  described  in  the  preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  snail  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEI S EN BU RG ER 
(Ayes  16-Nays  none) 


fpK 


IS  ORDINANCE  HAS  BEE^T  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 


Wayne,  Indiana,  at  a regular  meeting,  held  on  the  25  day  of  April,  1933, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as  GENERAL  ORDINANCE  NOL  1726 

M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  Apr*l,  1933. 

LEONARD  E.  PRANGER,  City  Clerk 

Approved  this  3 day  of  May,  1933. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1727 


An  Ordinance  amending  Sections  1,  2,  3,  4,  8,  19  and  21  of 
General  Ordinance  No.  1660  passed  by  the  Common  Council  of  the  City  of 
Port  W^yne,  Indiana  on  April  12,  1932  and  adding  thereto  an  additional 
Section,  No.  11-|. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Port  Wayne 

Indiana; 

Secticn  1.  That  Section  1 of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows; 

Section  1.  Definitions. 

(a)  A taxicab,  as  the  term  is  herein  used,  means  a motor 
vehicle  while  being  used  for  the  performance  of  a contract  for  the 
transportation  of  a passenger  or  passengers  for  hire,  to  and  from  points 
chosen  or  designated  by  the  passenger  or  passengers,  and  running  over 
any  availablr  route  between  said  points;  but  not  at  the  time  being 
operated  over  or  along  a definite,  advertised,  arnounced  or  sub- 
stantially fixed  route,  from,  to  or  between  definite  or  substantially 
fixed  terminals,  locations  or  districts,  or  according  to  substantially 
fixed  or  announced  times  or  intervals  of  arrival  or  departure. 

(b)  Permit,  as  the  term  is  herein  used,  shall  mean  a permit 
for  the  operation  of  taxicabs  in  the  City  of  Fort  Wayne,  issued  upon 
the  approval  and  by  the  order  of  the  Board  of  Public  Safety  of  said  City 

$c)  Taximeter,  as  the  term  is  herein  used,  shall  mean  a 
mechanical  instrument  or  device  by  which  the  charge  for  hire  of  a taxi- 
cab is  mechanically  caluclated  and  upon  which  such  charge  shall  be  in- 
dicated by  means  of  figures. 

(d)  Governor,  as  the  term  is  herein  used,  shall  mean  a 
mechanical  device  affixed  to  a taxicab  by  which  device  the  maximum 
speed  at  which  such  taxicab  can  be  driven  can  be  regulated  and  fixed. 

Section  2.  That  Section  2 of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows; 

Section  2.  Permit. 

It  shall  be  unlawful  for  any  person,  fTrm  or  corporation  to 
operate  or  cause  to  be  operated  any  taxicab  in  any  public  street, 
avenue,  court,  alley,  highway  or  public  place  in  said  city  of  Fort  Wayne, 
Indiana,  without  firit  applying  for  and  obtaining  a permit  therefor 
from  the  Board  of  Public  Safety  of  said  City,  without  first  filing  with 
the  Clerk  of  the  said  Board  of  Public  Safety  a bond,  undertaking  or  con- 
tract of  liability  insurance,  insome  responsible  insurance  company 
authorized  to  do  business  in  the  state  of  Indiana,  the  form  of  which  in- 
surance contract  has  been  approved  by  the  Insurance  Department  of  Indiana 
and  obtaining  the  approval  thereof,  and  without  firtt  paying  the  fees 


prescribed  and  obtaining  license  plates,  all  as  hereinafter  more 
specifically  provided,  nor  shall  any  such  taxicab  be  operated  without 
being  equipped  with  a taximeter  nor  except  at  the  rates  hereinafter 
prescribed.  Wo  permit  shall  be  granted  except  as  hereinafter  provided 
by  this  ordinance. 

Section  3.  That  Section  3 of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows: 

Section  3.  Application  for  Permit. 

Any  person,  firm  or  corporation  desiring  to  use,  operate 
or  drive  any  motor  vehicle  as  a taxicab  in  or  upon  any  public  street, 
avenue,  court,  alley,  highway  or  public  place  within  the  corporate 
limits  of  the  City  of  Fort  Wayne  shall  fiie  an  application  for  a 
permit  with  the  Clerk  of  the  Board  of  Puvlic  Safety  of  said  City, 
upon  a form  which  said  Board  shall  provide  without  charge  to  all 
applicants.  Said  application  shall  contain  the  name  of  the  applicant, 
his  or  its  place  of  business,  residence,  if  in  Fort  Wayne,  the  length 
of  time  of  such  residence,  age,  if  an  individual,  whether  or  not  pre- 
viously engaged  in  the  business  of  transporting  passengers  for  hire, 
and  if  so  the  length  of  such  previous  experience,  the  number  of  taxi- 
cabs which  the  applicant  desires  to  use,  operate  or  drive,  and  such 
other  information  as  said  Board  of  Public  Safety  may  require. 

Section  4.  That  Section  4 of  said  General  Ordinance  No. 

1660  be  amended  to  read  as  follows: 

Section  4.  Issuance  of  permit  with  the  application  pro- 
vided for  in  Section  3 hereof,  the  applicant  shall  ffele  in  triplicate 
a list  of  the  motor  vehicles  intended  to  be  operated  as  taxicabs, 
to  gether  with  the  bond  or  contract  of  insurance  hereinafter  provided 
for.  Said  list  shall  contain  the  make,  motor  number,  state  license 
number  and  seating  capacity  of  each  motor  vehicle  to  be  operated  by 
the  applicant.  The  Board  of  Public  Safety  shall,  after  the  approval 
by  it  of  the  bond  or  contract  of  insurance  filed  with  it  by  said 
applicant,  to  operate  taxicabs  in  the  City  of  Fort  Wayne,  and  shall 
file  with  the  Comptroller  a copy  of  said  list  of  motor  vehicles  to 
be  operated  as  taxicabs  together  with  the  permit  granted  and  the  bond 
or  contract  of  insurance  filed  at  the  time  of  application.  Upon  the 
filng  by  the  Board  of  Public  Safety  with  the  Comptroller  of  said  City, 
a copy  of  the  list  of  motor  vehicles  together  with  permit  and  bond 
or  contract  of  insurance  said  applicant  shall  pay  to  the  Comptroller 
a fee  of  Ten  Dollars  ($10.00)  for  such  permit,  and  a license  fee  of 
Fifteen  Dollars  ($15.00)  for  each  motor  vehicle  listed,  if  payment 
be  made  before  July  1 of  any  calendar  year,  and  a license  fee  of 
Eight  Dollars  ($8.00)  for  each  motor  vehicle  if  payment  is  made  after 
July  1 of  any  calendar  year. 


Every  permit  issued  under  the  provisions  hereof  shall  expire  on  December 
31  of  the  year  in  which  it  is  issued.  Renewal  permits  shall  be  applied 
for  and  issued  in  the  same  manner  as  original  permits,  and  for  each 
renewal  permit  a fee  of  Ten  Dollars  ($10.00)  shall  be  charged  and  paid 
to  the  Comptroller  of  said  City,  and  for  each  renewal  license  a fee 
of  Fifteen  Dollars  ($15.00)  shall  be  charged  and  paid  to  the  Comptroller 
of  said  City. 

All  taxicabs  for  the  operation  of  which  a permit  shall  be 
granted  by  this  ordinance  should  be  equipped  with  two  doors  on  each 
Side,  provided,  however,  that  the  foregoing  provision  shall  not  apply 
to  any  vehicle  now  or  heretofore  operated  as  a taxicab  and  for  the  operation 
of  which  vehicle  a permit  has  been  granted  by  the  City  of  Fort  Wayne, 
it  being  the  intention  of  this  ordinance  that  all  vehicles  hereafter 
required  for  and  used  as  taxicabs  in  the  City  of  Fort  Wayne,  Indiana, 

whether  as  replacements  of  existing  vehicles  or  otherwise,  shall  be 

• 

equipped  with  four  (4)  doors. 

Section  5.  That  Section  8 of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows: 

Section  8.  Taximeters,  rates,  governors  and  number  of 
passengers, 

(a)  Each  taxicab  for  the  operation  of  which  a permit  shall  be 
granted  shall  within  30  days  from  the  time  of  taking  effect  of  this 
ordinance,  be  equipped  with  a taximeter  and  no  vehicle  shall  be  operated 
as  a taxicab  in  the  City  of  Fort  Wayne  unless  so  equipped.  No  taxi- 
meter shall  be  used  on  any  taxicab  which  shall  be  in  such  condition 

as  to  be  more  than  five  per  cent  (5%)  incorrect.  The  Board,  of  Public 
Safety  of  the  City  of  Fofct  Wayne  shall  prescribe  rules  and  regulations 
governing  the  installation,  use  and  testing  of  taximeters  and  the 
Inspector  of  Weights  and  Measures  of  said  Citj  shall  inspect  and 
examine  such  taximeters.  After  sundown  and  until  sunrise  the  fact  of 
every  taximeter  shall  be  illuminated  by  a suitable  light  so  arranged 
as  to  throw  a steady  light  thereon. 

(b)  The  following  rates  shall  be  charged  for  the  carrying  of 
passengers  by  taxicabs  in  the  City  of  Fort  Wayne: 


For  the  first  two  miles  or  any  fraction  thereof 

not  less  nor  more  than $ .25 

For  each  additionalhalf  mile  or  fraction  thereof 

not  less  nor  more  than 05 

For  each  three  minutes  of  waiting  time  or  fraction 
thereof .05 


Waiting  time  shall  include  the  time  when  the  taxicab  Is  not  In  moti  on, 
beginning  with  the  arrival  at  the  place  to  which  it  hsa  been  called, 
or  time  consumed  while  standing  at  the  direction  of  a passenger  but  no 
vharge  shall  be  made  for  time  lost  for  inefficiency  of  the  taxicab  or 
its  operator  or  time  consumed  by  a premature  response  to  a call,  or 
for  the  traffic  delays.  Any  number  of  passengers,  not  exceeding  four 
(4),  shall  be  carried  from  the  samepoint  of  origin  to  the  same 


destination  for  one  (l)  fare  and  for  each  passenger  in  excess  of  four 
(4)  an  additional  fare  shall  be  charged  and  collected.  No  passenger 
sahll  be  admitted  to  any  taxicab  when  the  same  is  occupied  or  in  the 
service  of  a passenger  or  passengers. 

It  shall  be  unlawful  for  any  person,  firm  or  corporation  own- 
ing, operating  or  controlling  the  operation  of  any  taxicab  to  charge 
or  collect  a lesser  or  greater  fare  than  that  hereby  prescribed.  Each 
taxicab  shall  have  posted  in  a conspicuous  place,  in  letter  of  legible 
size,  a schedule  of  the  rates  of  fare  provided  for  by  this  ordinance. 

(c)  Within  30  days  after  the  taking  effect  of  this  ordinance 
it  shall  be  unlawful  for  any  person,  firm  or  corporation  to  operate 
any  taxicab  In  the  City  of  Fort  Wayne  unless  such  taxicab  shall  be 
equipped  with  a governor  so  regulated  and  affixed  to  such  taxicab  as 
effectively  to  prevent  such  taxicab  from  being  driven  at  a greater  speed 
than  thirty  (30)  miles  per  hour  and  it  Is  hereby  made  the  duty  of  every 
owner  and  operator  of  every  such  taxidab  to  keep  such  governor  in  good 
working  order  at  all  times  that  such  taxicab  is  being  operated.  It  shall 
be  unlawful  for  any  person  to  tamper  with  any  such  governor  so  as  to 
prevent  such  governor  from  effectively  limiting  the  speed  of  any  such 
taxicab  to  thirty  (30)  miles  per  hour. 

Section  6.  That  Section  19  of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows: 

Section  19.  Taxicabs  Prohibited  from  Parking  Except  in 
Designated  Places. 

It  shall  be  unlawful  for  the  driver  of  any  taxicab  to  stand 
or  park  such  taxicab  upon  any  street,  avenue,  alley,  court,  highway  or 
public  place  in  the  City  of  Fort  Wayne  other  than  at  a taxicab  stand, 
except  that  this  providion  shall  not  prevent  the  driver  of  any  such 
taxicab  from  temporarily  stopping  in  accordance  with  other  stopping  or 
parking  regulations  at  any  place  for  the  purpose  of  and  while  actually 
engaged  in  loading  or  unloading  passengers.  * 

Section  7.  That  Section  11^  be  added  to  said  Ordinance 
No.  1660  to  read  as  follows: - 

Section  11-jj  Cruising. 

No  operator  of  any  taxicab  shall  seek  employment  by  repeafledly 
and  persistently  driving  his  taxicab  to  and  from  in  a short  space  be- 
fore or  by  otherwise  interfering  with  the  proper  and  orderly  access 
to  and  egress  from  any  theater,  hall,  hotel,  public  resort,  railway 
or  other  public  place  of  gathering  or  in  any  other  manner  obstructing 
or  impeding  traffic;  but  any  taxicab  may  solicit  employment  by  driving 
through  any  public  street  or  place  without  stops  other  than  those  due 
to  obstruction  of  traffic  and  at  such  speed  as  not  to  interfere  with  or 
impede  traffic  and  may  pass  and  repass  before  any  theater,  hall,  hotel, 
public  resort,  railway  or  other  place  or  public  gathering,  provided 
that  after  passing  such  public  place  he  shall  not  turn  and 


repass  until 


he  shall  have  gone  a distance  of  two  square  blocks  beyond  such  place. 

No  operator  of  any  taxicab  shall  ask  or  request  persons  to 
take  passage  in  such  taxicab  when  such  persons  are  waiting  to  take 
passa0e  on  a street  car  at  an  established  loading  point. 

It  shall  further  be  unlawful  for  any  person  to  solicit 
passengers  for  a public  taxicab  upon  the  streets  and  public  places  in 
the  City  ofFort  Wayne,  Indiana.  The  operator  or  driver  of  any  taxicab 
or  automobile  kept  for  hire  shall  remain  on  the  driver's  seat  or  inside 
of  his  vehicle  at  all  times  when  such  vehicle  Is  standing  in  an  authorized 
taxicab  stand,  or  when  actually  engaged  in  carrying  passengers,  pro- 
vided, however,  that  nothing  in  this  section  shall  be  held  to  prohibit 
such  driver  or  operator  from  alighting  to  the  street  or  sidewald  for 
the  purpose  of  assisting  passengers  into  or  out  of  such  vehicle. 

Section  8.  That  Section  21  of  said  General  Ordinance  No.  1660 
be  amended  to  read  as  follows: 

Section  21.  Penalties. 

Any  person,  firm  or  corporation  violating  any  of  the  provisions 
of  this  ordinance  shall,  upon  conviction  thereof,  be  fined  in  any  sum 
not  exceeding  One  Hundred  Dollars  ($100.00)  to  which  may  be  added  im- 
prisonment for  a period  of  not  exceeding  thrity(30)  days.  Upon  the 
second  or  subsequent  conviction  of  any  person,  firm  or  corporation  for 
violation  of  any  of  the  provisions  of  this  ordinance,  the  court,  in 
addition  to  imposing  a fine  or  imprisonment  pursuant  to  the  provisions 
of  this  ordinance  shall  immediately  revoke  the  permit  for  the  operation 
of  any  taxicab  or  taxicabs  then  held  by  ther  person,  firm  or  corpora- 
tion so  convicted  or  the  permit  granted  to  the  person,  firm  or  cor- 
poration whose  employee,  licensee,  or  bailee  shall  have  been  so  con- 
victed. 

Section  9.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage,  approval  by  the  Mayor  and  legal  publica- 
tion. 

J.  J.  PERREY 

(Ayes  16-Nays  none)  CHARLES  LENZ 

CHAS.  F.  HESS 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHEDEE  IN  BOOK  AND  PAMPHIL  T FORM  AS 
REQUIRED  BY  IAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  W0yne,  Indiana,  at  a regular  meeting,  held  on  the  25  day  of 
April,  1933,  by  a majority  vot  of  all  members  elect,  did  pass  the  or- 
dinance hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1727 
M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  26  day  of  April, 

1933 

LEONARD  E.  PRANGER,  City  Clerk 

Approved  this  26  day  of  April,  1933.  WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1728 


An  Ordinance  amending  Section  1 of  General  Ordinance 
No.  1704,  entitled  "An  Ordinance  to  license  and  regelate  the  business 
of  Transient  Merchants  and  to  provide  penalties  for  the  violation  of 
this  Ordinance,” 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  Section  1 of  ueneral  Ordnance  No.  1704 
be  and  the  same  is  hereby  amended  to  read  as  follows: 

"Section  1.  The  term  "Transient  Merchant,"  within  the  mean- 
ing of  this  Ordinance  shall  mean  any  person,  firm,  association  or  cor- 
poration engaging  in  a retail  or  wholesale  sale  of  goods,  wares  or 
merchandise  in  the  City  of  Fort  Wayne,  Indiana,  or  and  all  persons, 
both  principals  and  agents,  who  engage  or  conduct  in  this  city,  either 
in  one  locality  or  in  traveling  from  place  to  place,  for  the  purpose  of 
selling  goods,  wares  ad  merchandise  for  a period  of  one  hundred 
twenty  (120)  consecutive  days,  and  who  for  the  purpose  of  carrying  on 
such  business  shall  have,  use  or  occupy  any  building,  vehicle,  railway 
car,  booth,  store,  shop,  vacant  lot  or  parking  lot,  tent,  roan  in  a 
hotel,  rooming  or  boarding  house,  structure  or  other  place  for  the  ex- 
hibition or  sale  of  such  merchandise." 

Section  2.  Tuat  this  Ordinance  shall  be  in  full  force 
and  effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

A.  J.  DEITSCHEL 

(Ayes  16-Nays  none)  L.  J.  VOORS 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  In  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW* 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of 
May,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1728 

M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  May, 

1933. 

LEONARD  E.  PRANGER,  City  Clerk 
Approved  this  19  day  of  May,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1729 


An  Ordinance  extending  the  city  limits  of  the  City  of  Fort 
Wayne,  and  annexing  certain  territory  and  making  such  territory  a part 
of  the  1st  ward  in  the  City  of  Fort  Wayne,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana r. 

Section  1.  That  the  city  limits  of  the  City  of  Fort  W9yne 
be  extended,  and  that  the  following  described  territory  be  annexed 
and  incorporated  to  the  City  of  Fort  Wayne,  Indiana,  and  that  said 
territory  be  made  a part  of  the  1st  ward:  A tract  of  land  situated 
in  the  West  half  of  the  Southeast  Quarter  of  Section  31,  Township  31 
North,  Range  13  East,  more  particularly  described  as  follows:  Commenc- 
ing at  the  intersection  of  the  center  line  of  Lake  Avenue  and  the  cen- 
ter line  of  Beacon  Street;  thencd  north  along  the  center  1 ‘ ne  of 
Beacon  Street  to  the  north  line  of  Lot  Number  6 Oakley's  Out  Lots, 

(said  line  being  the  present  city  limits  line);  thence  west  along  the 
north  1 ' ne  of  Lot  Number  6 Oakley's  Out  Lots  and  said  line  extended 
westward  to  the  east  line  of  Randall  Farm  Subdivision,  (said  line 
being  the  present  city  limits  line);  thence  south  along  the  east  line 
of  Randall  Farm  Subdivision  to  the  center  line  of  Lake  Avenue;  thence 
east  Along  the  center  line  of  Lake  Avenue  to  the  intersection  with  the 
center  line  of  Beacon  Street,  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  b;,  the  Mayor. 

(Ayes  16  - Nays  none)  LOUIS  C.  LANGARD 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of  May, 
1933,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1729 
M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  May, 

1933. 

LEONARD  iiL  PRANGER,  City  Clerk 

Approved  this  19  day  of  May,  1933. 


BE.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1730 


An  Ordinance  allowing  the  claims  set  out  herein  for  services 
rendered  and  treatment  given  certain  members  of  the  Police  and  Fire 
Departments  in  the  City  of  Fort  Wayne,  in  a total  sura  of  Fifty-six 
($56,00)  Dollars. 

BE  IT  ORDAINED  by  the  Common  Council  of  theCity  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  sum  of  Fifty-six  ($56,00)  Dollars  be 
and  the  same  is  hereby  allowed  out  of  Item  33a  of  the  Budget  to  pay 
the  following  claims  for  medical  service  rendered  and  treatment  given 
certain  members  of  thePollce  and  Fire  Departments  of  theCity  of 
Fort  Wayne,  Indiana,  to  witr 


St.  Joseph  Hospital,  treatment  for  Doyle  Payne  $15.50 
Dr.  Noah  Zehr,  medical  attention  John  Taylor  4.00 
Dr.  Noah  Zehr,  medieal  attention  John  Taylor  2.00 
Dr.  L.  W.  Elston,  medical  attention  Geo.  Szink  25.00 
Methodist  Hospital,  services  for  Geo.  Szink  9,50 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

(Ayes  16  - Nays  none)  LOUIS  SCHMOE 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FOhM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  theCommon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of 
May,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1730 

M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  May, 

1933! 

LEONARD  E.  PfiANGER,  City  Clerk 
Approved  this  19  day  of  May,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1731 


An  Ordinance  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  ihto  by  and  between  the  City  of  Fort  Wayn? 
Indiana,  a municipal  corporation,  by  and  through  its  Board  of  Public 
Works,  and  the  Froelich  and  Emery  Engineering  Company  of  Toledo,  Ohio, 
on  the  21  day  of  April,  1933. 

WHEREAS  on  the  21  day  of  April,  1933,  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  itsBoard  of  Public  Works  made  and  entered  in- 
to a certain  contract  and  agreement  with  The  Froelich  and  Emery 
Engineering  Company,  interpreting  and  making  definite  a contract  be- 
tween the  said  parties  entered  into  on  the  26  day  of  July,  1932, 
supplementing  a contract  entered  into  between  said  parties  on  the  14 
day  of  April,  1931,  which  contract  and  agreement  is  in  the  following 
words  and  figures,  to  wit: 

AGREEMENT  BY  AND  BETWEEN  THE  CITY  OF  FORT  WAYNE,  INDIANA,  A MUNICIPAL 
CORPORATION,  BY  AND  THROUGH  ITS  BOARD  OF  PUBLIC  WORKS,  PARTY  OF  THE 
FIRST  PART,  AND  THE  FROEHLICH  & EMERY  ENGINEERING  COMPANY,  OF  TOLEDO, 
OHIO,  A CORPORATION  EXISTING  AND  DOING  BUSINESS  UNDER  THE  LAWS  OF 
THE  STATE  OF  OHIO,  PARTY  OF  THE  SECOND  PART,  INTERPRETING  AND  MAKING 
DEFINITE  A CONTRACT  BETWEEN  THE  SAID  PARTIES  ENTERED  INTO  ON  THE  26TH 
DAY  OF  JULY,  1932,  SUPPL-cMENTINU  A CONTRACT  ENTERED  INTO  BETWEEN 
SAID  PARTIES  ON  THE  14TH  DAY  OF  APRIL,  1931. 

This  agreement  made  and  entered  into  this  21  day  of  April, 
1933,  by  and  between  the  City  of  Fort  Wayne,  Indiana,  a municipal 
corporation.  Party  of  the  First  Part,  and  the  Froehlich  & Emery 
Engineering  Company,  Toledo,  Ohio,  a corporation  existing  and  doing 
business  under  the  laws  of  the  State  of  Ohii,  party  of  the  Second 
Part: 

WITNESSETH:  'Whereas  said  parties  entered  into  an  agree- 
ment on  the  14  day  of  April,  1933,  whereby  second  party  agreed  to 
perform  engineering  services  under  the  direction  of  the  Board  of 
Public  Works  of  first  je  rty,  in  connection  with  the  purchase  and  in- 
stallation of  a new  boiler  plant  building  and  necessary  boilers, 
stokers  and  other  equipment  therefor,  and  on  the  26  day  of  J-„ly,  1932, 
entered  into  a supplementary  agreement,  whereby  said  agreement  was 
supplemented  and  extended  to  include  engineering  services  for  the 
preparation  of  plans  and  specifications,  and  supervision  during  in- 
stallation of  materials  and  equipment  required  to  better  adapt  the 
City  Light  and  Power  Works  and  the  distribution  system  to  supply 
electric  energy  to  the  new  water  works,  filtration  plant  and  pumping 
stations  and  the  loop  system,  and 


WHEREAS  said  contract  enumerated  more  specifically  the 
materials  and  equipment  required  for  the  distribution  system,  but  did 
not  specifically  enuneratethe  materials  and  equipment  required  to 
better  adapt  the  City  Light  and  Power  Works  to  supply  such  electric 
energy,  and 

WHEREAS,  the  City  now  proposes  to  proceed  with  the  purchase 
and  installation  of  the  materials  and  equipment  required  to  better 

r 

adapt  theCity  Light  and  Power  Works  for  said  purpose,  consisting  of  a 
steam  turbine  generating  unit,  condenser,  condenser  auxiliaries, 
necessary  switchgear,  steam  piping,  wiring,  foundations  and  building 
alterations,  and  first  party,  through  its  Board  of  Public  Works,  has 
requested  and  instructed  second  party  to  proceed  to  prepare  plans  and 
specifications  thereofr  and  sppervise  the  construction  and  installation 
thereof,  and 

WHEREAS  the  parties  desire  to  avoid  any  question  as  to  the 
interpretation  of  said  supplementary  agreement  include  the  installa- 
tion of  said  steam  turbine  generating  un?t  and  other  materials  and 
equipment  last  hereinbefore  mentioned  as  is  contended  by  first  party, 

NOW  THEREFORE,  it  is  mutually  agreed  by  and  between  the 
parties  that  said  supplementary  agreement  of  July  26,  1932,  was  in- 
tended to  and  did  include  and  provide  that  second  party  should  pro- 
vide the  engineering  services  necessary  and  required  for  the  pre- 
paration of  plans  and  specifications  and  supervising  during  installa- 
tion of  thematerials  and  equipment  required  to  better  adapt  theCity 
Light  and  Power  Works  to  supply  electric  energy  to  the  new  water  works, 
filtration  plant  and  pumping  stations  and  the  loop  system,  to-witi 
A steam  turbine  generating  unit,  condenser,  condenser  auxiliaries, 
necessary  switchgear,  steam  piping,  wiring,  foundations  and  building 
alterations,  and  the  second  party  shall  furnish  all  of  said  engineer- 
ing services  in  accordance  with  the  terms  and  conditions  set  forth  in 
said  contract  of  April  14,  1931,  for  the  additional  sum  of  money  e qual 
to  five  (5)  per  cent  of  the  total  additional  expenditures  by  the  party 
of  the  first  part  in  the  purchase  and  installation  of  said  steam  turbine 
generating  unit  and  other  materials  and  equipment  hereinbefore  mentioned 
and  that  first  party  shall  pay  to  second  party  such  additional  sum  of 
money,  in  accordance  with  the  terms  and  conditions  contained  in  said 
agreement  on  April  14,  1931,  all  as  a part  of,  in  pursuance  of,  and 
in  accordance  with  said  supplementary  contract  of  July  26,  1932. 

In  Witness  Whereof,  the  City  of  Fort  Wa^ne,  Indiana,  party 
of  the  first  part,  has  caused  to  be  hereunto  affixed  its  corporate 
seal  and  name  by  and  through  its  Board  of  Public  Works,  and  The  Froe- 
lich  & Emery  Engineering  Company,  party  of  the  second  party,  by  and 
through  its  duly  authorized  officers,  has  hereunto  caused  to  be  affixed 
its  corpoate  name  and  seal  and  the  name  of  its  officers  on  the  day  and 
year  first  above  written. 


Thi,  FROEHLICH  tc.  EMERY  ENGRG.  CO. 
By  F.  H.  FROEHLICH,  President 

Approved  as  to  Form  and  Legality 
By  WM.  FRUECHTENICHT 


THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by  and 
through  itsBoard  of  Public  Works,  and  The  Froehlich  and  Emery  Engineer- 
ing Company,  interpreting  and  making  definite  a contract  between  the 
said  parties  entered  into  on  the  26  day  of  July,  1932,  supplementing  a 
contract  entered  into  between  said  parties  on  the  14  day  of  April,  1931, 
which  contract  and  agreement  is  more  specifically  set  forth  in  the  pre- 
amble hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and 
approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER 

(Ayes  15-Nays  one  ) * 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  HOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  theCity  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,,  held  on  the  9 day  of  May,  1933, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as  GENERAL  ORDINANCE  NO.  1731 
M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  May, 

1933. 

LEONARD  E.  PRANGER,  City  Clerk 
Approved  this  19  day  of  May,  1933. 


CITY  OF  FORT  WaYi.E,  INDIANA 
By  WM.  J.  HOSEY,  Mayor 


John  C.  Trier 
David  Erwin 
C.  A.  Ramsey 
BOARD  OF  PUBLIC  WORKS 

Attest:  Scott  S.  Snyder,  Sec'y. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1732 


An  Ordinance  placing  Reservoir  Park  under  the  jurisdiction 
of  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne,  Indiana. 

WHEREAS  the  Board  of  Park  Commissioners  of  the  City  of  Fort 
Wayne  has  fostered  and  tenderly  cared  for  Reservoir  Park  for  more  than 
twenty-five  years,  and 

WHEREAS  the  hard  times,  aided  and  abetted  by  a drastic 
policy  of  tax  reduction  has  financially  embarrased  the  Board  of  Park 
Commissioners,  and 

WHEREAS  the  Board  of  Park  Commissioners  claims  that  Reservoir 
Park  has  been  but  a foster  child  of  the  Board  and  never  legally  or  regular- 
ly adopted  by  said  Board,  and 

WHEREAS  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne 
claims  that  the  Board  of  Park  Commissioners  has  had  adverse,  uninterupted, 
actual,  open  and  peaceable  possession  of  said  property  for  over  twenty- 
five  years,  the  stme  should  in  contemplation  of  law  legally  and  right- 
fully be  under  the  jurisdiction  of  theBoard  of  Park  Commissioners,  and 

WHEREAS  the  Board  of  Park  Commissioners  has  now  abandoned 
this  orphaned  child  on  the  doorstep  of  the  Board  of  Public  Works,  NOW 
THEREFORE, 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

- Section  1.  That  Reservoir  Park  be  placed,  kept  and  maintained 
asa  City  Parks,  as  well  as  storage  basis  for  the  Fort  Wayne  Water  Works 
by  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne,  and  that  the 
Board  of  Public  Works  keep  and  maintain  flower  beds,  trees,  shrubbery, 
grass  and  reservoir  lake  as  they  have  heretofore  been  kept  and  main- 
tained, as  part  of  the  waterworks  system. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

M.  L.  BURNS 

(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  PEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  C^ ty  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of  May, 

1933,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1732. 

M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  May, 

1933! 

LEOnARL  E.  PRANGER,  City  Clerk 

Approved  this  19  day  of  May,  1$33. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  No.  1733 


An  Ordinance  authorizing  the  Board  of  Public  Safety  to  sell 
three  automobiles  described  herein. 

BE  II  ORDAINED  by  the  Common  Council  of  theOity  of  Fort  Wayne, 

Indiana: I 

Section  1.  That  the  Board  of  Public  Safety  of  the  City  of 
Fort  Wayne  be  and  hereby  is  authorized  to  sell  the  following  described 
automobiles:  1 Essex  Sedan,  1928,  Motor  No.  848149;  1 Ford  two  door, 

1930,  Motor  No.  A3319417 : 1 Ford  Two  door,  1930,  Motor  No.  A3197865. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage,  and  approval  by  the  Mayor. 

(Ayes  16-Nays  none)  EDWIN  C.  LINDENBERG 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  IAI. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day  of  May, 
1933,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1733 
M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  26  day  of  May,  1933. 

LEONARD  E.  PRANGER,  City  Clerk 

Approved  this  3 day  of  June,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  Mu.  1734 


An  Ordinance  to  disannex  and  throw  out  of  the  City  ofFort 
Wayne,  Indiana,  certain  described  territory  located  in  the  east  part  of 
the  City  and  along  the  Bueter  Read  and  the  south  right  of  way  line  of 
the  Wabash  Railroad. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  following  described  territory  is  hereby 
disannexed  and  thrown  out  of  the  City  of  Fort  Wayne,  Indiana,  and  is  no 
longer  considered  a part  thereof,  to  wit: 

Both  Descriptions  are  in  the  8th  Ward 
A part  'of  the  Northwest  Quarter  of  Section  8,  Township  30 
North,  Range  13  East,  more  particularly  described  as  follows t 

Commencing  at  the  intersection  of  the  center  line  of  the 
Bueter  Road  and  the  south  right  of  way  line  of  the  Wabash  Railroad; 
thence  west  along  the  south  right  of  way  line  of  the  Wabash  Railroad  to 
the  northwest  corner  of  Lot  Number  47  Woodland  Heights  Addition; 
thence  south  along  the  west  line  of  Lot  Number  47  in  said  addition 
to  the  southwest  corner  of  said  lot  Number  47;  thence  in  a southeaster- 
ly direction  on  a straight  line  to  the  northwest  corner  of  Lot  Number 
36  Woodland  Heights  Addition;  thence  south  along  the  west  line  of  Lots 
Numbered  36,  32,  24,  20  in  said  addition,  and  said  line  produced  south- 
ward to  the  northwest  corner  of  Lot  Number  16  Woodland  Heights  Addition; 
thence  south  along  the  west  line  of  Lots  Numbered  16,  12,  8,  4 in  said 
addition,  and  said  line  produced  south  to  the  center  line  of  New  Haven 
Avenue;  thence  east  along  the  center  line  of  New  Haven  Avenue  to  the 
intersection  with  the  center  line  of  Bueter  Road;  thence  north  along  the 
center  line  of  the  Bueter  Road  to  the  south  line  of  the  right  of  way 
of  the  Wabash  Railroad,  the  place  of  beginning. 

Also,  a part  of  the  Northwest  Quarter  of  Section  8,  Township 
30  North,  Range  13  East,  more  particularly  described  as  follows: 

Commencing  at  the  Northwest  corner  of  Section  8,  Township  30 
North,  Range  13  East,  (said  point  being  the  center  line  of  Maumee  Ave.) 
thence  south  along  the  west  line  of  said  Section  8 to  a point  one 
hundred  twelve  (112)  feet  south  of  the  south  line  of  Maumee  Avenue; 
thence  east  on  a line  which  is  one  hundred  twelve  (112)  feet  south  of 
and  parallel  to  the  south  line  of  Maumee  Avenue  (said  line  also  being 
the  south  line  of  Lots  Numbered  20,  21,  22,  24,  25,  and  26  Hitch' 3 
6th  Addition)  to  the  southeast  corner  of  Lot  Number  26  Kitxh's  6th 
Addition; j thence  north  along  the  east  line  of  Lot  Number  26  Hitch' s 
6th  Addition  and  said  line  produced  north  to  the  canter  line  of 
Maumee  Avenue;  thence  west  along  the  center  line  of  Maumee  Avenue  to 
the  place  of  beginning. 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  itspassage  and  approval  by  the  Mayor. 

(Ayes  16-Najs  none)  J.  J.  PERREY 


THIS  ORDINANCE  HAS  BEEi  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day  of  May, 
1933,  by  a asijorlty  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  No.  1734 
M.  L.  BURNS,  President  LEONARD  E.  PRANG  jlR,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  26  day  of  May, 

1933. 

LEU  NARD  E.  PRANGER,  City  Clerk. 
Approved  this  3 day  of  June,  1933 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1735 


An  Ordinance  to  disannex  and  throw  out  of  the  City  of  Port 
Wayne,  Indiana,  certain  described  territory  located  in  the  east  part 
of  the  City  and  along  New  Haven  Avenue. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wcyne,  Indiana: 

Section  1.  That  the  following  described  territory  Is  here- 
by disannexed  and  thrown  out  of  the  city  of  Fort  Wayne,  Indiana,  and 
is  no  longer  considered  a part  thereof,  to  wit: 

Commencing  at  the  intersection  of  the  center  line  of  New 
Haven  Avenue  and  the  center  line  of  Birchwood  Avenue;  thence  north  in 
and  along  the  center  1/ ne  oft  Birchwood  Avenue  to  the  first  alley  north 
of  New  Haven  Avenue;  thence  east  in  and  along  the  first  alley  north  of 
New  Haven  Avenue  to  the  west  line  of  the  Ft.  Wayne,  Van  Wert  & Lima 
Traction  Company;  thence  across  said  Traction  Company  right  way  on  a 
line  which  is  the  center  line  of  the  first  alley  north  of  New  Haven 
Avenue  produced  wast  to  the  east  right  of  way  line  of  said  Traction 
Company;  thence  east  in  and  along  the  first  alley  north  of  New  Haven 
Avenue  to  Redwood  Avenue;  thence  south  in  and  along  Redwood  Avenue  to 
the  North  line  of  Lot  Number  1 Woodland  Heights  Addition;  thence  east 
along  the  North  line  of  Lots  Numbered  1,  2,  3 and  4 Woodland  Heights 
Addition  and  said  line  produced  east  to  the  center  line  of  the  Bueter 
Road;  thence  south  along  the  center  line  of  the  Bueter  Road  to  a point 
one  hundred  fifty  (150)  feet  south  of  the  south  line  of  New  Haven 
Avenue;  thence  west  on  aline  which  is  parallel  to  and  one  hundred 
fifty  (150)  feet  south  of  the  south  line  of  New  Haven  Avenue  to  Red- 
wood Avenue;  thence  west  In  and  along  the  first  alley  south  of  New 
Haven  Avenue  to  the  center  line  of  Birchwood  Avenue;  thence  north 
along  the  center  line  of  Birchwood  Avenue  to  the  center  line  of  New 
Haven  Avenue,  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  aftfer  its  passage,  approval  by  the  Mayor 

(Ayes  16-Nays  none)  j.  j.  PEFREY 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BCC-K  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

Wis.  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day  of  May, 
1933,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordianace 
hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1735 
M.  L.  Burns,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  26  day  of  Mav  1933 

LEONARD  E.  PRANG EF: , City  Clerk 

Approved  this  3 day  of  June,  1933. 


GENERAL  ORDINANCE  NO.  1736 

An  Ordinance  regulating  traffic  on  the  streets  and  public 
highways  in  the  City  of  Fort  Wayne,  by  prohibiting  parking  6n  Washing- 
ton Street  and  Wayne  Street  from  Lafayette  Street  to  Ew* ng  Street, 
and  on  Van  Buren  Street  from  Washington  Street  to  the  Van  Buren  Street 
bridge,  and  providing  for  tourist  parking  spaces. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  it  shall  be  unlawful  for  the  operator  of 
any  vehicle  to  park  such  vehicle  on  Washington  Street  from  Lafayette 
Street  to  Ewing  Street. 

Section  2.  It  shall  be  unlawful  for  the  operator  of  any 
vehicle  to  park  such  vehicle  on  Wayne  Street  from  Lafayette  Street 
to  Ewing  Street. 

Section  3.  It  shall  be  unlawful  for  the  operator  of  any 
vehicle  to  park  such  vehicle  bn  Van  Buren  Street  from  Washington 
Street  to  the  Van  Buren  Street  Bridge. 

Section  4.  A Tourist,  within  the  meaning  of  this  ordinance, 
shall  mean  any  person  or  persons,  who  are  travelling,  and  whose  intended 
route  is  through  the  City  of  Fort  Wayne,  Indiana. 

The  Board  of  Public  Safety  of  the  City  of  Fort  Wayne, 

Indiana,  is  hereby  authorized  to  designate  certain  spaces  by 
appropriate  signs  on  the  north  and  south  streets  to  the  alleys 
north  and  south  from  Washington  and  Wayne  Streets  from  Lafayette 
Street  to  Ewing  Street  for  tourist  parking.  It  shall  be  unlawful  for 
any  other  person  operating  any  vehicle  to  stand  or  park  said  vehicle 
in  any  such  space  designated  by  appropriate  signs  as  a tourist  park- 
ing space. 

Section  5.  Any  person,  firm  or  corpoeation  violating  any 
of  the  provisions  of  this  ordinance  shall,  upon  conviction,  be  fined 
in  any  sum  not  exceeding  One  Hundred  ($100.00)  Dollars. 

Section  6.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage,  approval  by  the  Mayor  and  legal 
publication. 

(Ayes  16-Nays  none)  G.  A.  DINNEN 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FBRM  AS 


REQUIRED  BY  IAW. 


WE  HEhBBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day 
of  May,  1933,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1736 


M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  26  day  of 


May,  1933, 


LEONARD  E.  PRANGER,  City  Clerk 


Approved  this  3 day  of  June,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1737 


An  Ordinance  allowing  the  claim  of  Oscar  Brunker  in  the 
siim  of  Three  Hundred  ($300.00)  Dollars  out  of  Item  33a  of  the  budget, 
for  injuries  sustained  by  him  caused  by  a defective  board  walk  on 
the  Clinton  Street  bridge. 

BS  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana r 

Section  1.  That  the  claim  of  Oscar  Brunker  be  and  the  same 
is  hereby  allowed  in  the  sum  of  Three  Hundred  ($300.00)  Dollars  out 
of  Item  33a  of  the  Budget  for  injuries  sustained  by  him  caused  by  a 
defect  in  the  boardwalB  on  the  Clinton  Street  bridge  on  the  8th  day 
of  April,  1933.  Said  amount  to  be  payment  In  full  for  services  of 
physician,  medicine,  hospital  services,  loss  of  time  and  pain  and 
suffering . 

Bection  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

(Ayes  16-Nays  none)  EDWIN  C.  LINDENBERG 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  In  the  13  day  of 
June,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1737 

M.  L.  BURNS,  President  LPL  HARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  f or  approval  on  the  17  day  of  June, 

1933. 

LEONARD  E.  PRANGER,  City  Clerk 

Approved  this  26  day  of  June,  1933. 


KM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1738 


An  Ordinance  prohibiting  the  burning  of  leather  in  stoves 
or  furnaces  as  fuel. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  It  shall  be  unlawful  for  any  person,  firm  or 
corporation  to  burn  any  leather  in  stoves  or  furnaces  as  fuel.  That 
the  burn'ng  of  leather  in  any  stoves  or  furnaces  as  fuel  in  the  City 
of  Fort  Wayne,  Indiana,  is  hereby  declared  to  be  a nuisance. 

Section  2.  Any  person,  firm  or  corporation  violating  any 
of  the  provisions  of  this  ordinance  shall,  upon  conviction,  be  fined 
in  any  sum  not  exceeding  One  Hundred  (ftlOO.OO)  Dollars. 

Section  3.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage,  approval  by  the  Mayor  and  legal  publica- 
tion. 


(Ayes  16-Nays  none)  J.  J.  PERREY 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  13  day  of 
June,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1738 

M.  L.  BURNS,  President  LEONARD  E.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  17  day  of  June, 

1933. 

LEONARD  E.  PRANGER,  City  Clerk 
Approved  this  26  day  of  June,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1739 


An  Ordinance  providing  for  the  routing  of  trucks  in  and 
through  the  City  of  Fort  Wayne,  Indiana. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana. 

Section  1.  That  it  shall  be  unlawful  for  any  operator 
of  any  truck  driving  in  or  through  the  City  of  Fort  Wayne,  Indiana, 
to  drive  over  any  street  or  highway  in  the  City  of  Fort  W:  yne,  Indiana, 
excepting  those  designated  by  the  Highway  Commission  of  the  State 
of  Indiana,  as  State  of  Federal  Routes,  or  those  designated  by  the 
Board  of  Public  Works  of  the  City  of  Fort  Wayne,  Indiana,  as  routes 
for  trucks.  Provided,  however,  this  Ordinance  shall  not  apply  to 
the  operator  of  any  truck  who  loads  or  unloads  any  part  of  his 
freight  or  material  in  the  City  of  Fort  Wayne,  Indiana. 

Section  2.  Tha  Board  of  Public  Works  of  the  City  of  P'ort 
Wayne,  Indiana,  is  hereby  required  and  directed  to  place  on  each 
Federal  and  State  Highway  at  the  city  limits  a sign  which  must  be 
ligible  for  at  least  fifty  (50)  feet  informing  operators  of  trucks 
that  it  is  unlawful  to  drive  any  truck  over  any  street  or  highway  In 
the  City  of  Fort  Wayne,  Ind'ana,  except  those  designated  a°  Triick 
Routes . 

Section  3.  Any  person,  firm  or  corporation  or  oper  tor 
of  any  truck,  violating  any  of  the  provisions  of  this  ordinance, 
shall  upon  conviction,  be  fined  in  any  sum  not  exceeding  One  Hundred 
(§100.00)  Dollars. 

LOUIS  C.  LANGARD 

(Ayes  16-Nays  none) 

THIS  ORDINANCEHAS  BEEN  LULif  PUBLISHED  IN  BG^K  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  27  day  of 
June,  1933,  by  b majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1739 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  11  day  of  July, 

1933 

ELVA  A.  PRANGER,  City  Clerk 

Approved  this  11  day  of  July,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1740 


An  Ordinance  allowing  the  claim  of  Gertrude  Landis  in  the 
sum  of  Three  Hundred  ($300.00)  Dollars  out  of  Item  33a  of  the  Budget 
for  damage  caused  to  dwelling  by  fire  burning  on  the  city  dump. 

$e  it  ordained  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana; 

Section  1.  That  the  claim  of  Gertrude  Landis  in  the  sum 
of  Three  Hurdred  ($300.00)  Dollars,  be  and  the  same  is  hereby  allowed 
out  of  Item  33a  of  the  budget,  for  damage  caused  to  dwelling  by 
fire  burning  on  the  city  dump. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 


LOUIS  SCHMOE 
(Ayes  16-Nays  none ) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  IAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  ^he  27  day  of 
June,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1740 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  11  dt^  of  July, 

1933. 

ELVn  A.  PRANGER,  City  Clerk 


Approved  this  11  day  of  July,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1741 


An  Ordinance  ratifying  and  approving  a certain  contract 
made  and  entered  into  by  and  between  the  General  Electric  Company  of 
the  County  of  Schnectady,  State  of  New  York,  and  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works. 

WHEREAS,  on  the  27  day  of  June,  1953,  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  made  and 
entered  into  a certain  contract  and  agreement  with  the  General  Electric 
Co.  of  the  State  of  New  York,  for  furnishing,  delivery  and  erection 
of  the  work,  materials  and  apparatus  as  covered  Tinder  Division  No.  1 
of  the  Specif icationsfor  the  Improvement  of  the  City  Light  and  Power 
Works,  which  contract  an^  agreement  is  in  the  follow' ng  words  and 
figures,  to  wit: 


CONTRACT 

THIS  AGREEMENT  made  and  entered  into  this  27  day  of  June, 
1933,  by  and  between  the  General  Electric  Company  of  the  bounty  of 
Schnectady,  State  of  New  York,  party  of  the  first  part,  and  theCity 
of  Fort  Wayne,  County  of  Allen,  and  the  State  of  Indiana,  by  and 
through  Its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants 

and  agrees  to  furnish  and  pay  for  all  labor,  materials,  apparatus 
and  tools  necessary  for  the  construction,  delivery  and  erection  of 
the  work,  materials  and  apparatus  as  covered  by  the  following  named 
division  of  the  Specifications  for  the  Improvement  of  the  City  Light 
and  Power  Works,  on  file  in  the  office  of  the  Board  of  Public  Work?, 
to  wit: 

DIVISION  NO.  1 The  furnishing, delivery  and  erection,  on 
Purchaser's  foundations  in  the  City  Light  and  PowerWorks,  in  the 
City  of  Fort  Wayne,  Indiana,  of  one  (1)  steam  turbind  driven  generating 
unit  and  accessories,  all  of  which  work,  material  and  apparatus  are 
to  be  in  accordance  with  the  Specifications  for  the  Improvement  of 
the  City  Light  and  Power  Works  and  the  proposal  of  the  General  Electric 
Company  on  file  in  the  office  of  the  Board  of  Public  Works,  all  of 
which  specifications  and  proposal  are  made  a part  of  this  contract 
as  fully  and  effectually  as  if  copied  herein  at  fu}.l  length,  for  and 
in  consideration  of  the  payment  by  the  City  of  Fort  Wayne,  as  follows, 
to  wit:  Two  Hundred  Forty-seven  Thousand  Five  Hundred  Dollars  and 

no  cents  ($247,  500.00) 

Payments  are  to  be  made  in  accordance  with  paragraph 
number  18-  "Terms  of  Payment"  of  the  specifications  on  f-*le  in 
the  office  of  the  Board  of  Public  Works. 

Delivery  of  the  complete  steam  turbine  generating  unit  and 
accessories  will  be  made  within  three  hundred  (300)  calendar  days 
after  date  of  this  agreement. 


Erection  of  the  steam  turbine  generating  unit  will  be 
completed  within  ninety  (90)  calendar  days  after  delivery. 

To  each  of  the  conditions  and  stipulations  of  this  contract 
the  undersigned,  each  for  Itself  binds  itself,  its  s ccessors  and 
assigns . 

IN  WITNESS  WHEREOF,  we,  the  foregoing  named  parties  here- 
unto set  our  hands  and  seal,  in  triplicate,  on  the  day  and  year  first 
above  written. 


CITY  OF  FORT  WAYNE,  INDIANA 
By  WM.  J.  HOSEY,  Mayor 

JOHN  C.  TRIER 
DAVID  ERWIN 

Attest:  C.  A.  RAMSEY 

Scott  S.  Snyder,  Secretary  Board  of  Public  Works 

Approved  as  to  form  and  legality  GENERAL  ELECTRIC  CO. 

By  HOWARD  BENNINGHOFF  W.  J.  HANLEY 

Commercial  Vice  President 

Party  of  the  First  Part 


NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Works,  and  the  General  Electric  Company 
of  the  State  of  New  York,  for  the  furnishing,  delivery  and  erection 
of  the  work,  materials,  and  apparatus  as  covered  under  Division  No.  1 
of  the  Specifications  for  the  Improvement  of  the  City  Light  and 
Power  Works,  which  contract  is  more  fully  and  specifically  set  forth 
in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 
ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEI SEN BURGER 
(Ayes  16- Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  theCommon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11  day  of 
July,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1741 
M.  L.  BURNS,  President 


MILDRED  W.  FUHRMAN,  Deputy  City  Clerk 
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Presented  to  the  Mayor  for  approval  on  the  15  day  of  July,  1953. 


MILDRED  W.  FUHRMAN 
Deputy  City  Clerk 

Approved  this  20  day  of  July,  1933. 

WM.  J.  HOSEY 
Mayor 


GENERAL  ORDINANCE  NO.  1742 


An  Ordinance  retifying  and  approving  a certain  contract 
and  agreement  made  and  entered  into  on  the  27  day  of  June,  1933, 
by  and  between  the  West'nghouse  Electric  and  Manufacturing  Company 
of  the  County  of  Allegheny,  State  of  Pennsylvania,  and  the  City  of 
Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works, 
WHEREAS  on  the  27  day  of  June,  1933,  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works  made  and 
entered  into  a certain  contract  and  agreement  with  the  Westinghouse 
Electric  and  Manufacturing  Company  of  the  State  of  Pennsylvania, 
for  the  construction,  delivery  and  erection  of  the  work,  materials 
and  apparatus  as  covered  by  Division  No.  2 of  theSpecif ications 
for  the  Improvement  of  the  City  Light  and  Power  Works,  which  con- 
tract and  agreement  is  in  the  following  words  and  figures,  to  wit: 

CONTRACT 

This  agreement  made  and  entered  into  th's  27  day  of 
June,  1933,  by  and  betweeen  the  Westinghouse  Electric  and 
Manufacturing  Company  of  the  County  of  Allegheny,  State  of 
Pennsylvania,  party  of  the  first  part,  and  the  City  of  Fort  Wayne, 
Countj  of  Allen,  and  State  of  Indiana,  by  and  through  its  Board 
of  Public  Works,  party  of  the  second  part. 

Witnesseth:  That  the  party  of  the  first  part  covenants 
and  agrees  to  furnish  and  pay  for  all  labor,  material,  apparatus 
and  tools  necessary  for  the  construction,  delivery  and  erection 
of  the  work,  materials  and  apparatus  covered  by  the  following  named 
divisions  of  the  Specifications  for  the  Improvement  of  the  City 
Light  and  Power  Works,  on  file  in  the  office  of  the  Board  of  Public 
Works,  to  wit: 

Division  No.  2.  The  furnishing,  delivery  and  erection 
on  Purchaser's  Foundations  in  the  City  Light  and  Power  Wo>-ks  in 
the  City  of  Fort  Wayne,  Indiana,  of  one  (1)  surface  condenser 
with  circulating  pump,  condensate  pumps,  pump  drives,  air  ejectors 
and  other  auxiliary  equipment,  all  of  which  work,  materials  and 
apparatus  are  to  be  in  accordance  with  the  Specifications  for  the 
Improvement  of  the  City  Light  and  Power  Works  and  the  proposal 
of  the  Westinghouse  Electric  and  Manufacturing  Company  on  file  in 
the  office  of  the  Board  of  Public  Works,  all  of  which  specifica- 
tions and  proposal  are  made  a part  of  this  contract  as  fullj  and 
effectually  as  if  copied  herein  at  full  length,  for  and  in  con- 
sideration of  the  payment  by  the  City  of  Fort  Wayne,  as  follows, 
to  wit:.  Thirty  Eight  Thousand  Four  Hundred  Sixty  Dollars  and 

no  cents  ($38,  460.00). 

Payments  are  to  be  made  in  accordance  w*  th  paragraph 
18  - "Terms  of  Payment"  of  the  specifications  on  file  in  the  office 


of  the  Board  of  Public  Works. 

Delivery  of  the  surface  condenser  and  auxiliary  equipment 
is  to  be  made  within  sixty  calendar  days  after  notification  b>  the 
party  of  the  second  part  but  not  later  than  240  days  after  date  of 
this  agreement  except  by  mutual  agreement  of  the  parties  hereto. 

Erection  of  the  surface  condenser  and  auxiliary  equipment 
is  to  be  completed  within  thirty  (30)  calendar  days  after  delivery. 

To  each  of  the  conditions  and  stipulations  of  this  contract 
the  undersigned,  each  for  itself  binds  itself,  its  successors  and 
assigns . 

IN  WITNESS  WHmREOF , we,  the  foregoing  named  parties,  here- 
unto set  our  hands  and  seal.  In  triplicate,  on  the  day  and  year  first 
above  written. 

CITY  OF  FORT  WAYNE,  INDIANA 
By  WM.  J.  HOSEY,  Mayor 

Attest:  JOHN  C.  TRIER 

DAVID  ERWIN 

SCOTT  S.  SNYDER,  Secretary  C.  A.  RAMSEY 

Board  of  Public  Works 

Approved  as  to  Form  and  Legality  WESTINGHOUSE  ELECTRIC  & MANUGABTURING  CO. 

By  Howard  Benninghoff  Fred  T Whiting,  N.W.  Dis.  Mgr. 

Party  of  the  First  Part 

Now  Therefore,  be  it  ordained  by  the  Common  Council  of  the 
City  of  Fort  VYayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Works,  and  the  Westin&house  Electric 
and  Manufacturing  Company  for  the  construction,  delivery  and  erection 
of  the  work,  materials  and  apparatus  as  covered  by  Division  No.  2 of 
the  Specifications  for  the  Improvement  of  the  City  Light  and  Power 
Works,  which  contract  and  agreement  is  more  specifically  set  forth  in 
the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified 
and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  ts  passage  and  approval  by  the  Mayor. 

AUGUST  WE I SEN BURGER 
(Ayes  16-Nays  none) 

RilS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS  RE- 


QUIRED BY  LAW 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11  day  of  July,  1953, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as  GENERAL  ORDINANCE  NO.  1742 

M.  L.  BURNS,  President  MILDRED  W.  FUHRMAN,  Deputy  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  15  day  of  July,  1933 

MxLDRED  W.  FUHRMAN,  Deputy  City  Clerk 

Approved  this  20  day  of  July,  1933. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  Nu.  1743 


An  Ordinance  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  into  by  and  between  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works,  and  Worthington 
Pump  and  Machinery  Corporation  of  the  State  of  New  Jersey, 

WHEREAS  the  City  of  Fort  Wayne,  Indiana,  by  and  through 
its  Board  of  Public  Works,  on  the  27  day  of  June,  1933,  made  and 
entered  into  a certain  contract  and  agreement  with  the  Worthington 
Pump  and  Machinery  Corporation  of  New  Jersey  for  the  furnishing,  erection 
and  placing  in  operation  certain  motor-driven  pumping  units  and  mis- 
cellaneous appurtenances  in  accordance  with  and  conformity  to  the  plans 
and  specifications  therefor  which  contract  and  agreement  is  in  the 
following  words  and  figures,  to  wit: 

AGREEMENT 

THIS  MEMORANDUM  OF  AGREEMENT,  made  this  27  day  of  June,  1933, 
by  and  between  the  City  of  Fort  Wayne,  Indiana,  a municipal  corporation, 
party  of  the  first  part,  hereinafter  called  the  City,  and  Worthington 
Pump  and  Machinery  Corporation  of  Harrison,  County  of  Hudson,  State 
of  New  Jersey,  party  of  the  second  part,  hereinafter  called  the  Con- 
tractor, under  and  by  virtue  of  an  act  of  the  General  Assembly  of  the 
State  of  Indiana,  entitled  "An  Act  Concerning  Municipal  Corporation", 
approved  May  6,  1905,  and  all  acts  amendatory  thereof  and  supplementary 
thereto,  WITNESSETH: 

That  the  said  parties,  each  in  considerate  on  of  the  covenants 
and  agreements  on  the  part  of  the  other  herefn  contained,  have  covenanted 
and  agreed,  and  do  hereby  covenant  and  rgree,  the  party  of  the  first 
part  for  itself,  and  the  party  of  the  second  part  for  itself  and  its 
heirs,  executors,  administrators,  and  assigns  as  set  forth  in  the  follow- 
ing Articles  of  Agreement: 

Article  1.  Contractor's  Obligation  to  Furnish  Erect,  Test 
and  Place  in  Operation  the  Centrifugal  Pumping  Units. 

It  is  agreed  that  the  Contractor  shall  furnish,  erect,  test 
and  place  in  operation  for  the  said  City,  certain  motor-driven  pumping 
units  and  miscellaneous  appurtenances,  and  that  he  shall  furnish  all 
materials,  all  equipment,  tools  and  building  appliances,  and  all  labor, 
power  and  transportation  necessary  therefor;  and  that  all  shall  be 
done  In  full  accordance  with  and  conformity  to  the  plans  and  specifica- 
tions therefor  which  are  attached  herfeto  and  made  a part  of  this  agree- 
ment. The  description  and  trade  numbers  of  these  unite  are: 


UNIT 

PUMP 

MOTOR 

CHARACTERIXTIC 

NO 

MAKE 

“TYPE 

MAKE 

tyM 

CURVE 

1 

WORTHINGTON 

LC-2 

G E 

575 

E 34336 

2 

WORTHINGTON 

LC-2 

0 E 

573 

E 34337 

3 

WORTHINGTON 

LC-2 

0 E 

571 

E 34338 

4 

WORTHINGTON 

LC-2 

G E 

558 

E 34339 

Article  2.  Extra  Work 

It  is  agreed  that  the  said  Contractor  shall  do  such  indidental 
or  extra  work  in  connection  with  this  contract  as  the  sa^d  City  may 
especially  order  in  writing.  Such  extra  work  may  be  pa*d  for  at  prices 
mutually  agreed  upon  at  the  time  by  the  sa*d  City  and  the  C ntractor. 

But  if  such  extra  work,  or  any  part  thereof,  be  of  a kind  for  which  no 
price  has  been  mutually  agreed  upon  in  advance,  then  the  said  City  will 
pay,  And  the  Contractor  shall  accept,  as  full  compensation  for  such  work 
an  amount  equal  to  the  actual  and  necessary  net  cost  in  money  to  the 
Contractor  for  labor  and  materials  actually  used  therein  or  expended 
thereon,  plus  fifteen  (15$)  of  such  net  cost  for  superintendence, 
power,  the  use  of  tools  and  plant,  liability  insurance,  and  all  overhead 
and  incidental  expenses. 

During  the  progEess  of  any  extra  work  which  is  to  be  paid 
for  on  the  basis  of  net  cost  plus  fifteen  per  cent,  the  Contractor 
shall  furnish  to  the  said  City  at  the  end  of  each  day,  suitable  time 
slips  showing  the  name  of  and  the  number  o^  hours  worked  by  each  work- 
man employed  thereon,  the  nature  of  the  work  performed  by  such  workmen, 
and  h* s rate  of  pay;  together  with  suitable  and  adequate  memoranda  of 
the  mater  _als  used  therein,  showing  the  character  and  amount  of  each 
such  material,  the  sources  from  which  it  was  purchased,  and  the  price 
paid  or  to  be  paid  therefor* 

The  said  City  may  at  its  discretion  furnish  to  the  Contractor 
any  materials  or  supplies  or  transportation  required  for  extra  work, 
and  the  Contractor  shall  not  be  entitled  to  any  allowance  or  percentage 
on  account  of  materials  or  supplies  or  transportation  so  furnished. 

It  is  agreed  that  all  extra  work  that  may  be  ordered  and 
performed  under  the  provisions  of  this  article  shall  be  done  by  the 
Contractor  in  an  effective  and  workmanlike  manner,  and  shall  be  subject 
to  the  same  restrictions  and  liabilities  as  those  which  apply  to  the 
general  work  of  this  contract;  and  the  Contractor  w^ll  be  responsible 
for  the  maintenance  and  protection  of  such  extra  work  until  the  time 
of  the  final  acceptance  of  the  entire  job  by  the  City. 

And  it  is  further  agreed  that  no  claim  against  the  City  on 
account  of  extra  work  shall  be  valid  unless  such  extra  work  has  been 
previously  ordered  in  writing,  and  unless  such  claim  completion  of  such 
extra  work  and  before  the  making  upof  the  final  estimate. 


Article  3.  Time. 

It  is  agreed  that  the  Contractor  shall  furnish  to  the 
Engineer  within  four  weeks  after  the  date  of  ratification  of  the 
contract  by  the  Common  Council  complete  drawings  and  detailed 
specifications  of  the  pumping  units  sufficient  to  show  all  relations 
of  the  equipment  to  its  setting  and  connecting  piping;  and  that  he 
will  complete  the  construction  of  the  equipment  and  maBe  satisfac- 
tory shop  tests  within  twelve  weeks  after  the  above  date  so  that 
it  may  be  shipped  to  Fort  Wayne  thereafter  within  a period  of  two 
weeks  time  after  rece  pt  of  subsequent  notice  to  so  ship,  but  that 
he  will  hold  this  equipment  in  storage,  at  his  own  expense,  until 
authorized  by  theCity  to  ship;  and  that  immediately  after  shipment 
to  Fort  WQyne  he  will  be  prepared  to  make  installation  thereof 
and  will  complete  such  installation  and  make  tests  thereof  within 
a period  of  two  months  following  the  date  of  shipment. 

Article  4.  Extension  of  Time. 

It  is  agreed  that  if  the  Contractor  shall  be  unavoidably 
delayed  in  beginning  or  fulfilling  this  contract  by  reason  of  ex- 
cessive storms  or  floods,  or  by  acts  of  Providence,  or  by  general 
strikes,  or  by  ccurt  injunction,  or  by  the  stopping  of  the  work  by 
the  said  City  because  of  any  emergency  or  public  necessity,  or  by 
reason  of  extra  work  ordered  by  the  said  City  or  by  any  act,  neg- 
lect, delay,  or  default  on  the  part  of  the  said  City,  the  Contractor 
shall  have  no  valid  claim  for  damages  on  account  of  any  cause  or 
delay,  but  he  shall  in  such  case  be  entitled  to  such  an  extension 
or  advancement  of  the  time  periods  specified  in  Article  3 herein 
as  the  Engineer  shall  adjudge  to  be  just  and  reasonable;  provided, 
however,  that  formal  claim  for  such  extension  shall  be  made  in 
writing  by  the  Contractor  within  a week  after  the  date  upon  which 
such  alleged  cause  or  delay  shall  have  occurred. 

Article  5.  Liquidated  Damages. 

It  is  expressly  covenanted  and  agreed  by  and  between  the 
parties  hereto  that  time  is  and  shall  be  considered  as  of  the  essence 
of  the  contract,  and  in  the  event  that  said  Contractor  shall  fail 
in  due  performance  of  the  entire  work  to  be  performed  under  this 
contract,  or  any  certain  portions  thereof  for  which  definite 
stipulations  have  been  agreed  to,  by  and  at  the  times  herein  men- 
tioned and  referred  to  in  Article  3,  or  within  some  other  certain 
date  subsequent  to  this  to  which  the  time  limit  for  the  completion 
of  the  work  may  have  been  advanced  under  the  provisions  of  Article  4, 
the  said  Contractor  shall  pay  unto  the  said  City  as  and  for  the 
liquidated  damages  and  not  as  a penalty  the  sum  of  Twenty  Dollars 
($20.00)  for  each  and  every  working  day  that  the  said  Contractor 
shall  be  in  default.  Said  sup  of  Twenty  Dollars  ($20.00)  per  day, 
in  view  of  the  difficulty  of  estimating  such  damages  with  exact- 
ness is  hereby  expressly  fixed,  estimated,  computed  and  determined 


and  agreed  upon  as  the  damages  which  will  be  suffered  by  the  said 
City  by  reason  of  such  defaults.  It  Is  also  understood  and  sgreed 
by  the  parties  of  the  contract  that  the  liquidated  damages  herein- 
before mentioned  are  in  lieu  of  the  actual  damages  arising  from 
such  breaches  of  this  contract;  which  said  sums  the  City  shall  have 
the  right  to  deduct  from  any  moneys  in  its  hands,  otherwise  due,  or 
to  become  due,  to  said  Contractor,  or  to  sue  for  and  recover  compen- 
sation or  damages  for  non-performance  of  this  contract  at  the  t'me 
stipulated  herein  and  provided  for. 

Article  6.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assing  or 
transfer  this  contract;  or  sublet  any  part  of  the  work  embraced 
in  it,  except  with  the  written  consent  of  the  City  to  do  so* 

It  is  further  agreed  that  all  parts  of  the  work  which  may 
be  performed  by  a subcontractor  shall  conform  to  the  plans  and 
specifications  and  be  subject  to  all  the  provisions  of  this  agree- 
ment exactly  as  if  performed  by  the  Contractor  add  his  immediate 
employees  and  workmen.  No  subletting  of  the  work  shall  in  any  way 
diminish  or  weaken  the  responsibility  of  the  Contractor  for  all 
parts  of  the  work  or  lessen  his  obligations  and  liabilities  under 
this  agreement. 

It  is  likewise  agreed  that  the  Contractor  shall  not 
assign,  either  legally  or  equitably,  any  of  the  moneys  payable  to 
him  under  this  agreement,  or  his  claim  thereto,  except  with  the 
written  consent  of  the  City. 

Article  7.  City's  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall 
be  adjudged  a bankrupt,  or  if  he  should  make  a general  assingment 
for  the  benefit  of  his  creditors,  or  if  a receiver  should  be  appointed 
on  account  of  his  insolvency,  or  if  he  should  persistently  or  ue- 
peatedly  fail  to  supply  enough  properly  skilled  workmen  or  sufficient 
suitable  materials  for  the  wrrk,  or  if  he  should  habitually  fail  to 
make  prompt  payment  to  subcontractors  or  to  pay  promptly  for  mater- 
ials and  labor,  or  If  he  should  persistently  disregard  laws  or  or- 
dinances or  the  directions  of  the  Engineer,  or  If  he  shoule  wil- 
fully and  repeatedly  violate  any  of  the  substantial  provisions  of 
this  agreement,  then  and  in  such  case  the  C’ty,  upon  the  certifi- 
cate of  the  Engineer  stating  that  sufficient  cause  exists  to  jus- 
tify such  action,  and  stating  the  nature  of  said  cause,  and  after 
giving  the  Contractor  and  his  sureties  written  notice  thereof,  may 
order  him  to  discontinue  all  work  under  this  co  ntract,  or  any 
part  thereof,  and  thereupon  he  shall  at  ance  discontinue  such  work, 
or  such  part  thereof,  and  shall  cease  to  have  any  right  to  the 
possession  of  the  ground;  and  the  City  shall  have  the  right  to 
finish  the  work,  or  such  part  thereof,  by  contract  or  otherwise  as 


it  may  elect,  and  for  that  purpose  to  take  possession  and  make  use 
of  such  materials,  tools,  building  appliances  and  equipment  as  may  be 
found  upon  the  work,  and  to  charge  the  cost  and  expense  of  such 
completion  to  the  Contractor.  In  such  case  the  Contractor  shall  not 
be  entitled  to  rece've  any  further  payment  until  the  work  is  finished. 
If  the  unpaid  balance  of  the  contract  price  shall  exceed  the  expense 
of  finishing  the  work,  including  compensation  for  additional  managerial 
and  administrative  services,  the  amount  of  such  excess  shall  be  paid 
to  the  Contractor;  and  if  such  expense  shall  exceed  such  unpaid 
balance,  the  Contractor  shall  pay  to  the  City  the  amount  of  such  excess 

It  is  expressly  stipulated  and  agreed  that  from  and  after 
the  order  to  discontinue  work,  and  until  such  work  shall  have  been 
finally  completed  by  the  City,  neither  the  Contractor  nor  any  of  his 
agents  or  employees  shall  remove,  or  make  any  effort,  directly  or  in- 
directly, to  remove  any  of  the  above  mentioned  materials,  tools, 
building  appliances  or  equipment  from  the  points  at  which  they  were 
located  on  the  date  of  said  order,  except  upon  the  written  consent  of 
the  City  to  do  so* 

It  is  further  understood  and  agreed  that  the  forego1 ng  pro- 
visions of  this  article  are  without  prejudice  to  any  other  right  or 
remedy  which  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work  to  be 
done  under  this  agreement  shall  be  in  accordance  with  and  governed  by 
the  plans  and  specifications  therefor  which  are  on  file  in  the  office 
of  the  Board  of  Public  Works,  and  of  v\hich  copies  are  appended  hereto 
and  which  form  a part  of  this  agreement. 

The  arrangement  in  the  building  of  the  equipment  to  be 
furnished  under  this  contract  is  shown  in  an  original  set  of  drawings 
22  inches  by  34  inches  in  overall  dimensions  entitled  "City  of 
Port  Wayne,  Indiana,  Waterworks  Improvements.  Anthony  Boulevard  Dam 

and  Pumping  Station Piping  Plans  and  Piping  Section*"  prepared  by 

Hoad,  Decker,  Shoecraft  and  Drury  and  bearing  date  of  October,  1932. 
^'hese  drawings  were  prepared  for  use  w 1 th  Contract  No.  14,  but  they 
show  the  ralationsh ' p of  the  pumps  with  the  piping  and  building 
structure.  The  operating  conditions  anc3  desired  characteristics  of 
the  equipment  are  shown  on  an  accompanying,  drawing  entitled  "Centri- 
fugal Pumping  Units  for  Anthony  Boulevard  Pumping  Station,  Desired 
Characteristics  of  Pumping  Units"  These  original  drawings  may  be 
supplemented  by  other  drawings  furnished  by  the  Contractor  and  approved 
by  the  Engineers,  showing  parts  of  the  work  in  greater  detail  or  to  a 
greater  degree  of  elaboration.  Additional  drawings  also  may  be  pre- 
pared by  the  Engineer  and  supplied  to  the  Contractor  during  the  pro- 
gress of  the  work  as  he  may  deem  to  be  necessary  of  expedient.  These 
original  and  supplementary  drawings  constitute  the  plans  according  to 


which  the  work  of  this  contract  is  to  be  done. 

For  purposes  of  facility  in  handling  in  the  office  and  on 
the  job,  the  accompanying  reduced  facsimile  reproductions  of  the 
plans  have  been  prepared  at  one-half  the  linear  scale  of  the  original 
drawings.  In  the  event  tnat  the  reduced  reproductions  are  found  to 
be  illegible  or  obscure  in  any  respect  references  shall  be  made  to 
blue  prints  of  the  original  drawings. 

The  e«?uipment  to  be  furnished  under  this  contract  is 
described  in  a set  of  specifications,  which  are  appended  hereto, 
describing  and  def^n'ng  the  nature  and  quality  of  materials  an^  the 
character  of  workmanship  which  are  to  enter  *nto  the  work  of  this 
contract.  Additional  spec J f icatbons  in  further  explanation  of  the 
work  to  be  done  may  be  prepared  by  the  Engineer  and  supplied  to  the 
Contractor  during  the  progress  of  the  work,  as  he  may  deem  to  be 
necessary  or  expedient,  or  be  required  to  be  furnished,  by  the  Con- 
tractor, subject  to  the  approval  of  the  Engineers.  Taken  altogether, 
these  are  the  specifications,  which  are  referred  to  in  Art'cle  1 and 
elsewhere  in  this  contract,  according  to  which  the  work  of  this 
contract  is  to  be  done. 

Both  plans  and  specifications  are  deemed  essential  parts 
of  this  contract,  and  shall  be  construed  as  cooperative.  Any  work 
called  for  in  the  plans  and  not  specifically  mentioned  in  the 
specifications,  or  described  in  the  specifications  and  not  par- 
tucularly  shown  on  the  plans,  is  to  be  regarded  as  included  under 
this  contract  the  same  as  if  fully  set  forth  in  the  specifications 
and  exhibited  on  the  plans.  Where  figures  or  definite  dimensions 
are  given  on  the  plans  or  in  the  specifications,  these  shall  have 
precedence  over  dimensions  taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict  shall  be 
discovered  in  either  specifications  or  plans,  or  if  in  any  place  the 
meaning  of  either  or  both  shall  be  obscure,  or  uncertain,  or  in 
dispute,  the  Engineer  shall  decide  as  to  the  true  intent  and  his 
decision  shall  be  final  and  binding. 

Article  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to  make 
alterations  in  the  plans  and  specifications  from  time  to  time  as  the 
work  progresses,  and  that  its  exercise  of  said  right  shall  not 
invalidate  this  contract  nor  weaken  any  of  the  Contractor's  obliga- 
tions under  it.  Such  alterations  shall  become  binding  upon  the 
Contractor  upon  due  notification  in  writing  by  the  Engineer.  When 
such  alterations  are  so  made,  and  in  case  the  amount  to  be  added  to 
or  subtracted  from  the  contract  sum  cannot  be  agreed  upon  in  ad- 
vance, the  cost  of  the  work  thereby  added  or  omitted  shall  be  es- 
timated by  the  Engineer,  and  the  amount  so  ascertained  shall  be 
added  to  or  deducted  from  the  contract  sum  provided  for  in  Article  12 


herein.  In  case  of  dissent  from  the  said  estimate  by  either 
party,  the  question  of  the  fair  amount  to  be  added  or  omitted 
shall  be  referred  to  three  disinterested  arbitrators,  one  to  be 
appointed  within  ten  days  by  each  of  the  parties  and  the  third 
by  the  two  thus  chosen.  In  case  the  two  arbitrators  first 
appointed  shall  fail  to  agree  upon  the  third  arbitrator  within  ten 
days,  then  either  of  the  parties  hereto,  or  both  together,  may 
request  the  Judge  of  Superior  Court  of  Allen  County,  Indiana, 
to  appoint  said  third  arbitrator.  The  decision  of  any  two  of 
said  arbitrators  shall  be  final  and  binding,  and  each  of  the 
parties  hereto  shall  pay  one-hald  of  the  expenses  of  such  reference. 

Article  10.  General  Stipulations. 

It  is  agreed  that  the  following  general  stipulations 
shall  define  certain  relationships  which  shall  be  taken  to  exist 
between  the  parties  hereto  and  shall  specify  certain  conditions 
under  which  the  contract  is  to  be  fulfilled. 

Definition  of  Terms 

Whenever  the  term  "City"  is  used  herein,  it  shall  be 
understood  to  refer  to  the  City  of  Port  Wayne,  Indiana,  or  to  its 
properly  authorized  representatives,  or  whenever  the  terms  "Mayor" 
"Board  of  Public  Works",  "City  Clerk",  or  "City  Attorney"  are  used, 
they  shall  be  understood  to  refer  to  the  Mayor  or  Board  of  Public 
Works,  or  City  Clerk  or  City  Attorney  of  the  said  City. 

whenever  the  term  "Engineer"  is  used,  it  shall  be  under- 
stood  to  refer  to  the  Engineer  placed  by  the  City  in  supervisory 
charge  for  the  City  of  the  work  covered  by  this  contract,  or  to 
his  properly  authorized  representatives. 

Whenever  the  term  "Contractor"  is  used  herein,  it  shall 
be  understood  to  refer  to  the  party  contracting  to  perform  -the 
work  to  be  done  under  this  contract,  or  to  his  legal  representatives 

Engineering  Supervision 

The  work  covered  by  thi s contract  will  be  executed  un- 
der the  engineering  supervision  of  the  Engineer,  who  shall  have 
authority  to  inspect  all  materials  and  workmanship  entering  into 
the  work,  to  furnish  all  instructions  and  information  regarding  th 
pland  and  specifications  tha$  may  be  necessary  to  supply  supple- 
mentary or  additional  plans  or  specif ieations  as  he  may  deem  ex- 
pedient, and  to  point  out  to  the  Contractor  any  disregard  of  any 
of  the  provisions  of  the  contract;  but  the  right  of  final  acceptance 
or  condemnation  of  the  work  will  not  be  waived  at  any  time  during 
its  progress. 


The  Engineer  will  set  suitable  stakes  and  marks  showing  the 
locations  and  elevations  of  starious  parts  of  the  work,  but  the  Con- 
tractor shall  provide  such  labor  and  assistance  as  the  Engineer  may 
require  in  setting  the  same.  No  work  shall  be  undertaken  until  such 
stakes  and  marks  shall  have  been  set  by  the  Engineer.  The  Contractor 
shall  take  due  and  proper  precautions  for  the  preservation  of  these 
stakes  and  marks,  and  shall  see  to  it  that  the  work  at  all  times  pro- 
ceeds in  accordance  therewith. 

The  Engineer  may  provide  for  the  inspection  of  any  or  all 
materials  or  workmanship  used  or  intended  to  be  used  under  thi s con- 
tract, by  assistants  under  his  direction,  or  otherwise,  as  he  may 
deem  to  be  advisable  or  expedient;  but  no  inspection  sha  1 relieve  the 
Contractor  of  his  fundamental  obligations  to  fully  meet  all  the  re- 
quirements of  his  contract.  Such  inspection  may  cover  any  or  all  parts 
of  the  work,  and  may  extend  to  and  include  thepreparation  or  munufac- 
ture  of  any  materials  or  fabricated  articles  intended  to  be  incorporated 
in  the  work.  The  Contractor  shall  furnish,  upon  request  therefor  by 
the  Engineer  such  samples  for  examination  or  testing  as  the  Engineer 
may  prescribe.  The  Contractor  shall  furnish  such  labor  and  assistance 
as  may  be  necessary  for  the  proper  handling  of  materials  in  all  in- 
spections and  tests  that  aay  be  required. 

Any  materials  or  fabricated  articles  furnished  by  the  Con- 
tractor to  be  used  in  this  work  which  shall  not,  in  the  judgment  of  the 
Engineer,  be  equal  to  the  requirements  of  the  plans  anr>  specifications 
may  be  rejected  by  the  Engineer;  and  such  rejected  materials  or  articles 
shall  not  be  used,  but  shall  be  immediately  removed  by  the  Contractor 
from  the  site  of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  employees 
may,  at  any  time  and  for  any  purpose,  enter  upon  the  work  and  upon  the 
premises  occupied  by  the  Contractor,  and  the  Contractor  shall  provide 
proper  and  safe  facilities  by  which  they  may  have  convenient  access  to 
such  parts  of  the  work  as  may  be  required. 

Measurement 

Hue  and  proper  measurements  will  be  taken  by  the  Engineer 
during  the  progress  of  thw  work,  and  his  estimates  based  upon  such 
measurements  shall  be  final  and  conclusive  evidence  of  the  amount  of 
work  performed  under  this  contract. 

Patents  and  Patent  Rights 

The  Contractor  shall  protect  and  sarve  the  Cily  harmless 
against  all  claims  or  actions  brought  aga'nst  the  City  by  reason  of  any 
actual  or  alleged  infringement  upon  patent  rights  in  any  article, 
material,  process,  machine  or  appliance  used  by  him  in  this  work.  ' 


Protection  Against  Accidents 
The  Contractor  shall  put  up  and  shall  maintain  during 
the  continuance  of  the  work  such  barriers,  red  lights,  and  other 
protective  devices  as  will  effectually  prevent  any  accident  in 
consequence  of  his  work;  and  he  shall  be  liable  for  all  accident 
and  damages  occasioned  in  any  way  by  his  acts  or  neglect,  or  by 
the  acts  or  neglect  of  his  agents,  employees  or  workmen. 

Responsibility  for  Damage  to  Work 
The  Contractor  shall  assume  full  respeonsibility  for 
loss  or  damage  to  the  work  during  the  ent're  construction  period 
resulting  from  caving  earth  and  from  storms,  floods,  frosts  and 
other  adverse  weather  conditions,  and  from  all  other  causes 
whatsoever  not  directly  due  to  the  acts  or  neglect  of  the  City, 
and  shall  turn  the  finished  work  over  to  the  City  in  good  con- 
dition and  repair  at  the  time  of  the  final  estimate.  This 
responsibility  of  the  Contractor  shall  cover  all  those  elements 
included  as  extra  work  under  this  contract  in  exactly  the  same 
manner  as  the  regular  work  is  covered. 

Storage  of  Materials 

Materials  and  equipment  distributed,  stored  or  placed 
upon  or  near  the  site  of  the  work  sail  at  all  times  be  so  dis- 
posed as  not  to  interfere  with  work  being  prosecuted  directly  by 
the  City  or  by  other  contractors  in  the  City's  employ,  or  with 
street  drainage,  fire  hydrants  or  other  public  services.  The 
unloading,  transporting  an^  storing  of  construction  materials 
and  equipment  must  be  so  carried  out  so  as  not  to  interfere  any 
more  than  may  be  necessary  with  the  ordinary  traffic  on  streets 
or  public  ways. 

Labor  Lawa  and  Ordinances 
The  Contractor  shall  obey  and  abide  by  all  the  or- 
dinances of  the  City  of  Port  Wayne  and  the  State  of  Indiana, 
relating  to  the  employment  of  labor  on  public  work  and  re- 
gulating or  applying  to  public  improvements. 

Permits  and  Regulations 

The  Contractor  shall  secure  and  bear  the  cost  of  any 
permits  or  licenses  of  a temporary  nature  necessary  for  the  pro- 
secution of  the  work.  In  particular,  he  shall  secure  and  bear 
the  cost  of  shutting  off  and  turning  on  public  services  of  every 
nature  which  may  be  required  by  bis  operations.  Where  such  dis- 
continueance  of  service  affect?  eonsumers  due  and  sufficient 
notice  shall  be  served  upon  those  so  affected. 


Employment  of  Fort  Wayne  Labor 

In  the  employment  of  labor  on  this  contract  preference 
shall  be  ginen,  wherever  possible,  to  married  tax-paying  residents 
of  the  City  of  Fort  Wayne. 

Workemn's  Compensation 

The  Contractor  shall  comply  with  the  Revisions  of  the 
Indiana  Workmen's  Compensation  Act,  and  he  shall  furnish  to  the 
City  a certificate  from  the  Industrial  Board  of  Indiana  certifying 
to  such  compliance. 

Disorderly  Eirmloyees 

Disorderly,  intemperate  or  incompetent  persona  must  not 
be  employed,  retained,  or  allowed  upon  the  work,  Any  foreman  or 
workman  who  refuses  or  neglects  to  comply  with  the  directions  of 
the  Engineer  in  the  matter  of  personal  conduct  shall,  at  the  re- 
wuest  of  the  Engineer,  be  promptly  discharged  and  shall  not  there- 
after br  re-employed  without  consent  of  the  Engineer. 

Relation  to  Other  Contractors 

The  Contractor  shall  so  conduct  his  operations  as  not 
to  interfere  with  or  injure  the  work  of  other  contractors  or 
workmen  employed  by  the  City  on  adjoining  or  related  work,  and  he 
shall  promptly  make  good  any  injury  or  damage  which  may  be  drne  to 
such  work  by  him  or  his  employees  or  agents.  In  case  of  con- 
flict w'th  the  work  of  other  contractors,  the  Engineer  shall  decide 
which  contractor  shall  cease  work  for  the  time  being  and  which  shall 
continue  at  the  same  time,  and  in  what  manner.  In  case  the  terri- 
tory of  one  contract  should  be  the  necessary  means  of  access  to 
another  contract,  the  Engineer  shall  have  power  to  grant  reasonable 
privileges  with  respect  to  the  transportation  or  movement  of  men, 
animals,  appliances  or  materials  as  he  may  adjudge  to  be  necessary 
or  expedient  and  in  the  best  interests  of  the  City.  Any  decision 
which  the  Engineer  may  make  as  to  the  method  and  time  of  conducting 
work  or  the  use  of  territory  shall  not  be  made  the  basis  of  any 
claim  for  damages,  but  an  extension  of  time  may  be  claimed,  if 
justified  by  the  Circumstances,  the  same  in  the  ease  of  other  de- 
lays caused  by  the  acts  of  the  City.  Any  difference  of  opinion 
or  conflict  of  interest  which  may  arise  between  this  contractor 
and  other  contractors  or  workmen  of  the  City  in  regard  to  adjoin- 
ing work  shall  be  determined  and  adjusted  by  the  Engineer. 

Cleaning  Up 

Upon  the  completion  of  the  actual  work  of  construction  th 
Contractor  shall  clean  up  and  leave  in  neat  condition  all  the  pre- 
mises he  has  occupied  during  the  construction  period.  Before  the 
time  of  the  final  estimate,  the  Contractor  shall  remove  from  the 
premises,  all  surplus  excavated  material,  debris  and  rubbish  and 


all  unused  materials,  together  with  all  tools  and  equipment,  or  shall 
deposit  them  at  such  points  and  in  such  manner  as  the  Engineer  may  re- 
quire. 

Before  leaving  the  work  he  shall  repair  and  replace  all 
surfaces  and  underground  structures  which  may  have  been  damaged  by 
him  during  the  progress  of  the  work. 

Article  11.  guarantee 

It  is  agreed  that  all  materials  and  workmanship  furnished 
hereunder  shall  be  first  class  and  fred  from  defects,  and  that  the 
Contractor  will,  upon  notice  and  without  delay,  make  good  or  repair, 
without  expense  to  the  City,  the  whole  or  any  part  of  the  equipment 
furnished  by  him  hereunder  which  shall,  with5n  a year  from  the  dqte  of 
acceptance  of  the  completed  work,  fail  or  develop  unfitness  for  the 
purpose  for  which  it  is  intended,  as  the  result  of  any  defect  in  de- 
sign, material  or  workmanship. 

The  Contractor  further  guarantees  that  the  overall,  or 
wire  to  water,  eificieney  of  each  unit  when  operating  at  the  specified 
ratings  under  the  conditions  of  the  performance  test,  shall  be  as 
follows:  < 


Overall 

Efficiency 


Item 

Capacity 

Total  Head 

Speed 

of  each 

No. 

gpm 

Feet 

Unit 

1 Low  Speed 

12,600 

29.0 

450 

76.6 

High  " 

20,500 

43.5 

600 

77.6 

2 Low  Speed 

10,500 

25.0 

450 

74.1 

High  " 

18,000 

37.5 

600 

77.6 

3 Low  Speed 

8,400 

23.0 

450 

72.8 

High  " 

15,100 

32.5 

600 

74.9 

4 Constant 

7,000 

22.0 

514 

73.4 

Speed 


Article  12.  Contractor's  Obligation  to  Pay  Bills. 

It  is  agreed  that  before  the  Contractor  shall  demand  partial 
or  final  estimates  or  payments  he  will  furnish  to  the  City,  if  and 
when  requested  to  do  so,  supported,  if  requested,  by  sworn  statements, 
satisfactory  evidence  that  all  persons  that  have  supplied  labor, 
materials,  or  equipment  for  the  work  embraced  under  this  contract 
have  been  fully  paid  for  the  same;  and  that  in  case  such  evidence 
be  not  furnished  as  aforesaid,  such  sums  as  the  City  may  deem  necessary 
to  meet  the  lawful  claims  of  such  persons  may  be  retained  by  the 
City  form  any  moneys  that  may  be  due  or  become  due  to  the  Contractor 
under  this  agreement  until  such  liabilities  shall  be  fully  discharged 
and  the  evidence  thereof  be  furnished  to  the  City. 

Article  13.  City's  Obligation  to  Pay  Contractor. 

And  it  is  agreed  that,  In  consideration  of  the  faithful  and 
entire  performance  by  the  Contractor  of  his  obligations  under  this 
agreement,  the  said  City  shall  pay  to  the  said  Contractor,  at  the 
times  and  in  the  manner  hereinafter  stipulated,  the  contract  sum  as 
determined  by  the  following  schedule  of  unit  prices,  to  wit: 


Item  1.  For  one  two-epee'1  12,600/21,000  g.p.m.  unit. 


I 


the  price  of  Six  Thousand  Five  Hundred  and  no/108  Dollars 
($6500.00) 

Item  2.  For  one  two-speed  12,600/21,000  g.p.m.  unit, 
the  price  of  Six  Thousand  Fifteen  and  no/100  Dollars  ($6015.00) 
Item  3.  For  one  two-speed  8,400/15,400  g.p.m.  unit, 
the  price  of  Five  Thousand  Sixty  and  no/100  Dollars  ($5060.00) 

Item  4.  For  one  constant  speed  7,000  g.p.m.  pumping 
unit,  the  price  of  Two  Thousand  Seven  Hundred  Ninety  and  no/100 
Dollars  ($2790.00)  but  increased  by  such  sums  for  extra  work  as 
may  become  due  and  payable  to  the  Contractor  under  the  provisions 
of  Article  2 herein,  and  diminished  by  such  sums  as  the  City  may 
lawfully  deduct  and  retain  as  liquidated  damages  under  the  pro- 
visions of  Article  5 herein,  and  modified  by  such  sums  as  may  be 
determine'1  by  reason  of  any  alterations  which  may  have  been  made 
in  the  work  under ' the  provisions  of  Article  9 herein,  and 
diminished  by  such  sums  as  the  City  may  lawfully  deduct  and  re- 
tain in  compensation  for  the  failure  of  the  equipment  to  fulfill 
the  guarantee  made  for  it. 

Payments  to  the  Contractor  for  the  performance  by  him 
of  his  obligations  under  this  contract  shall  be  made  as  follows: 

Fifty  per  cent  (50$)  of  the  contract  sum  when  the 
equipment  and  materials  shall  have  been  delivered  f.o.b.  cars. 

Fort  Wayne,  Indiana,  after  authorized  shipment. 

Thirty  per  cent  (30$)  of  the  Contract  sum  when  the 
equipment  shall  have  been  erected  and  placed  in  satisfactory 
operating  condition  in  the  Anthony  Boulevard  pulping  station. 

If  the  completion  of  delivery  or  erection  of  the  eouip- 
ment  is  delayed  for  any  reason  not  due  to  the  fault  or  neglect 
of  the  Contractor,  the  Engineer  will  make  progress  estimates, 
about  once  each  month,  of  the  amount  and  value  of  the  equipment 
that  has  been  delivered  or  arected.  As  soon  as  practicable  after 
such  estimate  is  made  up  and  certified,  and  upon  its  approval  by 
the  Board  of  Public  Works,  the  City  will  pay  to  the  Contractor, 
on  Account,  a sum  equal  to  80  per  cent  (80$)  of  the  amount  of  such 
estimate,  except  that  the  City  may  deduct  and  retain  out  of  any 
such  partial  payment  a sum  sufficient  to  meet  any  undischarged 
obligations  of  the  Contractor  for  labor,  materials,  and  equipment 
furnished  for  the  wor^:,  in  accordance  with  the  provisions  of  Article 
12  herein. 


The  balance  of  the  total  amound  due  not  less  than  thirty 
days  after  the  equipment  shall  have  been  erected,  tested  and 
proved  to  fulfill  the  requirements  of  the  contract  in  all  respects, 
provided  that  no  defects  in  any  part  of  said  equipment  or  its 
appurtenances  shall  have  developed  in  the  meanwhile;  and  provided 
further,  ihat  if  within  ninety  days  after  the  dete  of  completion 
of  delivery  of  equipment  at  Fort  Wayne,  it  shall  not  have  been 
erected  and  tested  for  ay  reason  not  due  to  the  fault  oh  neg- 
lect of  the  Contractor,  the  City  shall  pay  to  the  Contractor  ten 
per  cent  (10%)  of  the  contract  sum  at  the  end  of  such  ninety-day 
period.  The  balance  of  the  total  amound  due  shall  be  reta'ned  by 
the  City  until  the  equipment  shall  have  been  erected,  tested  and 
proved  to  fulfill  the  requirements  of  the  contract. 

Mo  progress  estimate  made  or  certified  by  the  Engineer 
and  no  partial  payment  made  to  the  Contractor  by  the  City  shall  be 
deemed  on  construed  as  an  acceptance  of  any  part  of  the  work  under 
this  contract. 

The  Contractor  shall  file  with  the  City  a sworn  state- 
ment that  all  claims  for  accounts  due  for  labor,  materials  and 
equipment  furnished  for  this  work  have  been  paid  in  full,  or  he 
shall  file,  in  lieu  thereof,  a sworn  statement  shwwing  in  detail 
the  nature  and  amount  of  all  unpaid  claims  for  said  labor, 
materials  and  equipment. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  sfct  their 
hands  and  seals,  * n quadruplicate,  the  day  and  year  first  above 
written. 

Approved:  CITY  OF  FORT  WAYNE,  INDIANA 

Wm.  J.  Hosey,  Mayor  By  WM.  J.  HOSEY,  Mayor 


Approved  as  to  form  and  execution 
Wm.  Fruechtenicht,  City  Attorney 

R.  S.  MC  NAMEE 


BOARD  OF  PUBLIC  WORKS: 

John  C.  Trier 
David  Erwin 
C.  A.  Ramsey 

Attest:  Scott  S.  Snyder 

Secretary 

WORTHINGTON  PUMP  AND  MACHINERY 
CORPORATION 
By  E.  W.  Vinredge 
District  Sales  Manager 


NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  cgreemenl 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works,  and  the  Worth- 
ington Pump  and  Machinery  Corporation  of  New  Jersey,  for  the  fur- 
nishing, erection,  and  placing  in  operation  certain  motor-driven 
pumping  units  and  miscellaneous  appurtenances  in  accordance  with 
and  conformity  to  the  plans  and  specifications  therefore,  which 


contract  and  agreement  Is  more  specifically  set  forth  In  the 
preamble  hereto,  be  and  the  same  Is  hereby  in  all  things  ratified 
and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

(Signed)  AUGUST  WEISENBURGER 
(Ayes  14-Nays  2) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  hel^  on  the  11  day 
of  July,  1933,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached  and  known  as 
GENERAL  ORDINANCE  NO.  1743 

M.  L.  BURNS,  President  MLLDRED  W.  FUHRMAN^ Deputy  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  Of 
July,  1933. 


MILDRED  W.  FUHRMAN,  Deputy  City  Clerk 


Approved  this  20  day  of  July,  1933. 

WM.  J.  HOSEY, 


Mayor 


GENERAL  ORDINANCE  NO.  1744 


An  Ordinance  Ratifying  and  approving  a certain  contract 
made  and  entered  into  by  and  between  the  City  of  Port  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works  and  Buesching 
and  Hagerman  and  Company  of  Fort  Wayne,  Indiana,  for  the  construc- 
tion of  the  Robinson  Park  Inpounding  Dam  under  Contract  13  of  the 
Fort  Wayne  Water  Filtration  Plant. 

WHEREAS  on  the  27  day  of  September,  1932,  the  City  of 
Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works, 
and  Buesching  and  Hagerman  and  Company  of  Fort  Wpyne,  Indiana, 
entered  into  a con  ract  for  the  erection  and  construction  of  the 
Robinson  Park  Impounding  Dam  under  Contract  13  of  the  Fort  Wayne 
Water  Works  Filtration  Plant,  which  contract  is  in  the  following 
words  and  figures,  to-wlt: 

AGREEMENT 

This  memorandum  of  agreement,  made  this  27  day  of 
September,  1932,  by  and  between  the  City  of  Fort  Wayne,  Indiana, 
a municipal  corporation,  party  of  the  first  part,  hereinafter 
called  the  City,  and  Bues  hlng,  Hagerman  and  Company  of  Fort  W^yne, 
County  of  Allen,  State  of  Indiana,  party  of  the  second  part,  here- 
inafter called  the  Contractor,  under  and  by  virtue  of  an  act  of 
the  General  Assembly  of  the  State  of  Indiana,  en^tled  "An  Act 
Concerning  Municipal  Corporations'* , approved  May  6,  1905,  and  all 
acts  mandatory  thereof  and  supplementary  thereto,  WITNESSETH: 

That  the  said  parties,  each  in  consideration  of  the 
covenants  and  agreements  on  the  part  of  the  other  herein  con- 
tained, have  covenanted  and  agreed  and  do  hereby  covenant  and 
agree,  the  party  of  the  first  part  for  itself,  and  the  party  of 
the  second  part  for  themselves  and  their  heirs,  executors,  ad- 
ministrators, and  assigns  as  set  forth  in  the  following  Articles 
of  Agreement: 

Article  1.  Contractor’s  Obligation  to  do  Work. 

It  is  agreed  that  the  Contractor  shall  build  and  con- 
struct the  Robinson  Park  Impounding  Dnm  for  the  said  City  and 
that  he  shall  furnish  all  material,  all  equipment,  tools  and  build- 
ing appliances  and  all  labor,  power  and  transportation  necessary 
therefor;  and  that  all  shall  be  done  in  full  accordance  with  and 
conformity  to  the  plans  and  specifications  therefor  which  are 
hereto  attached  and  made  a part  of  this  agreement. 

It  is  further  agreed  that  the  work  shall  be  done  using 
the  following  named  materials  and  products  offered  as  base  pro- 
posal or  alternates  in  the  proposal: 

2.  Concrete  reinforced  bars  of  rerolled  rail  stteel. 

Other  items  as  in  base  proposal. 


Article  2.  Extra  Work 


It  is  agreed  that  the  said  Contractor  shall  do  such  incidental 
or  extra  work  in  connection  with  this  contract  as  the  said  City  may  es- 
pecially order  in  writing.  Such  extra  work  maj  be  paid  for  at  prices 
mutually  agreed  upon  at  the  time  by  the  said  City  and  the  Contractor. 

But  if  such  extra  work,  or  any  part  thereof,  be  of  a kind  for  which  no 
price  has  been  mutually  agreed  upon  in  the  advance,  then  the  said  City 
will  pay,  and  the  Contractor  snail  accept,  as  full  compensation  for  such 
work  an  amount  equal  to  the  actual  and  necessary  net  cost  in  money  to  the 
Contractor  for  labor  and  materials  actually  used  therein  or  expended 
thereon,  plus  fifteen  (15$)  of  such  net  cost  for  superintendence,  power, 
the  use  of  tools  and  plant,  liability  insurance,  and  all  overhead  and  in- 
cidental expenses. 

During  the  progress  of  any  extra  w rk  which  *s  to  be  paid  for 
on  the  basis  of  net  cost  plus  fifteen  per  cent,  the  Contractor  dhall 
furnish  to  the  said  City  at  the  end  of  each  day,  suitable  time  slips 
showing  the  name  of  and  the  number  of  hours  worked  by  each  workman 
employed  thereon,  the  nature  of  the  work  performed  by  such  workmen, 
and  his  rate  of  pay;  together  with  suitable  and  adequate  memoranda 
of  the  materials  used  therein,  showing  the  character  and  amount  of 
each  such  material,  the  sources  from  which  it  was  purchased,  and  the 
price  paid  or  to  be  paid  therefor. 

The  said  City  may  at  its  discretion  furnish  to  the  Con- 
tractor any  materials  or  supplies  or  transportation  reauire-  for 
extra  work,  sn^  the  Contractor  shall  not  be  entitled  to  any  allowance 
or  percentage  on  account  of  materials  or  supplies  or  transportation 
so  furnished. 

It  is  agreed  that  all  extra  work  that  may  be  ordered  and 
performed  under  the  provisions  of  this  article  shall  be  done  by  the 
Contractor  in  an  effective  and  workmanlike  manner,  and  shall  be  jub- 
ject  to  the  same  restrictions  and  liabilities  as  those  which  apply 
to  the  general  work  of  this  contract;  and  the  Contractor  will  be 
responsible  for  the  maintenance  and  protection  of  such  extra  work 
until  the  time  of  the  final  acceptance  of  the  entire  job  by  the  City. 

And  it  is  further  agreed  that  no  claim  against  the  City 
on  account  of  extra  work  shall  be  valid  unless  such  extra  work  has 
been  previously  ordered  in  writing,  and  unlwss  such  claim  has  been 
presented  for  payment  as  soon  as  practicable  after  the  completion  of 
such  extra  work  and  before  the  mak’ng  up  of  the  final  estimate 

Article  3.  Time. 

It  is  agreed  that  the  said  Contractor  will  begin  work  un- 
der this  contract  within  ten  days  after  the  signing  of  the  agree- 
ment and  that  he  will  prosecute  it  with  all  due  diligence  thereafter 
at  such  points  and  with  such  force  and  in  such  manner  and  at  such 

rate  as  will  bring  the  entire  work  to  completion  within  six  (6) 


months  after  ratification  by  the  Common  Council,  except  as  such  time 
limits  may  be  advanced  in  accordance  with  the  provisions  of  Article  4 
herein;  the  time  of  beginning,  rate  of  progress  and  date  of  completion 
being  considered  as  essential  elements  of  the  contract. 

Article  4.  Extension  of  Time. 

It  is  agreed  that  if  the  Contractor  shall  be  unavoid- 
ably delayed  in  beginning  or  fulfilling  this  contract  by  reason  of  ex- 
cessive storm  or  floods,  or  by  acts  of  Providence,  or  by  general  strikes, 
or  by  court  injunction,  or  by  the  stopping  of  the  work  by  the  said  City 
because  of  any  emergency  or  public  necessity  or  by  reason  of  extra  work 
ordered  by  the  said  City,  or  by  any  act,  neglect,  delay,  or  default  on 
the  part  of  the  said  City,  the  Contractor  shall  have  no  valid  claim  for 
damages  on  account  of  any  cause  or  delay,  but  he  shall  in  such  case  be 
entitled  to  such  an,  extension  or  advancement  of  the  time  periods  sped- 

fled  in  Article  3.  herein  as  the  Engineer  whall  adjudge  to  be  just  and 

% 

reasonable;  provided,  however,  that  formal  claim  for  such  extension  shall 
be  made  in  writing  by  the  Contractor  within  a week  after  the  date  upon 
which  such  alleged  cause  or  delay  shall  have  occurred.  The  closing  down 
of  the  work  during  the  winter  season  on  account  of  cold  weather  or  the 
interference  with  work  by  flood  stages  in  the  St.  Joseph  River  shall  not 
be  taken  as  entitling  the  Contractor  to  any  extension  of  time  within 
the  meaning  of  this  article. 

Article  5.  Liquidated  Damgges  and  Benefits. 

It  is  expressly  covenanted  and  agreed  by  and  between  the 
parties  hereto  that  time  is  and  shall  be  considered  as  of  the  essence  of 
this  contract  which  provides  for  the  construction  of  an  essential  com- 
ponent of  the  City's  new  water  supply  system  and  without  which  the 
new  water  supply  system  cannot  be  operated  to  render  the  service  for 
which  it  is  intended.  In  the  event  that  the  said  Contractor  shall 
fail  In  due  performance  of  the  work  to  be  performed  under  this 
contract,  by  and  at  the  date  mentioned  and  established  in  Article  3, 
or  by  some  other  certain  date  subsequent  to  this  to  which  the  time 
limit  for  the  completion  of  the  work  may  have  been  advanced  under  the 
provisions  of  Article  4,  the  said  Contractor  shall  pay  unto  the  said 
city,  as  and  for  liquidated  damages  and  not  as  a penalty,  the  sum  of 
one  hundred  fifty  dollars  ($150.00)  for  each  and  every  working  day 
that  the  said  Contractor  shall  overrun  such  time  limit;  and  in  the 
event  that  the  said  Contractor  shall  complete  the  entire  work  to  be 
performed  under  this  contract  before  the  date  mentioned  and  established 
in  Art'cle  3,  but  not  before  March  1,  1933,  and  without  any  allowance 
for  extensions  of  time  beyond  said  date  mentioned  and  establ?shed  in 
Article  3,  the  said  city  shall  pay  unto  the  said  Contractor,  as  and 
for  liquidated  benefits,  but  not  as  a bonus,  the  sum  of  one  hundred 
dollars  ($100.00)  for  each  and  every  working  day  that  the  work  shall 
have  been  completed  prior  to  the  stipulated  date  of  completion. 


Said  rate?,  in  view  of  the  difficulty  of  es4Imating  the  actual  damages 
and  benefits  with  exactness,  are  hereby  expressly  fixed,  estimated, 
computed,  determined  and  agreed  upon  as  the  damages  or  benefits  which 
will  accrue  to  the  said  city  by  reason  of  late  or  Early  completion. 

It  is  also  understood  and  agreed  between  the  parties  to  this  con- 
tract that  such  liquidated  damages  and  benefits  shall  be  considered 
as  being  in  lieu  of  the  actual  damages  and  benef 4 ts  which  may  arise 
because  of  completion  at  some  other  date  than  the  one  herein  stipu- 
lated. The  city  shall  have  the  right  to  deduct  and  retain  from  any 
moneys  in  its  hands  otherwise  due,  or  to  become  due,  to  the  sa  d 
Contractor  the  amount  calculated  upon  the  above  basis  to  cover  liquidated 
damages  and  the  ci ty  will  make  additional  payment  to  the  Contractor 
of  the  amount  calculate^  upon  the  above  basis  to  cover  liquidated 
benefits . 

Article  6.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assign  or  transfer 
this  contract;  or  sublet  any  part  of  the  work  embraced  in  it,  except 
with  the  written  consent  of  the  City  to  do  so. 

It  is  further  agreed  that  all  parts  of  the  work  which  may 

be  performed  by  a subcontractor  shall  conform  to  the  plans  and  speci- 

fications and  be  subject  to  all  the  provisions  of  this  agreement 
exa  tly  as  if  performed  by  the  Contractor  and  his  immediate  employees 

and  workmen.  Mo  subletting  of  the  work  shall  in  any  way  diminish  or 

weaken  the  responsibility  of  the  Contractor  for  all  parts  of  the  work 
or  lessen  his  obligations  and  liabilities  under  this  agreement. 

It  Is  likewise  agreed  that  the  Contractor  shall  not  assign, 
either  legally  or  equitably,  any  of  the  moneys  payable  to  h'm  under 
this  agreement,  or  his  claim  thereto,  except  with  the  written  consent 
of  the  City. 

Article  7.  City’s  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall  be 
adjudged  a bankrupt,  or  if  he  should  make  a general  assignment  for  the 
benefit  of  his  creditors,  or  if  a receiver  should  be  appointed  on 
account  of  his  insolvency,  or  if  he  shauld  perisitently  or  Eepeatedly 
fail  to  supply  enough  properly  skilled  workmen  or  sufficient  suitable 
materials  for  the  work,  or  if  he  should  habitually  fail  to  make  prompt 
payment  to  subcontractors  or  to  pay  promptly  for  materials  and  labor, 
or  if  he  should  persistently  disregard  laws  or  ordinances  or  the 
directions  of  the  Engineer,  or  if  he  should  wilfully  and  repeatedly 
violate  any  of  the  substantial  provisions  of  this  agreement,  then  and 
in  such  case  the  City,  upon  the  certificate  of  the  Engineer  stating 
that  sufficient  cause  exists  to  justivy  such  action  and  stat’ng  the 
nature  of  said  cause,  and  after  giving  the  Contractor  an^  his  sureties 
written  notice  thereof,  may  order  him  to  discontinue  all  work  under 
this  contract,  or  any  part  thereof,  and  thereupon  he  shall  at  once 


discontinue  such  work,  or  such  part  thereof,  and  shall  cease 
to  have  any  right  to  the  possession  of  the  ground;  and  the  City 
shall  have  the  right  to  finish  the  work,  or  such  part  thereof, 
by  contract  Dr  otherwise  as  it  may  elect,  and  for  that  purpose 
to  take  possession  and  make  use  of  such  materials,  tools,  build- 
ing appliances  and  equipment  as  may  be  found  upon  the  work,  and 
to  charge  the  cost  and  expense  of  such  completion  bo  the  Contractor. 
In  such  case  the  Contractor  shall  not  be  entitled  to  receive  any 
further  payment  until  the  work  is  finished.  If  the  unpaid  bal- 
ance of  the  contract  price  shall  exceed  the  expense  of  finishing 
the  work,  including  compensation  for  additional  managerial  and 
administrative  services,  the  amount  of  such  excess  expense  shall 
exceed  such  unpaid  balance,  the  Contractor  shall  pay  to  the  City 
the  amount  of  such  excess. 

It  is  expressly  stipulated  and  agreed  that  from  and 
after  the  order  to  discontinue  work,  and  until  such  work  shall 
harve  been  finally  completed  by  the  City,  neither  the  Contractor 
nor  any  of  his  agents  or  employees  shall  remove,  or  make  any 
effort,  directly  or  indirectly,  to  remove  any  of  the  above 
mentioned  materials,  tools,  building  ap  liances  or  equipment  from 
the  points  at  which  they  were  located  on  the  date  of  said  order, 
except  uptn  the  written  consent  of  the  City  to  do  so. 

It  is  further  understood  and  agreed  that  the  foregoing 
provisions  of  this  article  are  without  prejudice  to  any  other 
right  or  remedy  which  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work 
to  be  done  under  this  agreement  shall  be  in  accordance  with  and 
governed  by  the  plans  and  specifications  therefor  which  are  on  file 
the  office  of  the  Board  of  Public  Works,  and  of  whi  ch  copied  are 
appended  hereto  snJ  which  form  a part  of  thd s agreement. 

The  locations  of  the  structures  and  improvements 
which  are  to  be  built  or  made  under  this  contract,  and  the  character 
form  and  dimensions  of  their  various  parts,  are  shown  in  an  origi- 
nal set  of  drawings,  22  inches  by  34  inches  in  overall  dimensions, 
entitled  "City  of  Fort  Wayne,  Indiana,  Water  Works  Improvements, 
Robinson  Park  Impounding  Dam,”  prepared  by  Hoad,  Decker,  Show- 
craft  and  Drury,  Consulting  Engineers,  and  bearing  date  of  August, 
1932,  These  original  draw:ngs  maj  be  supplemented  by  other 
drawings  furnished  by  the  Contractor  and  approved  by  the  Engineers, 
showing  parts  of  the  work  in  greater  detail  or  to  a greater  de- 
gree of  elaboration  Ad d* tional  drawings  also  may  be  prepared  by 
the  Engineer  and  supplied  to  the  Contractor  during  the  progress 
of  the  work  as  he  may  deem  to  be  necessary  or  expedient.  These 


original  and  supplementary  drawings  constitute  the  plans  accord- 
ing to  which  the  wDrk  of  this  contract  is  to  be  done. 

For  purposes  of  facility  in  handling  in  the  office  and 
on  the  job,  the  accompanying  reduced  facsim'le  reproductions  of 
the  plans  have  been  prepared  at  one-half  the  linear  scale  of  the 
original  drawings.  In  the  event  that  the  reduced  reproductions 
are  found  to  be  illegible  or  obscure  in  any  respect  references 
shall  be  made  to  blue  prints  of  the  original  drawings. 

The  plans  are  supplemented  and  explained  by  a set  of 
specifications,  which  are  appended  hereto,  describing  and  defin- 
ing the  nature  and  quality  of  materials  and  the  character  of  work- 
manship which  are  to  enter  into  the  work  of  this  contract. 
Additional  specifications  in  further  explanation  of  the  work  to 
be  done  may  be  prepared  by  the  Engineer  and  supplied  to  the  Con- 
tractor, subject  to  the  approval  of  the  Engineer.  Taken  alto- 
gether, these  are  the  specifications  which  are  referred  to  In 
Article  1 and  elsewhere  in  this  contract,  according  to  which  the 
work  of  this  contract  is  to  be  done. 

Both  plans  and  specifications  are  deemed  essential 
parts  of  this  contract,  and  shall  be  construed  as  co-operative. 

•^ny  work  called  for  in  the  plans  and  not  specifically  mentioned 
in  the  specifications,  or  described  in  the  specifications  and 
not  particularly  shown  on  the  plans,  is  to  be  regarded  as  included 
under  this  contract  the  same  as  if  fu__ly  set  forth  In  the  specifi- 
cations and  exhibited  on  the  plans.  Where  figures  or  definite 
dimensions  are  given  on  the  plans  or  in  the  specificat-’  ns,  these 
shall  have  precedence  over  dimensions  taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict  shall  be 
discovered  in  either  specifications  or  plans,  or  if  in  any  place 
the  meaning  of  either  or  both  shall  be  obscure,  or  uncertain,  or  In 
dispute,  the  Engineer  shall  decide  as  to  the  true  intent  and  his 
decision  shall  be  final  and  binding. 

Article  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to  make 
alterations  in  the  plans  and  specifications  from  time  to  time  as  the 
work  progresses,  and  that  its  exercise  of  said  right  shall  not 
invalidate  th's  contract  nor  weaken  any  of  the  Contractor's  obli- 
gations under  it.  Such  alterations  shall  become  binding  upon  the 
Contractor  upon  due  notification  in  writing  by  the  Engineer.  When 
such  alterations  are  so  made,  and  In  case  the  amount  to  ve  added 
to  or  subtracted  from  the  contract  sum  cannot  be  agreed  upon  in  ad- 
vance, the  cost  of  the  work  thereby  added  or  omitted  shall  be  es- 
timated by  the  Engineer,  and  the  amount  so  ascertained  shall  be 
added  to  or  deducted  from  the  contract  sum  provided  for  in  Article 
12  herein.  In  case  of  dissent  from  the  said  estimate  by  either 


party,  the  question  of  the  fair  amount  to  be  added  or  omitted 
shall  be  referred  to  three  disinterested  arbitrators,  one  to 
be  appointed  within  ten  days  by  each  of  the  parties  and  the 
third  by  the  two  thus  chosen.  In  case  the  two  arbitrators  first 
appointed  shall  fail  to  agree  upon  the  third  arbitrator  within 
ten  days  then  either  of  the  parties  hereto,  or  both  together, 
may  request  the  Judge  of  the  United  States  District  Court,  Fort 
Wayne  Division,  Northern  District  of  Indiana,  to  appoint  said 
third  arbitrator.  The  decision  of  any  t o of  said  arbitrators 
shall  be  final  and  binding,  and  ea  h of  the  parties  hereto  shall 
pay  one-half  of  the  expenses  of  such  reference. 

Article  10.  General  Stipulations. 

It  is  agreed  that  the  following  general  stipu- 
lations shall  define  certain  relationships  which  shall  be  taken 
to  exist  between  the  parties  hereto  and  shall  specify  certain 
conditions  under  which  the  contract  is  to  be  fulfilled. 

Definition  of  Terms 

Whenever  the  term  "City"  is  uded  herein,  it 
shall  be  understood  to  refer  to  theCity  of  Fort  Wayne,  Indiana, 
or  to  its  properly  authorized  representatives,  or  whenever  the 
terms  "Mayor”,  "Board  of  Public  Works",  "City  Clerk",  or  "City 
Attorney"  are  used,  they  shall  be  understood  to  refer  to  the 
Mayor,  or  Board  of  Public  Works,  or  City  Clerk,  or  City  Attorney 
of  the  said  Qity. 

Whenever  the  term  "Engineer"  is  used,  it  shall 
be  understood  to  refer  to  the  Engineer  place  d by  the  City  in 
supervisory  charge  for  the  City  of  the  work  covered  by  this  con- 
tract, or  to  his  properly  authorized  representatives. 

Whenever  the  term  "Contractor"  is  uded  herein, 
it  shall  be  understood  to  refer  to  the  party  contracting  to 
perform  the  work  to  be  done  under  this  contract,  or  to  his  legal 
representatives . 

Engineering  Supervision 
The  work  covered  by  this  contract  will  be  ex- 
ecuted under  the  engineering  supervision  of  the  Engineer,  who 
shall  have  authority  to  inspect  all  materials  and  workmanship 
entering  into  the  work,  to  furnish  all  instructions  and  infor- 
mation regarding  the  plans  and  specifications  that  may  be  necessary, 
to  supply  supplementary  or  additional  plans  or  specifications  as 
he  may  deem  expedient,  and  to  point  out  to  the  Contractor  any 
disregard  of  any  of  the  provisions  of  the  contract;  but  the  right 
of  final  acceptance  or  condemnation  of  the  work  will  not  be 
waived  at  any  time  during  its  progress. 

The  Engineer  will  set  suitable  stakes  and  marks 
showing  the  locations  and  elevations  of  various  parts  of  the  work. 


but  the  Contractor  shall  provide  such  labor  and  assistance  as  the 
Engineer  myy  require  in  setting  the  same.  No  work  shall  be  under- 
taken until  such  stakes  and  marks  shall  have  been  set  by  the  En- 
gineer. The  Contractor  shall  take  due  and  proper  precautions  for 
the  preservation  of  these  stakes  and  marks,  and  shall  see  to  it 
that  the  work  at  all  times  proceeds  in  accordance  therewith. 

The  Engineer  may  provide  for  the  inspection  of  a ny  or  all 
materials  or  workmanship  used  or  intended  to  be  used  under  th^s  con- 
tract, by  assistants  under  his  direction,  or  otherwise,  as  he  may 
deem  to  be  advisable  or  expedient;  but  no  inspection  shall  relieve 
the  Contractor  of  his  fundamental  obligations  to  fully  meet  all 
the  requirements  of  his  contract.  Such  inspection  may  cover  any 
or  all  parts  of  the  work,  and  may  extend  to  and  include  the  pre- 
paration or  manufacture  of  any  materials  or  fabricated  articles 
intended  to  be  incorporated  in  the  work.  The  Contractor  shall  fur- 
nish, upon  request  therefor  by  the  Engineer,  such  samples  for 
examination  or  testing  as  the  Engineer  may  prescribe.  The  Contractor 
shall  furnish  such  labor  and  assistance  as  may  be  necessary  for 
the  proper  handling  of  materials  in  all  inspections  and  tests  that 
may  be  required. 

Any  materials  or  Fabricated  articles  furnished  by  the  Con- 
tractor to  be  used  in  this  work  which  shall  not  "n  the  Judgment 
of  the  Engineer,  be  equal  to  the  requirements  of  the  plans  and 
specifications,  may  be  rejected  by  the  Engineer,  and  such  rejected 
materials  or  articles  shall  not  be  used,  but  shall  be  immediately 
removed  by  the  Contractor  from  the  site  of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  employees 
may,  at  any  time  and  for  any  purpose,  enter  upon  the  work  and  upon 
the  premises  occupied  by  the  Contractor,  and  the  Contractor  shall 
provide  proper  and  safe  facilities  by  which  they  may  have  con- 
venient access  to  sucn  parts  of  the  work  as  may  be  required. 

Working  Schedule 

Within  ten  calendar  days  after  the  contract  is  awarded 
to  hi-n,  the  Contractor  shall  submit  to  the  Engineer  a proposed 
program  or  schedule  of  construction  operations  showing  clearly 
just  how  he  proposes  to  conduct  the  work  so  as  to  b^ing  the  con- 
tract to  fulfillment  by  the  date  of  completion  stated.  T^is 
schedule  shall  outline  the  proposed  sequence  of  construction 
operations,  the  rates  of  progress  and  the  status  of  the  work  at 
definite  dates. 

In  general,  it  is  the  intention  and  understanding  that 
the  Contractor  shall  have  control  over  the  sequence  or  order  of 
execution  of  the  several  parts  of  the  work  to  be  done  under  this 
contract  and  over  the  methods  of  accomplishing  the  required  re- 
sults, except  as  some  particular  sequence  or  method  may  distinctly 


be  demanded  by  the  plans  and  specifications  or*  by  the  express  pro- 
visions of  tnis  agreement.  3£he  Engineer  may,  however,  make  such 
reasonable  requirements  as  may,  in  his  judgment,  be  necessary  for 
the  proper  and  effective  protection  of  work  partially  or  wholly 
completed,  and  to  these  requirements  the  Contractor  shall  strictly 
conform. 

Measurements 

Due  and  proper  measurements  will  be  taken  by  the  Engineer 
during  the  progress  of  the  work  and  his  estimates  based  upon  such 
measurements  shall  be  final  and  conclusive  evidence  of  the  amount  of 
wo^-k  performed  under  this  contract. 

Photographs 

The  Contractor  shall  furnish  during  the  term  of  this  con- 
tract progress  photographs  of  the  work  together  with  the  nega  ives. 
These  shall  be  furnished  at  an  average  rate  of  two  per  week,  one 
from  each  of  two  viewpoints.  The  Engineer  will  establish  the  position 
of  the  viewpoints  and  the  Contractor  shall  erect  observation  towers 
of  timber  or  light  steel  framework  with  platform  not  less  that 
6 feet  square  at  an  elevation  not  below  El.  790  at  each  of  these 
points.  Each  tower  shall  be  provided  with  a safe  ladder  and  shall 
be  securely  wind  braced.  One  photograph  per  week  shall  be  taken 
from  each  such  viewpoint. 

All  prints  shall  be  entitled  "City  of  Fort  Wayne,  Ind'ana, 
Water  Works  Improvements,  Rob'nson  Park  Impounding  Dam,  Contract 
No.  13"  The  date  and  serial  number  shall  be  prominently  displaced, 
in  the  lower  right-hand  corner. 

The  photograph  shall  be  7-§  by  10^  inches  over-all  with  a 
1^-inch  hinged  binding  edge  on  the  short  left  side.  They  shall  be 
glossy  finish  and  mounted  on  a cloth  back  suitable  for  binding. 

Two  prints  of  each  negative  snail  be  furnished  to  the  Board  of  Public 
works  and  one  print  of  each  to  the  Engineer.  The  Contractor  shall 
have  the  privilege  of  obtaining  as  many  prints  as  he  desires  at  his 
own  expense. 

Protect  ion  Against  Accidents 

The  Contractor  shall  put  up  and  shall  maintain  during  the 
continuance  of  the  work  such'  barriers,  red  lights,  and  other  pro- 
tective devices  as  w1 11  effectually  prevent  any  accident  in  conse- 
quence of  his  work;  and  he  she  11  be  liable  for  all  accidents  and 
damages  occasioned  ^n  any  way  by  his  acts  or  neglect,  or  by  the 
acts  or  neglect  of  his  agents,  employees  or  workmen. 

Responsibility  for  Damage  to  Work 

The  Contractor  shall  assume  full  responsibility  for  loss 
or  damage  to  the  work  during  the  entire  construction  period  result- 
ing from  caving  earth  and  from  storms,  floods,  frosts  and  other  ad- 
verse weather  conditions,  and  from  all  other  causes  whatsoever 


not  directly  due  to  the  acts  or  neglect  of  the  City,  and  shall 
turn  the  finished  work  over  to  the  City  in  good  condition  and 
repair  at  the  time  of  the  final  estimate.  This  responsibility 
of  the  Contractor  shall  cover  all  those  elements  included  as 
extra  work  under  this  contract  in  exactly  the  same  manner  as 
the  regular  work  is  covered. 

Responsibility  for  Adjoining  Structures. 

The  Contractor  shall  assume  full  responsibility  for 
the  protection  of  all  pavements,  curbs,  bridges,  street  and  steam 
railroads,  poles  and  other  surface  structures  and  all  water 
mains,  sewers,  gas  mains  and  other  underground  services  and 
structures  along  or  near  the  work  which  may  be  affected  by  any 
of  his  operations,  and  shall  indemnify,  defend  and  save  harmless 
the  City  against  all  damages  or  alleged  damages  to  any  such 
structure  arising  out  of  hi s work.  The  Contractor  shall  bear 
the  cost  of  repair  or  replacement  of  any  such  structure  damaged 
as  a result  of  his  operations.  Damaged  structures  shall  be 
repaired  or  replaced  to  the  condition  at  the  time  of  damage. 

Such  repair  or  replacement  shall  be  made  by  the  Contractor  or 
by  the  owner  'of  the  structure  as  directed  by  the  Engineer. 

Protection  of  Trees  and  Shrubbery. 

The  Contractor  shall  take  ample  precautions  to  pro- 
tect all  trees  and  shrubbery,  which  he  is  not  authorized  b.y 
the  Engineer  to  remove,  from  injury  by  workmen,  teams  or  other 
agencies  connected  with  the  work.  All  trees  liable  to  suffer 
damage  shall  be  surrounded  with  protective  posts  or  fencing  be- 
fore construction  work  begins.  In  no  event  shall  the  Con- 
tractor destroy  any  trees  without  the  approval  of  the  Engineer. 

Storage  of  Materials 

Materials  and  equipment  distributed,  stored  or  placed 
upon  or  near  the  site  of  the  work  shall  at  all  times  be  so  dis- 
posed as  not  to  interfere  with  work  being  prosecuted  directly 
by  the  City  or  by  other  contractors  in  the  City's  employ.  The 
unloasing,  transporting  and  storing  of  construction  materials 
and  equipment  must  be  so  carried  out  so  as  not  to  interfere  any 
more  than  may  be  necessary  with  the  ordinary  traffic  on  streets 
or  public  ways. 

Labor  Laws  and  Ordinances. 

The  Contractor  shall  obey  and  abide  by  all  the  ordi- 
nances of  the  City  of  Fort  Wayne  and  the  State  of  Indiana,  re- 
lating to  the  employment  of  labor  on  public  work  and  regulating 
or  applying  to  public  improvements. 

Sunday  and  Night  Work. 

No  Sunday  work  shall  be  done  except  in  case  of 
emergency  or  to  protect  from  damage  or  injury  any  work  that  has 


already  been  done;  and  then  only  with  the  written  consent  of  the 
Engineer,  and  only  to  such  an  extent  as  he  may  judge  to  be  necessary. 

Ord ' narily  no  night  work  shall  be  carried  on  which  will 
require  the  presence  of  the  Engineer  or  an  inspector,  except  w' th 
the  written  permission  of  the  Engineer.  Night  work  is  permissible 
in  an  emergency  to  the  entent  required  to  meet  the  emergency,  tut 
the  Contractor  shall  notify  the  Engineer,  as  far  as  possible  in 
advance,  of  his  intention  to  carry  on  such  emergency  work  and  of  the 
time  and  place  of  doing  it. 

Patents  and  Patent  Rights. 

The  Contractor  shall  protect  and  save  the  City  harmless 
against  all  claims  or  actions  brought  against  the  City  by  reason 
of  any  actual  or  alleged  infringement  upon  patent  rights  in  any 
article,  material,  process,  machine  or  appliance  used  by  him  in  this 
work. 

Permits  and  Regulations 

The  Contractor  shall  secure  and  bear  the  cost  of  any 
permits  or  licenses  of  a temporary  nature  necessary  for  the  prose- 
cution of  the  work.  In  particular,  he  shall  secure  and  bear  the 
cost  of  shutt'ng  off  and  turn" ng  on  public  services  of  every  nature 
which  may  be  required  by  his  operations.  Where  such  discontinuance 
of  service  affects  consumers  due  and  sufficient  notice  shall  be 
served  upon  those  so  affected. 

Advertising 

All  Advertising  privileges  shall  be  retained  by  the  City 
and  no  signs,  posters  or  advertisements  of  any  description  shall  be 
placed  on  the  premises  without  consent  of  the  City. 

Sanitary  Regulations 

The  Contractor  shall  at  all  times  provide  for  his  employees 
an  abundant  and  convenient  supply  of  drinking  water,  taken  from  some 
safe  and  wholesome  source,  and  shall  give  orders  against  the  use 
for  drink "ng  purposes  of  any  water  in  the  neighborhood  known  to  be 
prejucial  to  the  health  of  the  men. 

The  Contractor  shall  provide  at  conven’ent  points  properly 
secluded  from  observation,  a sufficient  n unber  of  toilets,  and  shall 
maintain  them  strictly  without  nuisance  and  without  offense  to  the 
public  or  to  residents  in  the  vicinity  of  the  work.  The  number, 
location,  character  and  condition  of  maintenance  of  these  toilets 
must  at  all  times  be  such  as  will  meet  with  the  approval  of  the 
Engineer. 

Employment  of  Fort  Wayne  Labor. 

In  the  employment  of  labor  on  this  contract  preference 
shall  be  given,  wherever  possible,  to  married  tax-paying  residents 
of  the  City  of  Fort  Wayne. 


Workmen's  Compensation 

The  Contractor  shall  comply  with  the  provisions  of  the 
Indiana  Workmen's  Compensation  Act,  and  he  shall  furnish  to  the 
City  a certificate  from  the  Industrial  Board  of  Ind:ana  certifying 
to  such  compliance. 

Disorderly  Employees 

Disprderly,  intemperate  or  incompetent  persons  must  not 
be  employed,  retained,  or  allowed  upon  the  work.  Any  foreman  or 
workman  who  refuses  or  neglects  to  comply  with  the  directions  of 
the  Engineer  in  the  matter  of  personal  conduct  shall,  at  the 
request  of  the  Engineer,  be  promptly  discharged  and  shall  not 
thereafter  be  re-employed  without  consent  of  the  Engineer. 

Relation  to  Other  Contractors 

The  Contractor  shall  so  conduct  his  operations  as  not 
to  interfere  with  or  injure  the  work  of  other  contractors  or 
workmen  employed  by  the  City  on  adjoining  or  related  work,  and 
he  shall  promptly  make  good  any  injury  or  damage  which  may  be  done 
to  such  work  by  him  or  his  employees  or  agents.  In  case  of  con- 
flict with  the  work  of  other  contractors,  the  Engineer  shall  de- 
cide which  contractor  shall  cease  work  for  the  time  being  and  which 
shall  continue,  or  whether  the  work  on  both  contracts  shall  con- 
tinue at  the  same  time,  and  in  what  manner.  In  case  the  territory 
of  one  contract  should  be  the  necessary  means  of  access  to  another 
contract,  the  Engineer  shall  have  power  to  grant  reasonable  pri- 
vileges with  respect  to  the  transportation  or  movement  of  men, 
animals,  appliances  or  materials  as  he  may  adjudge  to  be  necessary 
or  expedient  and  in  the  best  interests  of  the  City.  Any  decision 
which  the  Engineer  may  make  as  to  the  method  and  time  of  conduct- 
ing work  or  the  use  of  territory  shall  not  be  made  the  ba&is  of 
any  claim  for  damages,  but  an  extension  of  time  may  be  claimed, 
if  justified  by  the  circumstances,  the  same  in  the  case  of  other 
delays  caused  by  the  acts  of  the  City.  Any  difference  of  opinion 
or  conflict  of  interest  w ich  may  arise  between  this  contractor 
and  other  contractors  or  workmen  of  the  City  in  regard  to  adjoin- 
ing work  shall  be  determined  and  adjusted  by  the  Engineer. 

Water  Supply  for  Construction  Purposes. 

Water  for  the  mixing  of  concrete,  tamping  of  backfilling 
and  for  other  strictly  constructional  purposes  may  be  secured 
from  any  source  suitable,  in  the  judgment  of  the  Engineer,  for 
the  purpose  intended,  but  the  Contractor  shall  insure  that  any 
such  water  not  specifieally  approved  for  drinking  purposes  shall 
not  be  available  for  such  use.  The  Contractor  shall  providd 
all  pipe  lines  and  pumping  and  other  equipment  required  to  convey 
the  water  from  whatever  source  taken  to  the-  point  of  use. 

Property  Rights  in  Surplus  Materials 


All  excess  materials  excavated  during  the  progress  of  the 
work  which  shall  remain  after  all  backfilling  and  grading  has  been  done 
shall  be  considered  to  be  the  property  of  the  City  and  shall  be  delivered 
by  the  Contractor  on  the  site  under  direction  of  the  Engineer. 

Cleaning  Up 

Upon  completion  of  the  actual  work  of  construction  the  Contractor 
shall  clean  up  and  leave  in  neat  condition  all  the  premises  he  has  occupied 
during  the  construction  period.  Before  the  time  of  the  final  estimate, 
the  Contractor  shall  remove  from  the  premises,  all  surplus  excavated 
material,  debris  and  rubbish  and  all  unused  materials,  together  with  all 
tools  and  equipment  or  shall  deposit  them  at  such  points  and  • n such 
manner  as  the  Engineer  may  require. 

Before  leaving  the  work  he  shall  repair  and  replace  all  surfaces 
and  undergroung  structures  which  may  have  been  damaged  by  him  during  the 
progress  of  the  work. 

Article  11.  Contractor's  Obligation  to  Pay  Bills 

It  is  agreed  that  before  the  Contractor  shall  demand  partial  or 
final  estimates  or  payments  he  will  furnish  to  the  City,  if  and  when  re- 
quested to  do  so,  supported,  if  requested,  by  sworn  statements,  satis  - 
factory  evidence  that  all  persons  that  have  supplied  labor,  materials  or 
equipment  for  the  work  embraced  under  this  contract  have  been  fully  paid 
for  the  same;  and  that  in  case  such  evidence  be  not  furhished  as  afore- 
said, such  sums  as  the  City  may  deem  necessary  to  meet  the  lawful  claims 
of  such  persons  may  be  retained  by  the  City  from  any  moneys  that,  may  be 
due  or  become  due  to  the  Contractor  underthis  agreement  until  such  liabilities 
shall  be  fully  discharged  and  the  evidence  thereof  be  furnished  to  the 
City. 

Article  12.  City's  Obligation  to  Pay  Contractor. 

And  it  is  agreed  that,  in  consideration  of  the  faithful  and  en- 
tire performance  by  the  Contractor  of  his  obligations  under  this  contract, 
the  City  shall  pay  to  him,  at  the  times  and  in  the  manner  hereinafter 
stipulated,  the  following  named  contract  sum:  One  Hundred  Twenty-Five 
Thousand,  Three  Hundred  Eighteen  and  no/lOO  Dollars  ($125,318.00) 

Such  contract  sum  shall  be  increased  by  such  sums  for  extra  work  as  may 
have  become  due  and  payable  to  the  Contractor  under  the  provisions  of 
Article  2 herein  and  modified  by  such  sums  as  may  be  determined  and 
calculated  as  liquidated  damages  or  benefits  under  the  provisions  of 
Article  5 and  modified  by  such  sums  as  may  be  determined  by  reason  of  any 
alterations  which  may  have  been  made  In  the  work  under  the  provisions  of 
Article  9 herein. 

At  about  the  close  of  each  month  during  which  satisfactory  pro- 
gress has  been  made  toward  the  final  completion  of  the  work  the  Engineer 
will  make  an  estimate  of  the  amount  and  value  of  the  work  which  has  been 
done  under  this  contract  during  that  month,  or  since  the  date  of  the  last 
preceeding  estimate.  Such  estimate  shall  not  be  required  to  be  made  by 


strict  measurement,  or  with  exactness,  but  may  be  made  either 
wholly  or  in  part  by  appraisement  or  estimation,  or  by  a consider- 
ation of  accounts  for  labor  and  materials,  and  it  shall  be  sufficient 
if  it  is  approximate  only.  Any  error  or  inaccuracy  which  may  occur 
in  any  such  progress  estimate  may  be  allowed  for  or  corrected  in 
any  subsequent  estimate.  Assoon  as  practicable  after  such  estimate 
is  made  up  and  certified,  and  upon  its  approval  by  the  board  of 
Public  Works,  the  City  will  pay  to  the  Contractor,  on  accouht, 
a sum  equal  to  eighty  per  cent  ( 80 %)  of  the  amount  of  such  estimate; 
except  that  the  City  may  deduct  and  retain  out  of  any  such  partial 
payment  a sum  sufficient  to  meet  any  undischarged  obligations  of 
the  Contractor  for  labor,  materials  er  equipment  furnished  for  the 
work,  in  accordnace  with  the  provisions  of  Article  11  herein. 

The  progress  estimates  and  payments  thus  provided  for  w‘11 
include  all  extra  work  which  may  be  done  under  the  provisions  of 
Article  2 of  this  agreement  on  the  same  basis  a^  other  work  is  in- 
cluded, all  such  extra  work  being  regarded  herein  as  essentially 
a part  of  the  contract  and  not  merely  an  addition  to  it. 

No  allowance  will  be  made  in  any  progress  estimate  for 
materials  furnished  and  delivered  on  the  groung  until  such  materials 
shall  have  been  permanently  incorporated  in  the  work,  excppt  that 
seventy-five  per  cent  (75$)  of  the  invoice  price  of  reinforcement 
steel  and  Tainter  gates,  stored  on  the  ground  to  be  installed 
later,  may  be  included  as  an  item  in  progress  estimates. 

No  progress  estimate  made  or  certified  by  the  Engineer 
and  no  partial  payment  made  to  the  Contractor  by  the  City  shall  be 
deemed  or  construed  as  an  acceptance  of  any  part  of  the  work  under 
this  contract. 

As  scon  as  practicable  after  the  satisfactory  completion 
of  all  work  covered  by  this  agreement,  the  Engineer  will  make  a 
final  inspection  of  the  work  as  a whole,  and  will  make  up  a final 
estimate  of  the  total  amount  due  the  Conteactor  under  the  terms  of 
this  agreement.  Upon  the  acceptance  of  the  completed  work  by  the 
board  of  Public  Works,  the  City  will  pay  to  the  Contractor  the  en- 
tire amount  of  such  final  estimate,  less  the  sums  previously  paid, 
and  less  such  sums  as  the  City  may  deem  to  be  necessary  to  meet 
the  undischarged  obligations  of  the  Contractor  for  labor, 
materials  or  equipment  furnished  for  the  work,  in  accordance  with 
the  provisions  of  Article  11  herein.  The  Contractor  shall  file  with 
the  City  a sworn  statement  that  all  claims  for  amounts  due  for 
labor,  materials  and  equipment  furnished  for  the  work  have  been 
paid  In  full,  or  he  shall  so  file,  in  lieu  thereof,  a sworn  state- 
ment showing  in  detail  the  nature  and  amount  of  all  unpaid  claims 
for  said  labor,  materials  and  equipment. 


IN  WITNESS  HHEREOF,  the  parties  hereto  have  set  their 
hands  and  seals,  in  quadruplicate,  the  day  and  year  first  above 
written. 

CITY  OF  FORT  WAYNE,  INDIA NA 

By  WM.  J.  HOSEY,  Mayor 

BOARD  OF  PUBLIC  WORKS 
John  D.  Trier 
David  Erwin 
C.  A.  Ramsey 

Approved: 

WM.  J.  HOSEY,  Mayor 

Approved  as  to  form  and  execution:. 

WM.  FRUECHTENICHT,  City  Attorney 
Attest : 

Scott  S. Snyder,  Secretary 

Ezra  C.  Shoecraft 

R.  S.  M'Namee,  Witnesses 

BUESCHING  HAGERMAN  & CO.  , Contractor 
By  Theo.  H.  Buesching  (Partner) 

Section  1.  Now  therefore,  be  it  ordained  by  the  Common 
Council  of  the  City  of  Fort  Wayne,  Indiana,  that  the  foregoing 
contract  and  agreement  made  and  entered  into  on  the  27  day  of 
September,  1932,  by  and  between  the  City  of  Fort  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  and  Buesching  and 
Hagerman  and  Company  of  Fort  Wayne,  Indiana,  for  the  erection 
and  construction  of  the  Robinson  Park  Impounding  Dam  under 
Contract  Nc.  13  of  the  Fort  Wayne  Water  Filtration  Plant,  which 
contract  is  more  fully  set  forth  in  the  preamble  hereto,  be  and 
the  same  is  hereby  in  all  things  ratified  and  approved. 

AUGUST  WEISENEURGER 
AYes  15  - Nays  1 

I,  the  undersigned,  Leonard  E.  Pranger,  Clerk  of  the  City 
of  Fort  Wayne,  and  ex  officio  Clerk  of  the  Common  Council  of  the 
City  of  Fort  Wsyne,  Indiana,  hereby  certify  that  the  above  and 
foregoing  document  is  a full,  complete  and  correct  copy  of  an 
Ordinance  introduced  in  the  Common  Council  on  September  27,  1932, 
ratifying  the  contract  made  by  and  between  the  Cjty  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works  and  Buesching 
and  Hagerman,  Contractors,  for  the  erection  and  construction  of 
the  Robinson  Park  Improvement  Dam  under  Contract  #13  of  the 
Fort  Wayne  Water  Works  Filtration  Plant. 

That  said  original  ordinance  has  been  mislaid,  and  that 
this  certification  is  made  to  substitute  this  certified  copy  for 
the  original  ordinance. 


LEONARD  E.  PRANGER 


Subscribed  and  sowrn  to  before  me  this  1 day  of  June,  1933 


MILDRED  W.  FUHRMAN 
Deputy  City  Clerk 


WE  HEREBY  CEFTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11 
day  of  July,  1933,  by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attache^  and  known  as 
GENERAL  ORDINANCE  NO.  1744 

M.  L.  BURNS,  President  MILDRED  W.  FUHRMAN,  Deputy  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  of 
July,  1933. 

MILDRED  W.  FUHRMAN,  Deputy  City  Clerk 
Approved  this  day  of , 19 


Mayor 

COMMUNICATION  FROM  THE  MAYOR 

July  25,  1933 

Common  Council  of  the 

City  of  Fort  Wayne,  Indiana 

Gentlemen: 

I have  disapproved  General  Ordinance  No.  1744,  which 
ordinance  is  a ratification  and  approval  of  a contract  made 
by  and  between  the  City  of  Fort  Wayne,  by  and  through  its  Board 
of  Public  Works,  and  Buesching  and  Hagerman  for  the  erection  and 
construction  of  the  upriver  dam  in  the  St.  Joseph  River  at 
Robinson  Park. 

I have  disapproved  this  ordinance  for  the  following 

reasons  t 

1.  The  city  at  this  time  has  been  unable  to  acquire 
the  right  along  the  St.  Joseph  River  on  which  to  put  the  abutt- 
ments  on  said  dam  and  approaches  thereto  on  the  St.  Joseph 
River. 

2.  That  the  City  has  negotiated  with  the  Ind'ana 
Service  Corporation  for  a long  time;  that  It  is  able  to  agree 
on  the  price  of  the  land,  but  it  is  unable  to  agree,  and  the 
city  will  not  enter  into  any  contract  with  the  Indiana  Service 
Corporation  involving  and  effecting  water  and  flowage  rights 
in  the  St.  Joseph  River  which  may  impair  at  any  time  in  the 
future  the  rights  of  the  City  of  Fort  Wayne  in  its  use  of  the 
water  of  the  St.  Joseph  River  for  domestic  consumption. 

WM.  J.  HOSEY 

Mayor  of  the  City  of  Fort  Wayne. 


GENERAL  ORDINANCE  NO.  1745 


An  Ordinance  amending . Section  1 of  General  Ordinance 
No.  901,  passed  August  26,  1919,  relating  to  the  Farmers'  and 
Producers'  Retail  Market,  and  amending  General  Ordinance  No.  872, 
by  adding  thereto  Sections  30,  31,  32,  33,  34,  35  and  36  and  by 
changing  Section  30  of  sa'd  General  Ordinance  No.  872  to  Section 
37,  and  amending  Section  4 of  General  Ordinance  No.  1136,  passed 
April  24,  1923. 

BE  IR  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  Section  1 of  General  Ordinance  No. 

901,  passed  April  26,  1919,  relating  to  the  Farmers'  and  Pro- 
ducers' Retail  Market,  be  amended  to  read  as  follows,  to-wit: 

"Section  1.  That  wherever  in  this  ordinance  the  follow- 
ing terms  are  used,  they  shall  have  the  meanings  respectively 
ascribed  to  them  in  this  section. 

(a)  Person  within  the  meaning  of  this  ordinance,  shall 
include  natural  person  or  persons,  partnerships  and  corporations. 

(b)  Marketeer  within  the  meaning  of  this  ordinance, 
shall  include  any  person  who  has  rented  whether  by  the  year, 
day  or  part  of  the  day,  any  stall  or  stand  on  the  retail  market 
in  the  City  of  Fort  Wayne,  Indiana. 

- (c)  Producers  within  the  meaning  of  this  ordinance, 

shall  be  any  person  who  raises,  grows  or  produces  any  of  the 
articles  hereinafter  set  out  on  his  farm,  garden  or  premises, 
excepting  seasoning  and  flavoring.  No  person  who  is  not  active- 
ly and  actually  engaged  in  growing  or.  raising  the  commodities 
to  be  sold,  or  who  is  a silent  partner  only,  shall  be  deemed  a 
producer  herein. 

(d)  Poultry  within  the  meaning  of  this  ordinance, 

shall  be  fowl  raised  or  purchased  by  such  producer  before  the  same 
were  twenty  (20)  days  old,  and  which  is  offered  for  sale  on  said 
market  alive,  drewsed  or  otherwise. 

(e)  Pigs,  within  the  meaning  of  this  ordinance,  the 
carcass  of  which  is  to  be  offered  for  sale  on  sa^d  market,  shall 
be  raised  or  purchased  by  said  producer  before  the  same  were 
sixty  (60)  days  old  and  fed  and  kept  by  such  producer  for  not 
less  than  eighty  (80)  days  prior  to  the  date  of  killing. 

(f)  Calves , within  the  meaning  of  this  ordinance, 
the  carcass  of  which  is  to  be  offered  for  sale  on  said  market, 
shall  be  raised  or  purchased  by  said  producer  before  the  same 
were  six  (6)  days  old,  and  fed  and  kept  by  such  person  for  not 
less  than  forty-two  (42)  days. 
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(g)  Lambs  within  the  meaning  of  this  ordinance,  the 
carcass  of  which  is  to  be  offered  for  sale  on  said  market,  shall 
be  raised  or  purchased  by  said  producer  before  the  same  were 
sixty  (60)  days  old. 

(h)  All  other  live  stock,  excepting  raboits,  not 
enumerated  herein  and  within  the  meaning  of  this  ordinance, 
shall  be  raised  or  owned  by  the  producer  herein  and  fed  and  kept 
on  his  £arm  or  premises  for  not  less  than  ninety  (90)  days  prior 
to  the  date  of  killing. 

(i)  The  term,  immediate  family,  within  the  meaning  of 
this  ordinance,  shall  be  s n,  daughter,  son-’n-law,  daughter- 
in-law,  husband,  wife,  brother,  sister,  father,  mother,  who  are 
actively  and  actually  assisting  in  the  producing  of  the  commodi- 
ties fo  be  marketed. 

Section  2.  That  General  Ordinance  No.  872  be  amended 
by  adding  thereto  Sections  50,  31,  32,  33,  34,  35  and  36  to 
read  as  follows: 

Section  30.  It  shall  be  unlawful  for  any  person  to 
sell  or  offer  for  sale  any  produce  on  said  retail  market  by 
agent  or  agents  other  than  his  or  her  immediate  family.  In  cases 
of  emergency  an  employee  upon  production  of  duplicate  application 
of  producer  aay  be  permitted  to  sell  as  agent  by  M' rket  Master. 

Section  31.  It  shall  be  unlawful  for  any  person, 
grower  or  producer  to  sell  or  offer  for  sale  any  produce  on  said 
retail  market,  until  such  person,  grower  or  producer  shall  have 
first  signed  an  affidavit  for  one  calendar  year,  before  a notary 
public  that  such  person,  has  grown  and  produced  the  goods 
offered  for  sale  and  give  the  address,  state,  county,  township 
and  section  in  which  such  person  has  lived  and  grown  such  pro- 
duce and  the  amount  of  acres  under  cultivation. 

Section  32.  Location  of  Wholesale  Market.  The  whole- 
sale market  for  vegetables,  fruits,  poultry,  eggs,  meats,  hay, 
grain,  wood  or  any  other  produce  grown  on  the  farm  shall  be 
located  on  the  city  ground  on  North  Clinton  Street  as  designated 
by  the  Board  of  Public  Safety,  and  upon  no  other  street,  lot, 
avenue  or  public  place  in  said  city  shall  any  such  market  be 
maintained. 

Section  33.  Weighmaster  and  his  dutiesl  The  weigh- 
master  of  said  city  sh&ll  take  and  have  entire  control  of  such 
market.  In  accordance  with  this  ordinan  e on  such  wholesale 
market,  no  articles  there  offered  for  sale  shall  be  sold  or 
offered  for  sale  at  retail,  except  hay,  grain,  straw  or  wood. 

The  work  wholesale  as  used  in  this  section  shall  be  construed  as 
meaning  any  purchase  or  sale  of  any  article  or  articles  with  the 
intention  to  resell.  All  purchasers  must  register  at  the  w*igh- 
master’s  office.  . _ . . 
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Section  34.  Regulation  on  said  Wholesale  Market. 

The  weighmaster  shall  cause  the  vehicles  to  be  so  placed  that  they 
will  serve  the  public  in  general  and  not  allow  any  wholesalers  to 
stand  on  the  street  and  shall  cause  all  wholesalers  to  get  in  on 
the  lot  as  prescribed  in  Section  32  hereof. 

Section  35.  The  hours  of  Wholesale  Market  shall  be  on 
Monday,  Tuesday,  Wednesday,  Thursday,  Friday  and  Saturday  of  each 
week,  except  legal  holidays,  between  the  hours  of  5 a . m.  and 
4.  p.m. 

Section  56.  It  shall  be  unlawful  for  any  firm,  corporation, 
grower,  producer  or  person  to  sell  or  offer  for  sale  any  goods 
grown  or  produced  by  them  on  farms.  All  provisions  relating  to  the 
Retail  Market  shall  apply  to  the  Wholesale  Market  in  so  far  as  the 
same  may  be  applicable. 

Section  3.  That  Section  30  of  said  General  Ordinance 
No.  872  be  changed  to  Section  37  of  said  Ordinance. 

Section  4.  That  Section  4 of  General  Ordinance  No.  1136 
be  amended  to  read  as  follows t 

"Section  2.  The  growers’  and  producers’  retail  market  for 
fruits,  vegetables,  flowers,  nursery  stock,  poultry,  eggs,  meats, 
and  dairy  products,  or  any  other  article  grown  or  produced  on  farms 
or  small  garden  lots,  shall  be  located  in  and  along  the  market  house 
on  Barr  Street  from  the  north  l’ne  of  Washington  Street  to  the  south 
line  of  East  Berry  Street,  and  on  the  south  side  of  East  Berry 
Street  from  the  South  Barr  Street  to  the  east  line  of  the  city  pro- 
perty, and  upon  no  other  street,  avenue,  vacant  lot  or  public  place, 
nor  any  part  thereof  in  said  city.  Provided,  however,  that  during 
the  months  of  June,  July,  August  and  September,  the  vacant  lot 
or  lots  immediately  east  of  the  City  Hall  may  be  used  for  such  market 
purposes" 

Section  5.  That  Section  2a  be  added  to  said  Ordinance  to 
read  as  follows: 

Section  2a.  No  producer  shall  be  permitted  to  have  a 
day  stand  and  a night  stand  unless  no  producer  has  applied  thereof. 
Producers  shall  be  entitled  to  a stand  or  stall  In  the  market,  al- 
though they  may  have  another  place  of  business  in  the  City  of  Fort 
Wayne,  Indiana.  The  Board  of  Health  shall  make  periodic  inspection 
of  said  market. 

Section  6.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor  and 
legal  publication. 

LOUIS  J.  VOORS 
(Ayes  15-Na;^s  1) 

THIS  ORDINANCE  HAS  BEEN  DLL'*  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 


AS  REQUIRED  BY  LAW. 


We  Hereby  Certify,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11  day 
of  July,  1933,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1745 

M.  L.  BURNS,  President  MILDRED  W.  FUHRMAN 

Deputy  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  of  July, 

1933. 

MILDRED  W.  FUHRMAN 
Deputy  City  Clerk 

Approved  this  day  cf , 19 


Mayor 


COMMUNICATION  FROM  THE  MAYOR 


July  31,  1933. 


To  the  Members  of  the 

Common  Council 

City  of  Fort  Wayne,  Indiana 


Gentlemen: 


I have  not  approved  General  Ordinance  No.  1745  for  the 
following  reasons: 

Th^s  ordinance  relates  and  applies  in  great  part  to  what 
is  known  as  the  "Barr  Street  Retail  Produce  Market." 

The  Barr  Street  Market  is  and  always  has  been  since 
its  establishment  nearly  a century  ago,  a civic,  municipally  owned 
and  operated  institution.  It  should  continue  to  be  so  owned  and 
used  and  not  restricted  in  its  operation. 

The  land  along  Barr  Street,  known  as  the  wBarr  Street 
Market  Place"  was  conveyed  to  the  city  by  one  of  our  pioneer 
public  spirited  citizens  many  years  ago  to  be  used  by  the  city  for 
the  purpose  it  is  now  being  used,  but  for  no  other  purpose.  Ow- 
ing to  the  growth  of  the  city  and  the  increased  demand  for  market 
facilities  this  land  has  greatly  increased  in  value  due  also  to 
structural  improvements  and  lighting  facilities  permitting  night 
as  well  as  day  markets.  Any  ordinance  that  limits  or  restricts 
its  usefulness  for  market  purposes  or  tends  to  lessen  the  value 
of  the  property  or  the  value  of  the  service  to  the  public  by  the 
property,  I consider  detrimental  to  public  interest  and  welfare 
and  contrary  to  public  policy. 

Because  I believe  General  Ordinance  No.  1745  will  have 
that  effect,  I have  not  approved  it. 


Respectfully, 


WM.  J.  HOSEY 


Mayor 


GENERAL  ORDINANCE  NO.  1746 


An  O^d^nance  to  amend  Section  1 cf  General  Ordinance  No.  1556, 
being  an  Ordinance  to  amend  subdivision  C,  Sub-Section  9,  Section  261 
of  General  Ordinance  No.  1328. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  Section  1 of  said  ordinance  1536  be  a- 
mended  to  read  as  follows: 

* Section  1.  The  outer  edge  of  any  sign,  excepting  over  a 

marquise,  shall  not  project  more  than  nine  (9)  feet  over  the  public 
highway  or  sidewalk  from  the  building  wall  or  property  line.  Any 
part  of  such  sign  being  fifty  (50)  feet  or  more  above  the  grade  of 
any  sidewalk  may  project  not  more  than  eleven  (11)  feet  from  the 
building  wall  or  property  line;  provided,  that  such  outer  edge  of 
any  part  of  such  sign  shall  project  not  less  than  eighteen  (18) 
inches  within  the  outer  edge  of  such  sidewalk,  and  if  any  such  sign 
is  hung  over  an  alley  the  lower  edge  shall  be  at  least  eighteen 
(18)  feet  above  the  grade  of  such  alley. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

EDWIN  C.  LINDENBERG 
(Ayes  13-Nays  3) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  theCoramon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11  day  of 
July,  1933,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1746 

M.  L.  BURNS,  Presidnet  MILDRED  W.  FUHRMAN 

Deputy  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  15  day  of 
July,  1933. 

MILDRED  W.  FUHRMAN 
Deputy  City  Clerk 

Approved  this  20  dsy  of  July,  1933. 

WM.  J.  HOSEY 
Mayor 


GENERAL  ORDINANCE  NO.  1747 


An  Ord5 nance  allowing  the  claims  set  out  herein  for  ser- 
vices rendered  and  treatment  given  certain  members  of  the  Police 
and  Fire  Departments  in  the  City  of  Fort  W^yne,  in  atotal  sum  of 
Five  Hundred  Sixty-Four  and  20/1C0  ($564.20)  Dollars. 

Be  it  Ordained  by  the  Common  Council  of  theCity  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  sum  of  Five  Hundred  Sixty-four 
($564.20)  and  20/100  Dollars,  be  and  the  same  is  hereby  allowed 
out  ef  Item  33a  of  the  budget  to  pay  the  following  claims  for 
medical  service  rendered  and  treatment  given  certain  members  of 
the  Police  and  Fire  Departments  in  the  City  of  Fort  Wajne,  Indiana, 
to  wi t : - 

St.  Joseph  Hospital,  services  rendered.  Police  Officer, 

Joseph  Hutter $ 72.95 

St.  Joseph  Hospital,  services,  rendered  Fireman  Frank 

Hansel 9.00 

St.  Joseph  Hospital , ‘ services  rendered ' Fireman ' James 

Routh 6.00 

St.  Joseph  Hospital,  services  rendered ' Fireman  George 

Epert 81.65 

St.  Joseph  Hospital,  services  rendered  Fireman  William 

Figel 7.25 

St.  Joseph  Hospital,  services  rendered  Fireman  William 

Tassler 6.00 

St . Joseph  Hospital,  services  rendered  Fireman  John 

Falvy 7.00 

St.  Joseph  Hospital,  services  rendered  Fireman  Vern 

Smith 1.50 

Lutheran  Hospital,  services  rendered  Fireman  H.  Stocks  14.00 

Lutheran  Hospital,  services  rendered  Fireman  H.  Oetting  7.00 

Methodist  Hospital,  services  rendered  Police  Officer, 

William  Dodane 1.50 

Methodist  Hospital,  services  rendered  E.  Woods  12.50 

Dr.  J.  E.  McArdle,  med'cal  services  rendered  John  Falvy  6.00 

Dr.  L.  P.  Harshman,  ser-srices  rendered  Mildred  Dunlap.  . 40.00 

Dr.  John  Conley,  services  rendered  Police  Officer 

Edwin  McCarthy 5.00 

Dr.  John  Conley,  services  rendered  Police  Officer 

Louis  Adair 6.00 

Dr.  Carroll  O'Rourke,  medical  services  rendered  Fireman 

Charles  Eoble  10.00 

Dr.  Herbert  M.  Senseny,  medical  services  rendered 

Charles  Koble  3.00 

Dr.  Donald  H.  McKeeman,  medical  services  rendered  Fire- 
man Henry  Oetting 48.00 

Dr.  Maurice  R.  Lohman,  medical  services  rendered  Fire- 
man Howard  Stocks  15.50 

Dr.  Maurice  R.  Lohman,  medical  services  rendered  Fire- 
man James  Routh 9.00 

Dr.  Maurice  R.  Lohman,  medical  services  rendered  Fire- 
man Alfred  Figel  6.00 


Dr.  Maurice  ft.  Lohman,  medical  services  rendered  Fire- 


man Hansel 9.00 

Dr.  Maurice  R.  Lohman,  medical  services  rendered  Fire- 
man Richard  R.  Tossler 7.00 

Dr.  Lyman  T.  Rawles,  medical  services  rendered  and 


surgical  operation  performed  for  George  Eppert,  Fireman  150.00 
Dr».  Jay  F.  Havice,  medical  services  performed  Fireman 


Francis  M.  Miller 25.00 

Wayne  Pharmacal  Supply  Co . , suppl * e?  furnished  Police 

Officer  George  Szink  4.35 

Wayne  Pharmacal  Supply  Co.,  supplies " furnished  Police 

Officer  George  Szink  5.00 


Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOLIS  SCHMOE 
(Ayes  15-nays  1) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET 
FORM  AS  REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  8 day 
of  August,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1747 

M.  L.  BURNS,  President  ELSA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  18  day  of 
August,  1933. 

MILDRED  W.  FUHRMAN 
Deputy  City  Clerk 

Approved  this  22  day  of  August,  1933. 


WM.  J . HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1748 


An  Ordinance  ratifying  and  approving  a certain  contract 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayne, 

Indiana,  by  and  through  its  Board  of  Public  Works,  and  Dix  Kelly 
Electric  Shop,  Inc.,  of  Fort  Wayne,  Indiana,  on  the  8 day  of  Aug- 
ust, 1933. 

WHEREAS,  The  City  of  Fort  Wayne,  Indiana,  by  and  through 
its  Board  of  Public  Works,  entered  into  a certain  contract  with 
Dix  Kelly  Electric  Shop,  Inc.,  of  the  City  of  Fort  Wayne,  Indiana, 
for  the  furnishing,  delivering  and  erection  for  the  said  City  cer- 
tain electrical  equipment  and  miscellaneous  appurtenances  and  for 
the  furnishing  of  all  materials,  equipment  and  tools  and  building 
appliances  and  all  labor,  power  and  transportation  necessary  t here  - 
for  in  accordance  with  certain  plans  and  specifications,  which 
contract  is  in  the  following  words  and  figures,  to  wit: 

AGREEMENT 

THIS  MEMORANDUM  OF  AGREEMENT,  Made  this  8 day  of  August, 
1933,  by  and  between  the  City  of  Fort  Wayne,  Indiana,  a municipal 
corporation,  party  of  the  first  part,  hereinafter  called  the  City, 
and  Dix  Kelly  Electric  Shop,  Inc.,  of  Fort  Wayne,  Goun^y  of  Allen, 
State  of  Indiana,  party  of  the  second  part,  hereinafter  called  the 
Contractor,  under  and  by  virtue  of  an  act  of  the  General  Assembly 
of  the  State  of  Indiana,  entitled  "An  Act  Concerning  Municipal 
Corporations",  approved  May  6,  1905,  and  all  acts  amendatory  there- 
of and  supplementary  thereto,  WITNESSETH: 

That  the  said  parties,  each  in  consideration  of  the  cove- 
nants and  agreements  on  the  part  of  the  other  herein  contained, 
have  covenanted  and  agreed,  and  do  hereby  covenant  and  agree,  the 
party  of  the  first  part  for  itself,  and  the  party  of  the  second 
part  for  itself  and  its  heirs,  executors,  administrators,  and  assigns 
as  set  forth  in  the  following  ARTICLE  S OF  AGREEMENT: 

Article  1.  Contractor's  Obligation  to  Furnish  and  Erect 

Equipment . 

It  Is  agreed  that  the  Contractor  shall  furnish,  deliver 
and  erect  for  the  said  City  certain  electrical  equipment  and  mis- 
cellaneous appurtenances,  and  that  he  shall  furnish  all  materials, 
all  equipment,  tools  and  building  appliances,  and  all  labor,  power 
and  transporattion  necessary  therefor;  and  that  all  shall  be  done 
in  full  accordance  with  and  conformity  to  the  plans  and  specifica- 
tions therefor  which  are  attached  hereto  and  made  a part  of  this 
agreement.  The  description  and  trade  numbers  of  the  principal  items 
of  this  equipment  are: 


Article  2.  Extra  Work 


It  Is  agreed  that  the  said  Contractor  shall  do  such 
incidental  or  extra  work  in  connection  with  this  contract  as  the 
said  City  may  especially  order  in  writing.  Such  extra  work  may 
be  paid  for  at  prices  mutually  agreed  upon  at  the  time  by  the 
said  City  and  the  Contractor.  **ut  if  such  extra  work,  or  any 
part  thereof,  be  of  a kind  for  which  no  pr'ce  has  been  mutually 
agreed  upon  inadvance,  then  the  said  City  will  pay,  an^  the  Con- 
tractor shall  accept,  as  full  compensation  for  such  work  an 
amount  equal  to  the  actual  and  necessary  net  cost  *n  money  to 
the  Contractor  for  labor  and  materials  actually  used  therein 
or  expended  thereon,  plus  fifteen  (15^)  of  such  net  cost  for 
superintendence,  power,  the  use  of  tools  and  plant,  liability 
insurance  and  all  overhead  and  incidental  expenses. 

Buring  the  progress  of  any  extra  work  which  is  to  be 
paid  for  on  the  basis  of  net  cost  plus  fifteen  per  cent,  the 
Contractor  arhall  furnish  to  the  said  City  at  the  end  of  each 
day,  suitable  time  slips  showing  the  name  of  and  the  number  of 
hours  worked  by  each  workman  employed  thereon,  the  nature'  of  the 
work  performed  by  such  workmen,  and  his  rate  of  pay;  together 
with  suitable  and  adequate  memoranda  of  the  materials  used  there- 
in, showing  the  character  and  amount  of  each  such  material,  the 
sources  from  which  it  was  purchased,  and  the  pr'ce  pa-'d  or  to 
be  paid  therefor. 

The  said  City  may  at  its  discretion  furnish  to  the 
Contractor  any  materials  or  supplies  or  transportation  re- 
quired for  extra  work,  and  the  Contractor  shall  not  be  en- 
titled to  any  allowance  or  percentage  on  account  of  materials 
or  supplies  or  transportation  so  furnished. 

It  is  agreed  that  all  extra  work  that  may  be  ordered 
and  performed  under  the  provisions  of  this  article  shall  be 
done  by  the  Contractor  in  an  effective  and  workmanlike  manner, 
and  shall  be  subject  to  the  same  restrictions  and  liabilities  as 
those  which  apply  to  the  general  work  of  this  contract;  and  the 
Contractor  will  bB  responsible  for  the  maintenance  and  protection 
of  such  extra  work  until  the  time  of  the  final  acceptance  of  the 
entire  job  by  the  City. 

And  it  is  further  agreed  that  no  claim  against  the  City 
on  account  of  extra  work  shall  be  valid  unless  such  extra  work 
has  been  previously  ordered  in  writing,  and  unless  such  claim  has 
been  presented  for  payment  as  soon  as  practicable  after  the  com- 
pletion of  such  extfia  work  and  before  the  making  up  of  the  final 
e s t Ima  t e . 


Article  3.  Time. 

It  is  agreed  that  the  Contractor  shall  furnish  to  the 
Engineer  within  two  weeks  after  the  ratification  of  the  contract 
by  the  Common  Council  complete  drawings  and  detailed  specifications 
of  the  equipment  to  be  furnished  under  this  contract;  that  he  will 
make  installation  of  conduits  and  all  other  equipment  which  must 
be  encased  in  substructure  concrete  or  other  materials,  in  ample 
time  that  it  may  be  encased  without  delay  in  the  substructure 
work;  and  that  he  will  bring  the  construction  of  this  equipment 
to  such  a state  of  completion  within  six  weeks  after  the  date  of 
ratification  of  the  contract  by  the  Common  Council  that  it  may  be 
shipped  to  Fort  Wayne  thereafter  within  a period  of  two  weeks 
time  after  receipt  of  subsequent  notice  to  so  ship,  but  that  he 
will  hold  this  equipment  In  storage,  at  his  own  expense,  until 
authorized  by  the  City  to  ship  and  that  immediately  after  shipment 
to  Fort  Wayne  he  will  b3  prepared  to  make  installation  thereof 
and  will  complete  such  installation  and  make  tests  thereof  within 
a period  ol  two  months  following  the  date  of  shipment. 

Article  4.  Extension  of  Time. 

It  is  agreed  that  if  the  the  Contractor  shall  be  unavoid- 
ably delayed  in  beginning  or  fulfilling  this  contract  by  reason  of 
excessive  storms  or  floods,  or  by  acts  of  Providence,  or  by 
general  strikes,  or  by  court  injunction,  or  by  the  stopping  of 
the  work  by  the  said  City  because  of  any  emergency  or  public 
necessity,  or  by  reason  of  extra  work  ordered  by  the  said  City  or 
by  any  act,  neglect,  delay,  or  default  on  the  part  of  the  said 
City,  the  Contractor  shall  have  no  Iralid  claim  for  damages  on 
account  of  any  cause  or  delay,  but  he  shall  in  such  case  be  en- 
titled to  such  an  extension  or  advancement  of  the  time  periods 
specified  in  Article  3 herein  as  the  Engineer  shall  adjudge  to 
be  just  and  reasonable;  provided,  however,  that  formal  claim  for 
such  extension  shall  be  made  in  writing  by  the  Contractor  within 
a week  after  the  date  upon  which  such  alleged  cause  or  delay  shall 
have  occurred. 

Article  5.  Liquidated  Damages. 

It  Is  expressly  covenanted  and  agreed  by  and  bet.veen 
the  parties  hereto  that  time  is  and  shall  be  considered  as  of  the 
essence  of  the  contract,  and  in  the  event  that  said  Contractor 
shall  fail  in  due  performance  of  the  entire  work  to  be  performed 
under  this  contract,  or  any  certain  portions  thereof  for  which 
definite  stipulations  h ?sre  been  agreed  to,  by  and  at  the  times 
herein  mentioned  and  referred  to  in  Article  3,  or  within  some  other 
certain  date  subsequent  to  this  to  which  the  time  limit  for  the 
completion  of  the  work  may  have  been  advanced  under  the  provisions 
of  Article  4,  the  said  Contractor  shall  pay  unto  the  said  City  as 


and  for  the  liquidated  damages  and  not  as  a penalty,  the  sum  of 
Twenty  Dollars  ($20.00)  for  each  and  every  working  day  that  the  said 
Contractor  shall  be  in  default.  Said  sum  of  Twenty  Dollars  ($20. OCX) 
per  day,  in  view  of  the  difficulty  of  estimating  such  damages  w^  th 
exactness  is  hereby  expressly  fixed,  estimated,  computed  and  de- 
termined and  agreed  upon  as  the  damages  which  will  be  suffered  by  the 
said  City  by  reason  of  such  defaults.  It  Is  alwo  understood  and  a- 
greed  by  the  parties  of  the  contract  that  the  liquidated  damages 
hereinbefore  mentioned  are  in  lieu  of  the  actual  damages  arising  from 
such  breaches  of  this  contract;  which  said  sums  theCity  shall  have 
thB  right  to  deduct  from  any  moneys  in  its  hands,  otherwise  due, 
or  to  become  due,  to  said  Contractor,  or  to  sue  for  and  recover 
compensation  or  damages  for  non-performance  of  this  contract  at  the 
time  stipulated  herein  and  provided  for. 

Article  6.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assign  or 
transfer  this  contract;  or  sublet  any  part  of  the  work  embraced 
in  it,  except  with  the  written  consent  of  the  City  to  do  so. 

It  Is  further  agreed  that  all  parts  of  the  work  wh'ch 
may  be  performed  by  a subcontractor  shall  conform  to  the  plans  and 
specifications  and  be  subject  to  all  the  provisions  of  this  agree- 
ment exactly  as  if  performed  by  the  Contractor  and  his  immediate 
employees  and  workmen.  No  subletting  of  the  work  shall  in  any 
way  diminish  or  weaken  the  responsibility  of  the  Contractor  for  all 
parts  of  the  work  or  lessen  his  obligations  and  liabilities  under 

this  agreement. 

* 

It  is  likewise  agreed  that  the  Contractor  shall  not  assign, 
either  legally  or  equitable,  any  of  the  moneys  payable  to  him  under 
this  agreement,  or  his  claim  thereto,  except  with  the  written  con- 
sent of  the  City. 

Article  7.  City's  Right  to  Complete. 

It  is  agreed  that  if  at  any  time  the  Contractor  shall  be 
adjudged  a bankrupt,  or  if  he  should  make  a general  assignment  for 
the  benefit  of  his  creditors,  or  1 f a receiver  should  be  appointed 
on  account  of  his  insolvency,  or  ?f  he  should  persistently  or  re  - 
peatedly  fail  to  supply  enough  properly  skilled  workmen  or  sufficient 
suitable  materials  for  the  work,  or  if  he  should  habitually  fail  to 
make  prompt  payment  to  subcontractors  or  to  pay  promptly  for  materials 
and  labor,  or  If  he  should  persistnetly  disregard  laws  or  ordinances 
or  the  directions  of  the  Engineer,  or  if  he  should  wilfully  and 
repeatedly  violate  any  of  the  substantial  provisions  of  this  agree- 
ment, then  and  in  such  case  the  City,  upon  the  certificate  of  the 
Engineer  stating  that  sufficient  cause  exists  to  justify  such  action 
and  stating  the  nature  of  said  cause,  and  after  giving  the  Contractor 
and  his  sureties  written  notice  thereof,  may  order  him  to  discontinue 


all  work  under  this  contract,  or  any  part  thereof,  and  thereupon 
he  shall  at  once  discontinue  such  work,  or  such  part  thereof,  and 
shall  cease  to  have  any  right  to  the  possession  of  the  ground;  and 
the  City  shall  have  the  right  to  finish  the  work,  or  such  part  there- 
of by  contract  or  otherwise  as  it  may  elect,  and  for  that  purpose 
to  take  possession  and  make  use  of  such  materials,  tools,  building 
appliances  and  equipment  as  may  be  found  upon  the  wo  k,  and  to  charge 
the  cost  and  expense  of  such  completion  to  the  Contractor.  In 
such  case  the  Contractor  shall  not  be  entitled  to  receive  any  fur- 
ther payment  until  the  work  is  finished.  If  the  unpaid  balance  of 
the  contract  price  shall  exceed  the  expnese  of  finishing  the 
work,  including  iompensation  for  additional  managerial  and  ad- 
ministrative services,  the  amount  of  such  excess  shall  be  paid  to 
the  Contractor;  and  if  such  expense  shall  exceed  such  unpaid  balance, 
the  Contractor  shall  pay  to  the  City  the  amount  of  such  excess. 

It  is  expressly  stipulated  and  agreed  that  from  and  after 
the  order  to  discontinue  work,  and  until  such  work  shall  have  been 
finally  completed  by  the  City,  neither  the  Contractor  nor  any  of 
his  agents  or  employees  shall  remove,  or  make  any  effort,  direct- 
ly or  indirectly,  to  remove  any  of  the  above  mentioned  materials, 
tools,  building  appliances  or  equipment  from  the  points  at  which  they 
were  located  on  the  date  of  said  order,  except  upon  the  written 
consent  of  the  City  to  do  so. 

It  is  further  understood  and  agreed  that  the  foregoing 
provisions  of  this  article  are  without  prejudice  to  any  other 
right  or  remedy  which  the  City  may  have  under  this  agreement. 

Article  8.  Plans  and  Specifications. 

It  is  agreed  that  the  nature  and  extent  of  the  work  to 
be  done  under  this  agreement  shall  be  in  accordance  with  and 
governed  by  the  plans  and  specifications  therefor  which  are  on  file 
In  the  office  of  the  Board  of  Public  Works,  and  of  which  copies 
are  appended  hereto  and  which  form  a part  of  this  agreement. 

The  details  of  certain  of  the  equipment  to  be  furnished 
under  this  contract  and  the  arrangement  of  the  equipment  in  the 
building  are  shown  on  the  accompanying  drawing  entitled  "City  of 
Port  Woyne,  Ind&ana,  Water  Works  Improvements,  Electrical  Equipment 
and  Anthony  Boulevard  B5rn  and  Pumping  Station,"  prepared  by  Hoad, 
Decker,  Shoecraft  an^  D^ury,  Consulting  Engineers,  and  bearing 
date  of  June,  1933.  Thld  original  drawing  may  be  supplemented  by 
other  drawings  furnished  by  the  Contractor  and  approved  by  the  En- 
gineers, showing  parts  of  the  work  in  greater  detail  or  to  a 
greater  degree  of  elaboration.  Additional  drawings  also  may  be 
prepared  by  the  Engineer  and  supplied  to  the  Contractor  during  the 
progress  of  the  work  as  he  may  deem  to  be  necessary  or  expedient. 
These  original  and  supplementary  drawings  constitute  the  plans 


according  to  which  the  work  of  this  contract  is  to  be  done. 

Both  plans  and  specifications  are  deemed  essential 
parts  of  this  contract,  and  shall  be  construed  as  cooperative. 
Any  work  called  for  in  the  plans  and  not  specifically  mentioned 
in  the  specifications,  or  described  in  the  specifications  and 
ntt  particularly  shown  on  the  plans,  is  to  be  regarded  as  in- 
cluded under  this  contract  the  same  as  if  fully  set  forth  in 
the  specifications  and  exhibited  on  the  plans.  Where  figures 
or  definite  dimensions  are  given  on  the  plans  or  in  the 
specifications,  these  shall  have  precedence  over  dimensions 
taken  by  scaling. 

In  case  any  inconsistency,  omission,  or  conflict 
shall  be  discovered  in  either  specif ieations  or  plans,  or  if 
in  any  place  the  meaning  of  either  or  both  shall  be  obscure, 
or  uncertain,  or  in  dispute,  the  engineer  shall  decide  as  to 
the  true  intent  and  his  decision  shall  be  final  and  binding. 

Article  9.  Alterations. 

It  is  agreed  that  the  City  shall  have  the  right  to 
make  alterations  in  the  plans  and  specifications  from  time  to 
time  as  the  work  progresses,  and  that  its  exercise  of  said  right 
shall  not  invalidate  this  contract  nor  weaken  any  of  the  Con- 
tractor's obligations  under  it.  Such  alterations  shall  become 
binding  upon  the  Contractor  upon  due  notification  in  writing 
by  the  Engineer.  When  such  alterations  are  so  made,  and  in  case 
the  amount  to  be  added  to  or  subtracted  from  the  contract  sum 
cannot  be  agreed  upon  in  advance,  the  cost  of  the  work  there- 
by added  or  omitted  shall  be  estimated  b;  the  Engineer,  and 
the  amount  so  ascertained  shall  be  added  to  or  deducted  f r an 
the  contract  sum  provided  for  in  Article  12  herein.  In  case 
of  dissent  f om  the  said  estimate  by  either  party,  the  question 
of  the  fair  amount  to  be  added  or  omitted  shall  be  referred 
to  three  disinterested  arbitrators,  one  to  be  appointed  within 
ten  days  by  each  of  the  parties  and  the  third  by  the  two  thus 
chosen.  In  case  the  two  arbitrators  first  appointed  shall 
fail  to  agree  upon  the  third  arbitrator  within  ten  days,  then 
either  of  the  parties  hereto,  or  both  together,  may  request 
the  Judge  of  Superior  Court  of  Allen  County,  Indiana,  to  appoint 
said  third  arbitrator.  The  decision  of  any  two  of  said  ar- 
bitrators shall  be  final  and  binding,  and  each  of  the  parties 
hereto  shall  pay  one-half  of  the  expenses  of  such  refernece. 

Article  lo.  Gene  al  Stipulations. 

It  is  agreed  that  the  following  general  stipulations 
shall  define  certain  relationships  which  shall  be  taken  to 
exist  between  the  parties  hereto  and  shall  specify  certain 
conditions  under  which  the  contract  is  to  be  fulfilled. 


Definition  of  Terms 


Whenever  the  term  "City"  is  used  herein,  it  shell  he 
understood  to  refer  to  the  City  of  Fort  Wayne,  Indiana,  or  to  its 
properly  authorized  representatives,  or  whenever  the  terms  "Mayor" 
Board  of  Public  Works",  "City  Clerk"  or  "City  Attorney"  are  used, 
they  shall  be  understood  to  refer  to  the  Mayor,  or  Board  of  Public 
Works,  or  City  Clerk,  or  City  Attorney  of  the  said  City. 

Whenever  the  term  "Engineer"  is  used,  it  shall  be  under- 
stood to  refer  to  the  Engineer  placed  by  the  C^ty  in  superyisory 
charge  for  the  C^ty  of  the  work  covered  by  this  contract,  or  to 
his  properly  authorized  representatives. 

Whenever  the  term  "Contractor"  is  used  herein,  it  shall 
be  understood  to  refer  to  the  party  contracting  to  perform  the 
work  to  be  done  under  this  contract,  or  to  his  legal  representatives. 

Engineer ‘ng  Supervision 

The  work  covered  by  this  contract  will  be  executed  under 
the  engineering  supervision  of  the  Engineer,  who  shall  have 
authority  to  inspect  all  materials  and  workmanship  entering  into 
the  work,  to  furnish  all  instructions  and  information  regarding 
the  plans  and  specifications  that  may  be  necessary,  to  supply 
supplementary  or  additional  plans  ar  specifications  as  he  may 
deem  expedient,  and  to  point  out  to  the  Contractor  any  disregard 
of  any  of  the  provisions  of  the  contract;  but  the  right  of  final 
acceptance  or  condemnation  of  the  work  will  not  be  waived  at  any 
time  during  its  progress. 

The  Engineer  will  set  suitable  stakes  add  rm'rks  showing 
the  locations  and  elevations  of  various  parts  of  the  work,  but 
the  Contractor  shall  provide  such  labor  and  assistance  as  the 
■Engineer  may  require  in  setting  the  same.  No  work  shall  be  un- 
dertaken until  such  stakes  and  marks  shall  have  been  set  by  the 
Engineer.  The  Contractor  shall  take  due  and  proper  precautions  for 
the  preservation  of  these  stakes  and  marks,  and  shall  see  ot  it 
that  the  work  at  all  times  proceeds  in  accordance  therewith. 

\ The  Engineer  may  provide  for  the  inspection  of  any  or 

all  materials  or  workmanship  used  or  intended  to  be  used  under 
this  contract,  by  assistants  under  his  direction,  or  otherwise, 
as  he  may  deem  to  be  advisable  or  expedient;  but  no  inspection 
shall  relieve  the  Contractor  of  his  fundamental  obligations  to 
fully  meet  all  the  requirements  of  his  contract.  Such  Inspection 
may  cover  any  or  all  parts  of  the  work,  and  may  extend  to  and 
include  the  preparation  or  manufacture  of  any  materials  or  fab- 
ricated articles  intended  to  be  incorporated  in  the  work.  The 
Contractor  shall  furnish,  upon  request  therefor  by  the  Engineer 
such  samples  for  examination  or  testing  as  the  Engineer  may  pre- 


scribe. 


The  Contractor  shall  furnish  such  labor  and  assistance  as  may- 
be necessary  for  the  proper  handling  of  materials  In  an  Inspec- 
tion and  test  that  may  be  required. 

Any  materials  or  fabricate^  articles  furn^ she'*  by 
the  Contractor  to  be  used  in  th*s  work  wh*ch  shall  not,  In  the 
judgment  of  the  Engineer,  be  equal  to  the  requirements  of  the 
plans  and  specifications,  may  be  rejected  by  the  Engineer;  and 
such  rejected  materials  or  articles  shall  not  be  used,  but  shall  be 
immediately  removed  by  the  Contractor  from  the  site  of  the  work. 

The  Engineer  and  his  duly  authorized  agents  and  em- 
ployees may,  at  any  time  and  for  any  purpose,  enter  upon  the  work 
and  upon  the  premises  occupied  by  the  Contractor,  and  the  Con- 
tractor shall  provide  proper  and  safe  facilities  by  which  they 
may  have  convenient  access  to  such  parts  of  the  work  as  may  be 
required. 

Measurement 

Due  and  prop  r measurements  will  be  taken  by  the  En- 
gineer during  the  progress  of  the  work,  and  h* s estimates  based 
upon  such  measurements  shall  be  final  and  conclusive  evidence  of 
the  amount  of  work  performed  under  this  contract. 

Patents  and  Patent  Rights 

The  Contractor  shall  protect  and  save  the  City  harm- 
less against  all  claims  or  actions  brought  against  the  City  by 
reason  of  any  actual  or  alleged  infringement  upon  patent  rights 
in  any  article,  material,  process,  machine  or  appliance  used  by 
him  in  this  work. 

Protection  Against  Accidents 

The  Contractor  snail  put  up  and  shall  maintain  during 
the  continuance  of  the  work  such  barriers,  red  lights,  and  other 
protective  devices  as  will  effectually  prevent  any  accident  in 
consequence  of  his  work;  and  he  shall  be  liable  for  all 
accidents  and  damages  occasioned  in  any  way  by  his  acts  or  neglect, 
or  by  the  acts  or  neglect  of  hd s agents,  employees  or  workmen. 

Responsibility  for  Damage  to  Work. 

The  Contractor  shall  assume  full  responsibility  for 
loss  or  damage  to  the  work  during  the  entire  construction  period, 
resulting  from  caving  earth  and  from  storms,  floods,  frosts 
and  other  adverse  weather  conditions,  and  from  all  other  causes 
whatsoever  not  directly  due  to  the  acts  or  neglect  of  the  City, 
and  shall  turn  the  finished  work  over  to  the  C,ty  in  good  con- 
dition and  repair  at  the  time  of  the  final  estimate.  This  re- 
sponsibility of  the  Contractor  shall  cover  all  those  elements  in- 
cluded as  extra  work  under  this  contract  in  exactly  the  same  manner 
as  the  regular  work  is  covered. 
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Storage  of  Materials 

Materials  and  equipment  distributed,  stored  or  placed 
upon  or  near  the  site  of  the  work  shall  t all  times  be  so  disposed 
as  not  to  interfere  with  work  being  prosecuted  directly  by  the  C^ty 
or  by  other  contractors  in  the  City's  employ,  or  with  street  drain- 
age, fire  hydrants  or  other  public  services.  The  unloading,  trans- 
porting and  storing  of  construction  materials  and  equipment  must 
be  so  carried  out  so  as  not  to  interfere  any  more  than  may  be  necessary 
with  the  ordinary  traffic  on  streets  or  public  ways. 

Labor  Laws  and  Ordinances 

The  Contractor  shall  obey  and  abide  by  all  the  ordinances 
of  the  City  of  Fort  Wayne  and  the  S+ate  of  Indiana,  relating  to 
the  employment  of  labor  on  public  work  and  regulating  or  applying 
to  public  improvements. 


Permits  and  Regulations 

The  Contractor  shall  secure  and  bear  the  cost  of  any 
permits  or  11’ enses  of  a temporary  nature  necessary  for  the  pro- 
secution of  thw  work.  In  particular,  he  shall  secure  and  bear 
the  cost  of  shutting  off  and  turning  on  public  services  of  every 
nature  which  may  be  reouired  by  his  operations.  Where  such  dis- 
continuance of  service  affect-  consumers  due  and  sufficient 
notice  shall  be  served  upon  those  so  affected. 

Employment  of  Fort  Wayne  Labor 

In  the  employment  of  labor  on  this  contract  preference 
shall  be  given,  wherever  possible,  to  married  tax-paying  residents 
of  the  City  of  Fort  Wayne. 

Workmen's  Compensation 

The  Contractor  shall  comply  with  the  provisions  of  the 
Indiana  Workmen's  Compensation  act,  and  he  shall  furnish  to  the 
City  a certificate  from  the  Industrial  Board  of  Indiana  certifying 
to  such  compliance. 

Disprderly  Employees 

Disorderly,  imtemperate  or  incompetent  persons  must  not 
be  employed,  retained,  or  allowed  upon  the  work.  Any  foreman  or 
workman  who  refuses  or  neglects  to  comply  with  the  directions  of 
the  Engineer  in  the  matter  of  personal  conduct  shall,  at  the  re- 
quest of  the  Engineer,  be  promptly  discharged  and  shall  not  there- 
after be  re-employed  without  consent  of  the  Engineer. 

Relation  to  Other  Contractors 

The  Contractor  shall  so  conduct  his  operations  as  not 
to  Interfere  with  or  injure  the  work  of  other  contractors  or  work- 
men employed  by  the  City  on  adjoining  or  related  work,  and  he  shall 


promptly  make  good  any  Injury  or  damage  which  may  be 
done  to  such  work  by  him  or  his  employees  or  agents. 

In  case  of  conflict  with  the  work  of  other  contractors, 
the  Engineer  shall  decide  which  contractor  shall  cease 
work  for  the  time  being  and  which  shall  continue,  or 
whether  the  work  on  both  contracts  shall  continue  at 
the  same  time,  and  in  what  manner.  In  case  the  terri- 
tory of  one  contract  shauld  be  the  necessary  means  of 
access  to  another  contract,  the  Engineer  shall  have  power  to 
grant  reasonable  privileges  with  respect  to  the  transportation 
or  movement  of  men,  animals,  appliances  or  materials  as  he 
may  adjudge  to  be  necessary  or  expedient  and  in  the  best 
Interests  of  the  City.  Any  decision  which  the  Engineer 
may  make  as  to  the  method  and  time  of  conducting  work  or 
the  use  of  territory  shall  not  be  made  the  basis  of  any 
claim  for  damages,  but  an  extension  of  time  may  be  claimed, 
if  justified  by  the  circumstances,  the  same  in  the  case  of 
other  delays  caused  by  the  acts  of  the  City.  Any  difference 
of  opinion  or  conflict  of  Interest  which  may  arise  between 
this  contractor  and  other  contractors  on  workmen  of  the 
City  in  regard  to  adjoining  work  shall  be  determined  and  ad- 
justed by  the  Engineer. 

Cleaning  Up 

Upon  the  completion  of  the  actual  work  of  construc- 
tion the  Contractor  shall  clean  up  and  leave  in  neat  con- 
dition all  the  premises  he  has  occupied  during  the  construc- 
tion period.  Before  the  time  of  the  fianl  estimate,  the 
Contractor  shall  remove  from  the  premises,  all  surplus 
excavated  materials,  debris  and  rubbish  aha  all  unused 
materials,  together  with  all  tools  and  equipment,  or  shall 
deposit  them  at  such  points  and  in  such  manner  as  the  Engineer 
may  require. 

Before  leaving  the  work  he  shall  repair  and  re- 
place all  surfaces  and  underground  structures  which  may 
have  been  damaged  by  him  during  the  progress  of  the  work. 

Article  11.  Guarantee 

It  is  agreed  that  all  materials  and  workmanship  fur- 
nished hereunder  shall  be  first-class  and  free  from  defects, 
and  that  the  Contractor  will,  upon  notice  and  without  delay, 
make  good  or  repair,  without  expense  to  the  City,  the  whole 
or  any  part  of  the  equipment  furnished  by  him  hereunder 
which  shall,  within  a year  from  the  date  of  acceptance  of 
the  completed  work,  fail  or  develop  unfitness  for  the  pur- 
pose of  which  it  is  intended,  as  the  result  of  any  defect  in 
design,  material  or  workmanship. 


Article  12.  Contractor's  Obligation  to  Pay  Bills. 

It  is  agreed  that  before  the  Contractor  shall  demand  partAal 
or  final  estimates  or  payments  he  will  furnish  to  the  City,  if  and 
when  requested  to  do  so,  supported,  if  required,  by  sworn  statements, 
satisfactory  evidence  that  all  persons  that  have  supplied  labor,  materials, 
or  equipment  for  the  work  embraced  under  this  contract  have  been 
fully  paid  for  the  same;  and  that  in  case  such  evidence  be  not  fur- 
nished as  aforesaid,  such  sums  as  the  City  may  deem  necessary  to 
meet  the  lawful  claims  of  such  persons  may  be  retained  by  theCity 
from  any  moneys  that  may  be  due  or  become  due  to  the  Contractor 
under  this  agreement  until  such  liabilities  shall  be  fully  discharged 
and  the  evidence  thereof  be  furnished  to  the  C^ty. 

Article  13.  City's  Obligation  to  Pay  Contractor. 

And  it  * s agreed  that,  in  consideration  of  the  faithful 
and  entire  performance  by  the  Contractor  of  his  obligations  under 
this  agreement,  the  said  City  shall  pay  to  the  said  Contractor  at 
the  times  and  in  the  manner  hereinafter  stipulated,  the  contract 
sum  of  Twenty-two  Thousand  Five  Hundred  and  no/100  Dollars 
($22,500.00).  Such  contract  sum  shall  be  increased  by  such  sums  for 
extra  work  as  may  have  become  due  and  pa  yhble  to  the  Contractor 
under  the  provisions  of  Article  2 herein,  and  diminished  by  such 
sums  as  the  City  may  lawfully  deduct  and  retain  as  liquidated 
damages  under  the  provisions  of  Article  5 herein,  and  modified  by 
such  sums  as  may  be  determined  by  reason  of  any  alterations  which 
may  have  been  made  in  the  work  under  the  provisions  of  Article  9 
herein. 

Payments  to  the  Contractor  for  the  performance  by  him  of 
his  obligations  under  thd s contract  shall  be  made  as  follows t 

Fifty  per  cent  (50$)  of  the  contract  sum  when  the  equip- 
ment and  materials  shall  have  been  delivered  at  the  site  of  the 
Anthony  Boulevard  pumping  station.  Fort  Wayne,  Indiana,  after  author- 
ized shipment. 

Thirty  per  cent  (30$)  of  the  contract  sum  when  the 
equipment  shall  have  been  erected  and  placed  in  satisfactory  operat- 
ing condition  in  the  Anthony  Boulevard  pumping  station. 

If  the  completion  of  delivery  or  erection  of  the  equipment 
is  delayed  for  any  reason  not  due  to  the  fault  or  neglect  of  the 
Contractor,  the  Engineer  will  make  progress  estimates,  about  once 
each  month,  of  the  amount  and  value  of  the  equipment  that  has  been 
delivered  or  erected.  As  soon  as  practicable  after  such  estimate 
is  made  up  and  certified,  and  upon  its  approval  by  the  Board  of 
Public  Works,  the  City  will  pay  to  the  Contractor,  on  account,  a sum 
equal  to  80  per  cent  (80$)  of  the  amount  of  such  estimate,  except 
that  the  City  may  deduct  and  retain  out  of  any  such  partial  payment 

a sum  sufficient  to  meet  any  undischarged  obligations  of  the  Con- 


tractor  for  labor,  materials  and  equipment  furnished  for  this  work, 
in  accordance  with  the  provisions  of  Article  12  herein. 

The  balance  of  the  total  amount  due  not  less  than  thirty 
days  after  the  equipment  shall  have  been  erected,  tested  an'*  proved 
to  fulfill  the  requirements  of  the  contract  1 n all  respects,  provided 
that  no  defects  in  any  part  of  said  equipment  or  its  appurtenances 
shall  have  developed  in  the  meanwhile;  and  provided  further,  that  if 
within  ninety  days  after  the  date  of  completion  of  delivery  of  equip- 
ment at  Fort  Wayne,  it  shall  not  have  been  erected  and  tested  for 
any  reason  not  due  to  the  fault  or  neglect  of  the  Contractor,  the 
City  shall  pay  to  the  Contractor  ten  per  cent  (10$)  of  the  contract 
sum  at  the  end  of  such  ninety  day  period.  The  balance  of  the  total 
amount  due  shall  be  retained  by  the  City  until  the  equipment  shall 
have  been  erected,  tested  and  proved  to  fulfill  the  requirements  of 
the  contract. 

No  progress  estimate  made  or  certified  by  the  Engineer  and 
no  partial  payment  made  to  the  Contractor  by  the  City  shall  be  deemed 
or  construed  as  an  acceptance  of  any  part  of  the  work  under  this 
contract . 

The  Contractor  shall  file  with  the  City  a sworn  statement 
that  all  claims  for  accounts  due  for  labor,  materials  and  equipment 
furnished  for  this  work  have  been  paid  in  full,  or  he  shall  file, 
in  lieu  thereof,  a sworn  statement  showing  in  detail  the  nature  and 
amount  of  all  unpaid  claims  for  said  labor,  materials  and  equipment. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  set  their 
hands  and  seals,  in  quadruplicate,  the  day  and  year  first  above 
written. 

CITY  OF  FORT  WAYNE,  INDIANA 
by  WM.  J.  HOSEY,  Mayor 

Approved:  BOARD  OF  PUBLIC  WORKS: 

WM.  J.  HOSEY,  Mayor  John  C.  Trier 

Davi d Erw‘ n 

Approved  as  to  form  and 
execution 

Attest: 

City  Attorney  Secretary 

DIX-KELLY  ELECT.  SHOP,  Inc. 

F.  J.  DIX,  President 


NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne: 

Section  1.  That  the  foregoing  contract  made  and  entered 
into  by  and  between  the  City  of  Fort  Wayne,  by  and  through  its 


Board  of  Public  Works,  and  Dix  Kelly  Klectiical  Shop,  Inc.,  for  the 
furnishing,  delivering  and  erection  for  the  said  city  of  certain 
electrical  equipment  and  miscellaneous  appurtenances  and  for  the 
furnishing  of  all  materials,  equipment  and  tools  and  building 
appurtenances  and  all  labor,  power  and  transportation  necessary  there- 
for in  accordance  with  certain  plans  and  specifications,  which  con- 
tract is  more  fully  set  forth  in  the  preamble  hereto,  be  and  the 
same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBU^GER 
(Ayes  lS-N'-ys  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOuK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  22  day  of 
August,  1953,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1748 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  1 day  of 


September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  6 day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1749 


An  Ordinance  authorizing  the  borrowing  of  One  Hundred 
Forty  Thousand  ($140,000.00)  Dollars  and  the  issue  and  sale  of 
bonds  therefor  for  the  purpose  bf  refunding  Railroad  Refunding  Bonds 
due  October  10,  1933,  known  as  Series  "D". 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  that  said  city  borrow  the  sum  of  One 
Hundred  Forty  Thousand  ($140,000.00)  Dollars  for  the  purpose  of  re- 
funding Railroad  Refunding  Bonds  due  October  10,  1933,  known  as 
Series  "D”. 


Section  2.  That  in  order  to  procure  said  loan  that  the 
bends  of  said  City  be  issued  to  the  amount  of  One  Hundred  Forty 
Thousand  (^140,000*00)  Dollars  in  denominations  and  of  the  par 
value  of  One  Thousand  ($1000.00)  Dollars  each.  All  of  said  bonds  to 
be  dated  October  10,  1933,  and  to  Dear  interest  from  that  date  at 
the  rate  of  four  and  one-half  (4-g$)  per  cent  per  annum,  payable  semi- 
annually, and  evidenced  by  a coupon  for  each  six  months'  interest  and 
bearing  the  lithographed  facsimile  signatures  of  the  Mayor  and 
Controller  of  said  City,  and  all  of  said  bonds  to  be  signed  by  the 
Mayor  and  Controller  of  said  City  and  attested  by  the  City  Clerk  and 
sealed  with  the  seal  of  said  City  and  to  be  designated  as  Series  "u” 
and  numbered  consecutively  from  one  to  one  hundred  forty  inclusive. 
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The  bonds  shall  not  be  registered  in  the  name  of  the  pur- 


chaser or  any  sebsequent  purchaser  thereof,  but  the  City  Controller 
at  the  time  of  issuing  said  bonds  shall  register  the  same  5n  a book 
kept  for  that  purpose  giv'ng  the  number  thereof,  the  date  of  the 
issue  and  the  date  of  maturities,  rate  of  'nterest,  and  t^me  and 
place  where  the  same  shall  be  payable. 

Section  3.  The  City  Controller  shall  manage  and  super- 
vise the  preparation,  advertisement,  negotiation  and  sale  of  said 

bonds,  subject  to  the  terms  of  this  ordinance,  which  sale  shall  be 


sealed  bids  for  all  of  said  bonds  or  parcels  or  allotments  thereof, 
the  the  highest  and  best  bidder  for  cash  after  three  weeks  notice 
of  the  time  and  place  of  such  sale  shall  have  been  given  one  time 
each  week  for  three  weeks  in  two  newspapers  representing  opposite 
political  parties,  published  in  the  English  language  in  the  City  of 
Fort  Wayne,  Indiana.  Such  notice  shall  deseribe  said  bonds  with  such 
minuteness  and  particularity  as  the  City  Controller  may  see  fit  and 
shall  set  forth  the  amount  of  the  bonds  to  be  sold,  and  the  rate 
of  interest  they  shall  bear,  and  that  the  bidder  may  bid  for  all 
or  any  part  of  said  bonds,  and  the  date  of  opening  bids  or  proposals 
therefor,  and  the  City  Controller  shall  have  the  right  to  reject 
any  and  all  bids  received.  E*  ch  and  every  bid  and  proposal  shall 
be  presented  to  the  City  Controller  sealed,  and  shall  be  accompanied 
by  duly  certified  check  upon  some  responsible  bank  in  the  City  of 
Fort  Wayne,  Indiana,  payable  to  the  order  of  the  City  Treasurer  of 
the  City  of  Fort  Wayne,  Indiana,  in  a sum  equal  to  two  anti  cne-half 
(2-g^)  per  cent  of  the  face  value  bid.  and  the  City  Controller  shall 
award  said  bonds  as  he  shall  bee  fit,  in  whole  or  any  part  thereof, 
to  the  highest  and  best  bidder  thereof,  but  said  City  Controller 
shall  have  the  right  to  reject  any  bids  or  proposals  or  any  part 
thereof,  and  shall  have  the  right  to  accept  a part  of  any  bid  or  to 
award  on  any  bid  the  whole  or  less  number  of  the  bonds  covered  by 
such  bids,  or  he  may  in  his  judgment  and  discretion  award  a part 
of  aaid  bonds  to  one  bidder  and  part  to  another  and  these  provisions 
shall  apply  in  the  case  of  re-offering  and  re-advertising  said 
bonds  in  case  no  bids  are  received  and  in  case  any  bids  for  said 
bonds  or  any  part  thereof  are  rejected. 

Section  4.  Delivery  of  any  bonds  sold  by  said  Controller 
shall  be  made  at  the  office  of  the  City  Treasurer  of  the  City  of 
Fort  Wayne,  upon  the  payment  to  the  City  Treasurer  of  the  full 
purchase  price  and  bid  for  said  bonds  as  certified  to  said  City 
Treasurer  by  said  Controller  and  in  the  event  that  said  bidder 
fails  or  refuses  to  pay  for  said  bonds  within  ten  days  after  said 
sale,  the  same  shall  be  treated  as  a breach  of  contract  of  his  bid 
or  proposal  on  account  of  which  the  deposit  made  by  said  bidder 
herein  provided  shall  become  the  property  of  the  said  City  as  and 
for  its  damages. 

Section  5.  When  said  bonds  snail  nave  been  signed  as 
herein  provided  and  paid  for  by  said  purchaser  and  delivered  to  the 
purchaser  thereof,  the  same  shall  be  and  constitute  the  binding  ob- 
ligations of  the  City  of  Fort  Wayne  according  to  the  tenor  and 
effect  thereof. 

Section  6.  The  proceeds  derived  from  the  sale  of  said 
bonds  as  herein  authorized  shall  be  and  are  hereby  appropriated  to 
the  Sinking  Fund  under  the  direction  of  the  Department  of  Finance, 


for  the  sole  use  of  refunding,  the  Railroad  Refunding  Bonds, 
Series  "D". 

Section  7.  That  this  ordinance  shall  be  In  full  force 
and  effect  from  and  after  Its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE 
(Ayes  15-nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BUCK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  22  day 
o£  August,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1749 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  1 day  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  6 day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1750 


An  Ord I nance  concern5 ng  the  health  of  the  citizens  of  the 
City  of  Fort  Wayne,  Indiana  and  providing  for  the  licensing  of  any 
person,  firm  or  corporation  engaged  in  the j operation  of  a rendering 
plant,  and  engaged  in  the  hauling  of  the  carcasses  of  dead  animals 
or  meat  market  and  slaughter  house  offal  over  and  through  the 
streets  of  the  City  of  Fort  Wayne,  and  providing  for  the  operation 
of  any  such  plant  in  a sanitary  manner,  and  providing  for  the  appli- 
cation of  penalties  for  the  violation  thereof. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  It  shall  be  unlawful  for  any  person,  partner- 
ship or  corporation  to  engage  in  the  business  of  operating  any  pro- 
cess, apparatus  or  device  for  the  reduction  of  animal  or  vegetable 
products,  or  tankage,  or  fertilizers,  or  in  rendering  grease  or 
fats,  or  manufacturing  glue  from  animal  or  vegetable  matter,  or  in 
the  business  of  collecting  butcher  offal,  or  inedible  fats,  within 
the  limits  of  the  City  of  Fort  Wayne,  unless  the  owner  or  person 
having  contra ol  thereof  or  operating  the  same  shall  have  first 
applied  for  and  obtained  from  the  City  Comptroller  a license  as 
hereinafter  provided,  which  license  shall  cover  the  period  from  the 
first  day  of  July  until  the  thirtieth  day  of  June  next  thereafter, 
or  any  portion  of  such  period,  and  shall  expire  on  the  thirtieth 
day  of  June  of  such  period  for  which  it  was  issued,  irrespective  of 
the  date  of  its  issuance,  and  shall  not  be  transferable.  Whenever 
the  interest  of  such  licensee  in  the  business,  for  the  operation 
of  which  the  license  was  issued,  shall  cease,  such  license  shall 
immediately  become  void;  provided,  however,  that  upon  the  death  of 
a licensee  the  license  shall  nevertheless  be  valid  for  thirty  (30) 
days  from  the  date  of  death  in  favor  of  the  legal  representatives  of 
the  licensee;  provided,  however,  that  in  no  case  shall  such  thirty 
days  extend  such  lieense  beyond  the  thirtieth  day  of  June  of  the 
period  for  which  such  license  was  issued. 

APPLICATION  FOR  LICENSE.  Every  application  for  a licence  required 
by  Section  1.  sahll  be  on  a from  approved  by  the  official  charged 
with  the  enforcement  of  this  chapter,  and  shall  state  the  name  and 
address  of  the  applicant,  the  nature  and  extent  of  his  interest  in 
the  business  for  which  the  license  if  desired,  and  if  the  applicant 
is  not  the  owner  of  such  business,  then  the  applicant  shall  also 
state  the  name  and  address  of  the  owner;  said  application  shall  fur- 
ther state  the  location  of  the  business,  and  the  nature  of  the  busi- 
ness for  which  such  license  Is  desired,  together  w^ th  such  other 
information  as  may  be  required  by  the  off I call  charged  with  the  en- 
forcement of  this  chapter;  and  such  application  must  also  be  approved 


by  the  official  charged  with  the  enforcement  of  this  chapter  and 
shall  be  accompanied  by  the  fee  of  one  hundred  fifty  dollars  ($150.00) 
for  each  business  establishment  for  wh^ch  a 1' cense  is  desired;  and 
such  license,  when  granted,  snail  be  conspicuously  posted  in  the 
principal  office  or  business  room  in  the  plant  or  building  where- 
in said  business  is  being  conducted.  The  City  Comptroller  shall  keep 
a record  of  all  licenses  issued  under  this  section  and  shall, 
immediately  upon  the  issuing  of  a license,  furnish  the  Board  of 
Health  with  all  the  'nformation  contained  ’n  the  license  so 
issued . 

Section  2.  Any  person,  f rm  or  corporation  engaged  in 
the  business  as  set  out  in  Section  1 of  this  Ordinance,  shall  have 
installed  in  his  plant  suitable  methods  for  preventing  the  excape 
of  obnoxious  gases  and  odors  from  said  plant  to  the  outside  air. 

Said  plant  shall  be  operated  in  a sanitary  manner,  and  any  dead 
animals  taken  or  hauled  to  the  plant  shall  be  immediately  placed 
in  an  enclosure  of  the  plant. 

All  animals  must  be  conveyed  in  a vehicle  equipped  with  a 
metal  floor,  the  edges  of  which  shall  be  raised  not  less  than  one 
and  one-half  inches  or  more,  and  must  be  leak  proof.  It  shall  be 
unlawful  to  permit  any  blood,  water  or  other  liquid  coming  from  any 
carcass  to  drip  or  leak  on  the  streets  when  being  hauled  o^er  the 
streets  of  the  City  of  Fort  Wayne.  At  t*me  of  1 oading  any  carasss, 
it  shall  be  properly  sterilized  and  the  vhtv’cle  shall  be  covered 
with  tarpaulin  or  otherwise  to  prevent  any  offensive  odors. 

Section  3.  Any  person,  firm  or  corporation  wilfully 
violating  any  of  the  provisions  of  this  ordinance  shall,  upon  con- 
viction, be  fined  in  any  sum  not  exceeding  One  hundred  ($100.00) 

Dollars,  and  each  day  such  violation  continues  shall  constitute  a 
separate  offense. 

Section  4.  This  Ordinance  shall  b e in  full  force  and 
effect  from  and  after  its  passage,  approval  by  the  Mayor  and  legal 
publication. 

J.  J.  PEREEY 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BERN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  The t the  Common  Counc'l  of  the  C . ty  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  22  day  of  August,  1933, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as  GENERAL  ORDINANCE  NO.  1750 
M.  L.  BURNS,  President  ELVA  A.  PRANGER,  ty  Clerk 

Presented  to  the  Mayor  for  approval  on  the  1 day  of 
September,  1933.  ELVA.  A.  PRANGER,  C^ty  Clerk 

Approved  this  6 day  of  September,  1933. 

WM.  J.  H0SS¥,  Mayor 


GENERAL  ORDINANCE  NO.  1751 


An  Ordinance  changing  and  amending  the  symbols  and  Indica- 
tions of  a part  of  Section  5 of  the  map  which  is  a part  of  General 
Ordinance  No.  1436,  and  the  same  being  "An  Ordinance  establishing  a 
zoning  plan  for  the  City  of  Fort  Wayne;  to  regulate  and  restrict  the 
height,  area,  bulk  and  use  of  buildings;  to  regulate  and  determine 
the  area  of  courts,  yards  and  other  open  spaces;  to  regulate  and  limit 
the  use  and  limit  the  intensity  of  use  of  land;  to  classify  and  re- 
gulate the  location  of  trades,  callings,  industries,  commercial  enter- 
prises  and  location  of  buildings  designed  for  specified  uses;  to  es- 
tablish building  lines;  and  for  such  purposes  to  divide  the  city  *nto 
districts;  to  provide  for  administration  and  for  penalties  for  the 
violation  of  its  provisions;  authroizing  the  creation  of  a Board  of 
Zoning  A peals  and  providing  for  review  of  the  decisions  of  such 
Board  by  the  court.  This  Ordinance  and  Ordianaces  supplemental  or 
amendatory  thereto,  shall  be  known  as  the  Zoning  Ordinance  of  F0rt 

ii 

Wayne  passed  November  13,  1928. 

Bp  It  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  symbols  and  indications  of  Section  5 of 
the  map  which  is  a part  of  General  Ordinance  No.  1436,  as  above  des- 
cribed, be  changed  from  those  of  an  E District  to  those  of  a C Dis- 
trict on  the  west  one  hundred  (100)  feet  of  the  tract  of  land  bounded 
by  Fiarfield  Avenue  on  the  west,  Hoagland  Avenue  on  the  east,  Packard 
Avenue  on  the  north,  and  Kinsmoor  Avenue  on  the  south,  and  that  said 
area  is  hereby  established  as  a C District. 

Section  2.  That  the  symbols  and  ind" cations  of  Section  5 
of  the  map  which  is  a part  of  General  Ordinance  No.  1436,  as  above 
described,  be  changed  from  those  of  an  E District  to  those  of  a B 
District  on  the  tract  of  land,  except  the  west  one  hundred  (100)  feet 
thereof,  bounded  by  Fairfield  Avenue  an  the  west,  Hoagland  Avenue  on 
the  east,  Packard  Avenue  on  the  north,  and  Kinsmoor  Avenue  on  the 
south;  and  that  said  area  is  hereby  established  as  a B District. 

Section  3.  That  the  symbols  and  indications  of  Section  5 
of  the  map  which  is  a part  of  General  Ordinance  No.  1436,  as  above 
described,  be  changed  from  those  of  an  E District  to  those  of  a B 
District  on  the  tract  of  land  bounded  by  Kinsmoor  Avenue  on  the  north, 
Hoagland  Avenue  on  the  east,  &he  north  line  of  the  B District  facing 
south  on  Violet  Court  on  the  south,  and  the  east  line  of  the  C Dis- 
trict facing  west  on  Fairfield  Avenue  on  the  west;  and  that  said  area 
is  hereby  established  as  a B District. 

Section  4.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

L^UIS  C.  LANGARD 
(Ayes  15-nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  ROOK  AND  PAMPHLET  FORM 


AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  22  day 
of  August,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1751 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  1 day  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  6 day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1753 


An  Ordinance  to  d<s-annex  and  throw  out  of  the  city  limits 
of  the  City  of  Port  Wayne,  Indiana,  certain  described  territory  sit- 
uated in  the  west  half  of  the  southeast  quarter  (£)  of  Section  31, 
Township  31  North,  Range  13  East. 

BE  IR  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Yvayne,  Indiana; 

Section  1.  That  the  following  described  territory  is 
hereby  dis-annexed  and  thrown  out  of  the  city  limits  of  the  City 
of  Fort  Wayne,  Indiana,  and  is  no  longer  considered  a part  thereof, 
to  wit:  , 

A tract  of  land  situated  in  the  west  half  of  the  southeast 
quarter  (^)  of  Section  31,  Township  31  North,  Range  13  East,  more 
particularly  described  as  follows:  Commencing  at  the  intersection 
of  the  center  line  of  Lake  Avenue  and  the  center  l’ne  of  Beacon 
Street;  thence  north  along  the  center  line  of  Beacon  Street  to  the 
north  line  of  Lot  No.  6 Oakley’s  Out  Lots;  thence  west  along  the 
north  line  of  Lot  No.  6 Oakley's  Out  Lots  and  said  lrne  extended 
westward  to  the  east  line  of  the  Randall  Farm  Subdivision;  thence 
south  along  the  east  line  of  the  Randall  Farm  Subdivision  to  the 
center  line  of  Lake  Avenue;  thence  east  along  the  center  line  of 
Lake  Avenue  to  the  intersection  with  the  center  line  of  Beacon 
Street,  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 

^ "m  *■  ■- 

from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  LENZ 

The  Ordinance  was  read  the  first  time  in  full  and  on 
motion  the  Ordinance  was  read  the  second  time  by  its  t1 tie  and  a 
motion  to  suspend  the  rules  prevaled  by  the  following  vote: 

Ayes  14  - Nays  .none. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote: 

Ayes  14  - Nays  none. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 


REQUIRED  BY  LAW. 


WE  HEFEBV  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a Special  meeting,  hel^  on  the 
31  day  of  August,  1933,  by  a majority  vote  of  all  members  elect 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO*  1753 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  5 day  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  l'c  day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1752 


An  Ordinance  fixing  the  Tax  Levy  for  City  Purposes  for  the 

year  1934. 

Section  1,  Be  it  ordained  by  the  Common  '“'ouncil  of  the 
City  of  Fort  Wayne,  Indiana,  that  a levy  of  eighty- three  cents  (.83) 
upon  each  One  Hundred  Dollars  of  the  assessed  valuation  of  all  pro- 
perty within  the  corporate  limits  of  said  City  be  and  the  same  is 
hereby  made  for  the  year  1934,  same  to  be  divided  as  follows: 


General  Fund  $ ,65 

Sinking  Fund  .075 

Police  Pension  Fund  .01 

Firemen's  Pension  Fund  .01 

River  Improvement  & Flood  Pre.  .01 

City  Plan  & Zoning  .002 

Art  School  .002 

Aviation  Commission  .01 

Park  General  .045 

Park  Playgrounds  .01 

Park  Tree  Preservation  .006 


Total  $ .83 


Section  2.  That  there  shall  be  collected  from  each  male 
inhabitant  liable  according  to  law,  a poll  tax  of  Two  Dollars  ($2.00) 
during  the  said  year  1934. 

Section  3.  That  all  taxes  shall  be  collected  in  sami- 
annual  installments. 

Section  4.  That  this  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 


LOUIS  SCHMOE 
(Ayes  9-Nays  6) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a Special  meeting,  held  on  the  29  day  of 
August,  1933,  by  a majority  vote  of  all  members  elect;,  did  pass  the 
ordinance  hereunto  attached,  and  known  as  GENERAL  ORDINANCE  NO.  1752 
M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5 day  of 


September,  1933. 


ELVA  A. 


Approved  this  12  day  of  September 


PRANGER, 

1933. 


City  Clerk 


WM.  J.  HOSEZ,  Mayor 


GENERAL  ORDINANCE  WO.  1754 


An  Ordinance  authorizing  the  Board  of  Public  Works  to 
sell  certain  miscellaneous  articles  belonging  to  the  City  Light 
and  Power  Works,  and  authorizing  the  city  attorney  to  arrange  with 
the  Circuit  Court  to  appoint  appraisers. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  Board  of  Public  Works  of  the  City  of 
Fort  Wayne,  Indiana,  be  and  hereby  is  authorized  to  sell  one 
vertical  turbine,  one  condenser,  accumulator,  pumps  and  other 
miscellaneous  articles  belonging  to  the  City  Light  ana  Power 
Plant  of  the  City  of  Fort  Wayne.  That  since  said  articles  are 
worth  more  than  One  Hundred  ($100.00)  Dollars,  the  City  Attorney 
is  hereby  authorized  to  arrange  with  the  Circuit  Court  to  appoint 
appraisers  to  appraise  said  articles. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  F.  HESS 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY. PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM 
AS  REQUIRED  BE  LAW. 


WE  HEREBE  CEi.TIFE,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  12  day 
of  September,  1935,  by  a aaiority  vote  of  all  members  elect,  did 
pass . the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1754 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  26  day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1755 


An  Ordinance  ratifying  and  approving  a certain  contract 
and  agreement  made  by  and  between  the  City  of  Port  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  and  G.  E.  Leininger. 

Whereas  the  City  of  Fort  Wayne,  Indiana,  by  and  through 
its  Board  of  Public  Works,  on  the  31  day  of  August,  1933,  made 
and  entered  into  a certain  contract  and  agreement  with  G.  E. 
Leininger,  for  the  construction  of  a sewer  along  the  south  and 
east  bank  of  the  St.  Joseph  River  fr-  an  a point  west  of  Anthony 
Boulevard  to  the  Fort  Wayne  State  School  Farm  sewer,  which  con- 
tract and  agreement  is  more  particularly  described  as  follows: 

CONTRACT 

THIS  AGREEMENT,  made  and  entered  into  this  24  day  of 
August,  1933,  by  and  between  G.  E.  Leininger,  the  County  of  Allen 
and  State  of  Indiana,  party  of  the  firts  part,  and  the  City  of 
Fort  Wayne,  County  of  Allen,  State  of  Indiana,  by  and  through 
its  Board  of  Public  Works,  party  of  the  second  part,  under  and  by 
virtue  of  an  Act  of  the  General  Assembly  of  the  State  of  Indiana, 
entitled  "An  act  concerning  municipal  corporations,"  approved 
March  6,  1905,  and  thr  provisions  of  all  acts  amendatory  thereto 
and  supplemental  thereof. 

WITNESSETH,  that  the  party  of  the  first  part  covenants 
and  agrees  to  Construct  a sewer  with  all  its  appurtenances  in  and 
along  the  south  and  east  bank  of  the  St.  Joseph  River  from  a 
point  west  of  Anthony  Boulevard  to  the  Fort  WQyne  State  School 
Farm  sewer,  at  and  for  the  following  contract  price: 

FOUR  THOUSAND,  TWO  HUNDRED,  EIGHTY  - SEVEw  DuLLaRS  AND  SEVENTY- 
FIVE  CENTS  ($4,287.75) 

First  Party  will  furnish  immediately  a certificate  frmm 
the  Industrial  Board  of  the  St&te  of  Indiana,  certifying  that  he 
has  complied  with  Sections  5,  68  and  69  of  the  Workmen's  Com- 
pensation Act  in  accordance  with  Section  14  of  the  Compensation 
Act  approved  March  14,  1929  (Acts  1929,  page  536),  being  Section 
9459  of  Burns  Annotated  Indiana  Statutes,  Volume  IV. 

The  above  construction  consists  of  the  furnishing  of 
all  labor  and  materials  necessary  for  the  installation  of  the 

following : 

1805  Ft.  18  Inch  Vitrified  Pipe 
635  " 12  " " " 

8 Monholes  complete 
1 Bulkhead  complete 

The  said  party  of  the  first,  part  expressly  screes  to 
make  the  i provements  herein  specified  in  strict  accordance  with 
the  provisions  of  __lmprovement  Resolution  No.  


and  in  accordance  with  the  plans,  profiles  and  specifications 


for  the  improvement  on  file  in  the  office  of  the  Department  of 
Public  Works  of  said  city,  The  resolutions,  profiles,  plans, 
specifications  and  bids  for  work  herein  specified  are  hereby  made 
a part  of  this  contract  as  fully  and  effectually  as  if  herein 
set  out  in  full. 

The  said  party  of  the  first  part  further  agrees  to  do  and 
perform  all  of  said  work  to  the  entire  satisfaction  of  the  Board 
of  Public  Works  and  to  complete  the  same  within  thirty  days  from 
date  of  ratification  by  the  Common  Council.  To  each  of  the  con- 
ditions and  stipulations  of  this  contract  the  undersigned  b^nd 
themselves,  their  successors  and  assigns. 

IN  WITNESS  WHEREOF,  We,  the  foregoing  named  parties  here- 
unto set  our  hands  this  29  day  o^  August,  1933. 

G.  E.  LEININGER 
Contractor, 

Party  of  the  first  part. 

This  contract  approved  by  us  this  29  day  of  August,  1933. 

JOHN  C.  TRIER 

WM.  J.  HOSEY  DAVID  ERWIN 

Mayor  C.  A.  RAMSEY 

Board  of  Public  Works 
Party  of  the  Second  Part 

NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indians, 
by  and  through  its  Board  of  Public  Works  and  G.  E.  Leininger  for 
the  construction  of  a sewer  along  the  south  and  east  bank  of  the 
St.  Joseph  River  from  a point  west  of  Anthony  Boulevard  to  the 
Fort  Wayne  State  School  form  sewer,  which  contract  is  more  spec- 
ifically set  forth  in  the  preamble  hereto,  be  and  the  same  is 
hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  1/VE  IS  EN  BURGER 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET 
FORM  AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  12 
day  of  September,  1935,  by  a majority  vote  of  all  members  elect 
did  pass  the  ordinance  hereunto  attahhed,  and  known  as 
GENERAL  ORLIAANCE  NO.  1755 

* 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  16  day  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1756 


An  Ordinance  regulating  traffic  on  the  streets  of  the 
City  of  Port  Wayne,  Indiana,  by  prohibiting  parking  on  Greeley 
Street  from  Van  Buren  Street  to  Jackson  Street. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  it  shall  be  unlawful  for  the  operator 
of  a ny  vehicle  to  park  such  vehicle  on  Greeley  Street  from  Van  Bure 
to  Jackson  Streets  in  the  City  of  Port  WQyne,  Indiana. 

Section  2.  Any  person,  firm  or  corporation  violating 
any  of  the  provisions  of  this  ordinance,  shall  upon  conviction, 
be  fine^  in  any  sum  not  exceeding  One  Hundred  ($100.00)  Dollars. 

Section  3.  This  Ordinance  shall  be  In  full  force 
and  effect  from  and  after  its  passage,  approval  by  the  Mayor 
and  legal  publication. 

EDWIN  C.  LINDENBERG 
(Ayes  15-Nays  1) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET 
FORM  AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the 
12  day  of  September,  1933,  by  a majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  1756 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 
September,  1933. 


ELVA  A.  PRANGEh,  City  Clerk 
Approved  this  26  day  of  September,  1933. 

WM.  J.  HCSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1757 


An  Ordinance  chagging  the  name  of  Schorr  Avenue  to 
Schore  Drive. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  Schorr  Avenue,  a street  in  the  City 
of  Fort  Wayne,  Indiana,  be  changed  to  Schore  Drive. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  12  day 
of  September,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1757 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  ^ay  of 
September,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  September,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINAN  CE  MG.  1758 


An  Ordinance  amending  Section  9 of  General  Ordinance 
No.  442,  passed  by  the  Common  Council  of  the  C^ty  of  Fort  Wayne, 
Indiana,  on  the  26  day  of  July,  1910. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  Section  9 of  General  Ordinance  No.  442 
passed  by  the  Common  Council  on  the  26  day  of  July,  1910,  be 
amended  to  reas  as  follows:  Section  9.  It  shall  be  unlawful  for 
any  person,  firm  or  corporation  owning  or  operating  a junk  shop, 
or  second  hand  store  or  engaged  in  the  business  of  buying  and 
selling  second  hand  merchandise,  to  take,  purchase  or  receive 
goods,  articles  or  tilings  from  any  person  who  is  under  the  age  of 
twenty-one  (21)  years,  unless  the  parent  or  guardian  of  such 
person  shall  be  present  and  authorize  said  minor  to  sell  and 
deliver  such  goods,  articles  or  things  to  such  person,  firm  or 
corporation. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  anprcval  by  the  Mayer. 

CHARLES  LENZ 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET 

form  as  required  by  law. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meetinb,  held  on  the  12 
day  of  September,  1953,  by  a majority  vote  of  all  members  wlect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1758 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  16  day  of 
September,  1935. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  September,  1933. 


WM.  J . HOSEY  Mayor 


GENERAL  ORDINANCE  NO.  1759 


An  Ordinance  disannexing  and  throwing  out  of  the  city 
limits  of  the  City  of  Fort  Wayne,  Indiana,  certain  real  estate 
lying  east  of  the  west  line  of  Randalia  Drive,  north  of  Lake 
Avenue  and  South  of  State  Street,  in  St.  Jeseph  Township,  Allen 
County,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  +-he  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  all  that  territory  lying  east  of  the 
westline  of  Randalia  Dpive,  north  of  Lake  Avenue  and  south  of 
State  Street  in  the  C^ty  of  Fort  Wayne,  Allen  County,  Indiana, 
be  and  the  same  is  hereby  disannexed  from  the  corporate  limits 
of  the  City  of  Fort  Wayne,  Indiana. 

Section  2.  This  Ordinance  shall  be  . in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULV  PUBLISHED  IN  EOOK  AND  P/MPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day 
of  October,  1953,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  1759 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  16  day  of 
October,  1935. 


ELVA.  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  October,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1760 


An  Ordinance  ratifying  and  approving  a certain  contract 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayne  and 
Wallace  and  Tierman  Company,  Inc.,  of  Belleville,  New  Jersey. 

WHEREAS  on  the  12  day  of  September,  1933,  the  City  of 
Fort  Wayne,  Indiana,  by  and  through  the  Board  of  Public  Works, 
entered  into  a certain  contract  and  agreement  with  the  Wallace 
and  Tierman  Company,  Inc.,  of  Belleville,  New  Jersey,  to  furnish, 
supervise  installation  and  place  in  operation  chlorine  and  ammonia 
equipment  at  the  Three  Rivers  Filtration  and  Pumping  Station  in 
the  City  of  Fort  Wayne,  Indiana,  which  contract  is  in  the  follow- 
ing words  and  figures,  to  wit: 

City  of  Fort  Wayne,  Indiana 
Water  Works  Improvements 

MEMORANDUM  OF  AGREEMENT 
FOR  THE  FURNISHING  OF 
CHLORINE  AND  AMMONIA  EQUIPMENT 
CONTRACT  NO.  20 

THIS  MEMORANDUM  OF  AGREEMENT,  made  th!»  s 12  ^ay  of 
September,  1933,  by  and  between  the  City  of  Fort  Wayne,  Indiana, 
a municipal  corporation,  party  of  the  first  part,  hereinafter 
called  the  City,  and  Wallace  <x  Tierman  Company,  Inc.,  of  Belle- 
ville, County  of  Essex,  State  of  New  Jersey,  party  of  the  second 
P&rt,  hereinafter  called  the  Contractor,  under  and  by  virtue 
of  an  act  of  the  General  Assembly  of  the  State  of  Indiana,  en- 
titled "An  Act  Concerning  Municipal  Corporation,"  approved  May  6, 
1905,  and  all  acts  amendatory  thereof  and  supplementary  thereto, 
WITNESSETH: 

That  the  said  parties,  each  in  consideration  of  the 
covenants  and  agreements  on  the  part  of  the  other  herein  contained, 
have  covenanted  and  agreed,  and  do  hereby  covenant  and  agree, 
the  party  of  the  first  part  for  itself,  and  the  party  of  the 
second  part  for  itself  and  Its  heirs,  executors,  administrators, 
and  assigns  as  set  forth  in  the  following  ARTICLES  OF  AGREEMENT. 

Article  1.  Contractor’s  Obligation:  To  furnish  F.O.B. 
three  Rivers  Filtration  and  Pumping  Station  Fort  Wayne,  Indiana, 
Supervise  Installation  and  Place  in  Operation  Chlorine  and 
Ammonia  Equipment. 

It  is  agreed  that  the  Contractor  shall  furnish  f.o.b. 

Three  Rivers  Filtration  and  Pumping  Station,  Fort  Wayne,  Indiana, 
the  following  items: 

Item  1.  Three  W&T  type  M.S.V.M.  chlorinator s , one  of  fifty 
pounds,  one  of  100  lbs.,  and  one  of  200  lbs,  chlorine  capacity 


per  24  houBs,  together  with  1-inch,  diffuser  connections  to  mains 
and  auxiliary  cylinder  v&lves. 

Item  2.  One  W&T  type  M.D.P.A.M.  ammoniator,  fifty  pounds  capa- 
city per  24  hours,  together  with  connection  to  main  including 
check  valve  as  required. 

Item  3.  Three  extra  one-inch  connections  to  mains  similar  to 
those  listed  under  Item  1. 

Item  4.  One  special  hard  rubber  distributing  panel  with  hard 
rubber  valves,  arranged  according  to  W&T  drawing  No.  17/9-a  and 
provided  with  six  hose  rdapters  for  the  outgoing  hose  lines  and 
three  flexible  connections  to  chlorine  feeding  machines. 

Item  5.  One  6-tank  chlorine  gas  mainfold  with  valve. 

Item  6.  Approximately  400  feet  of  1-Inch  solution  hose  and  600 
feet  of  l-f-inch  solution  hose,  specially  manufactured  according 
to  W&T  specifications  for  chlorine  solution  hose,  together  with 
necessary  couplings. 

it  is  further  agreed  that  the  Contractor  shall  furnish 
the  erection  drawings  for  installing  the  machines  and  distribut- 
ing panel,  and  the  services  of  an  erection  superintendent  for  a 
period  not  to  exceed  one  month  to  supervise  the  installation  of 
this  equipment  complete  and  to  instruct  the  operators  in  its  care 
and  operation. 

Article  2.  Time. 

It  is  agreed  that  the  Contractor  shall  complete  the 
delivery  of  this  materials  within  four  weeks  after  the  date  of 
ratification  of  the  contract  by  the  Common  Council. 

Article  3.  Extension  of  Time. 

It  is  agreed  that  if  the  Contractor  shall  i e unavoidably 
delayed  in  oeginning  or  fulfilling  this  contract  by  reason  of 
acts  of  Providence,  or  by  general  strikes,  or  by  court  injunc- 
tion, or  by  the  stopping  of  the  work  by  the  said  City  because  of 
any  emergency  of  public  necessity,  or  by  any  act,  neglect,  delay, 
or  default  on  the  part  of  the  said  City,  the  Contractor  shall  have 
no  valid  claim  for  damages  on  account  of  any  cause  or  delay, 
but  he  shall  in  such  case  be  entitled  to  such  an  extension  or 
advancement  of  the  time  periods  specified  in  Article  2 herein 
as  the  Engineer  shall  adjudge  to  be  just  and  reasonable;  provided, 
however,  that  formal  claim  for  such  extension  shall  be  made  In 
writing  by  the  Contractor  within  a week  after  the  date  upon  which 
such  alleged  cause  or  delay  shall  have  occurred. 

Article  4.  Liquidated  Damages. 

It  is  expressly  covenanted  and  agreed  by  and  between 
the  parties  hereto  that  time  is  and  shall  be  considered  as  of 
the  essence  of  the  contract,  and  in  the  event  that  said  Contractor 
shall  fail  in  due  performance  of  the  entire  work  to  be  per- 
formed under  this  contract,  or  ar  y certain  portions  thereof  for 


which  definite  stipulations  have  been  agreed  to,  by  and  at  the 
times  herein  mentioned  and  referred  to  in  Article  2,  or  within 
some  other  certain  date  subsequent  to  this  to  which  the  time 
limit  for  the  completion  of  the  work  may  have  been  advanced 
under  the  provisions  of  Article  3,  the  said  Contractor  shall 
pay  unto  the  said  C^ty  as  for  the  liquidated  damages  and  not  as 
a penalty,  the  sum  of  Ten  Collars  ($10.00)  for  each  and  every 
working  day  that  the  said  Contractor  snail  be  in  default.  Said 
sum  of  Ten  Dollars  ($10.00)  per  day,  in  view  of  the  difficulty 
of  estimating  such  damages  with  exactness  is  hereby  expressly 
fixed,  estimate^,  computed  and  determined  and  agreed  upon  as 
the  damages  which  will  be  suffered  by  the  said  City  by  reason 
of  such  defaults.  It  is  also  understood  and  agreed  by  the 
parties  of  the  contract  that  the  liquidated  damages  hereinbe- 
fore mentioned  are  in  lieu  of  the  actual  damages  arising  from 
such  breaches  of  this  ccntract;  which  said  sums  the  City  shall 
have  the  right  to  deduct  from  any  moneys  in  its  hands,  other- 
wise due,  or  to  become  due,  to  said  Contractor,  or  to  sue  for 
and  recover  compensation  or  damages  for  non-performance  of  this 
contract  at  the  time  stipulated  herein  and  provided  for. 

Article  5.  Assignment  of  Contract. 

It  is  agreed  that  the  Contractor  shall  not  assign  or 
transfer  this  contract;  or  sublet  any  part  of  the  work  embraced 
in  it,  except  with  the  written  consent  of  the  City  to  do  so. 

It  is  likewise  agreed  that  the  Contractor  shall  not 
assign,  either  legally  or  equitably,  any  of  the  moneys  payable 
to  hlmunder  th^ s agreement,  or  h's  cla^m  thereto,  except  with 
the  written  consent  of  the  City. 

Article  6.  Specifications  and  Design  of  Materials. 

It  is  agreed  that  the  equipment  furnished  under  this 
contract  shall  be  in  accordance  with  the  specifications  set 
forth  in  the  Wallace  & Tiernan  Technical  Publication  No.  38, 
and  shall  be  designed  and  constructed  in  accordance  with  best 
standard  practice  for  equipment  of  these  types  and  for  the  uses 
intended . 

In  the  event  that  any  materials  or  equipmrnt  shall  be 
furnished  which,  in  the  opinion  of  the  Engineer,  it  is  not  suit- 
able for  the  use  for  which  it  is  intended,  such  material  or 
equipment  shall  be  removed  and  replaced  by  other  material  or 
equipment  wtp  ch  is  acceptable  without  extra  cost  to  the  City. 

Article  7.  General  S+.ipulati ons . 

It  Is  agreed  that  the  following  general  stipulations 
shall  define  certain  relationsnips  which  shall  be  ta  en  to 
exist  between  the  parties  hereto  and  shall  specify  certain  con- 
ditions under  which  the  contract  is  to  be  fulfilled. 


Definition  of  Terms 

Whenever  the  term  "City”  is  used  herein,  it  shall  be 
understood  to  refer  to  the  City  of  Fort  Wayne,  Indiana,  or  to  its 
properly  authorized  representatives,  or  whenever  the  terms  "Mayor" 
"Board  of  Public  Works,"  "City  Clerk"  or  "City  Attorney"  are  used, 
they  shall  be  understood  to  refer  to  the  Mayor,  or  Board  of  Public 
Works,  or  City  Clerk,  or  City  Attorney  of  the  said  City. 

Whenever  the  term  "Engineer"  is  used,  it  shall  be  under- 
stood to  refer  to  the  Engineer  placed  by  the  City  in  supervisory 
charge  for  the  City  of  the  work  covered  by  thi&  contract,  or  to 
his  properly  authorized  representatives. 

Whenever  the  term  "Contractor"  is  used  herein,  it  shall 
be  understood  to  refer  to  the  party  contracting  to  perform  the 
work  to  be  done  under  this  contract,  or  to  his  legal  representa- 
tives . 

Patents  and  Patent  Rights. 

The  Contractor  shall  protect  and  save  the  City  harmless 
against  All  claims  or  a ctions  brought  against  the  City  by  reason 
of  any  actual  or  alleged  infringement  upon  patent  rights  in  any 
article,  material,  process,  machine  or  appliance  used  by  him  in 
this  work. 

Article  8.  Guarantee. 

It  is  agreed  that  all  materials  and  workmanship  furnished 
hereunder  shall  be  first-class  and  free  from  defects,  and  that 
the  Contractor  will,  upon  notice  and  without  delay,  make  good  or 
repair,  without  expense  to  the  City,  the  whole  or  any  part  of  the 
equipment  furnished  by  him  hereunder  which  shall,  within  ayear 
from  the  date  of  acceptance  of  the  completed  work,  fail  or  develop 
unfitness  for  the  purpose  for  which  it  is  intended,  as  the  result 
of  any  defect  in  design,  material  or  workmanship  or  breakage  in 
transit. 

Article  9.  ^ity’c  Obligation  to  Pay  Contractor. 

And  it  is  agreed  that,  in  consideration  of  the  faithful 
and  entire  performance  by  the  Contractor  of  his  obligations  under 
this  agreement,  the  said  City  shall  pay  to  the  said  Contractor,  at 
the  times  and  In  the  manner  hereinafter  stipulated,  the  contract 
sum  of  Six  Thousand  Three  Hundred  Ninety  Three  and  no  hundreds 
Dollars  ($6393.00)  but  diminished  by  such  sums  as  the  City  may  law- 
fully deduct  and  retain  as  liquidated  damages  under  the  provisions 
of  Article  4 herein,  and  diminished  by  such  sums  as  the  City  may 
lawfully  deduct  and  retain  in  compensation  for  the  fail  re  of 
the  equipment  to  fulfill  the  guarantee  made  for  it. 

Paymen*s  to  the  Contractor  for  the  performance  by  him 
of  his  obligations  under  this  contract  shall  be  made  as  follows: 


Twenty  per  cent  ( 20 %)  of  the  contract  sum  when  the  equipment  and 
materials  shall  have  been  delivered  f.o.b.  Three  Rivers  Filtration 
and  Pumping  Station,  Fort  Wayne,  Indiana,  after  authorized  shipment. 
The  balance  of  the  total  amount  due  plus  any  sales  tax  levied  in 
the  State  of  Indiana,  thirty  days  after  the  equipment,  has  been 
erected,  tested  and  proved  to  fulfill  the  requirements  of  the 
contract  in  all  respects,  provided  that  no  defects  in  any  part  of 
the  equipment  shall  have  developed  in  the  interim. 

Title  to  the  equipment  shall  not  pass  to  the  City  until  full 
payment  therefore  has  been  made  in  cash. 

No  progress  estimate  made  or  certified  by  the  Engineer 
and  no  partial  payment  made  to  the  Contractor  by  the  City  shall  be 
deemed  or  construed  as  an  acceptance  of  any  part  of  the  work  under 
this  contract. 

At  the  time  of  the  final  estimate,  the  Contractor  shall 
file  with  the  City  a sworn  statement  that  all  claims  for  accounts 
due  for  labor,  materials  and  equipment  furnished  for  this  work  have 
been  paid  in  full,  or  he  shall  file,  in  lieu  therecf,  a sworn 
statement  shewing  in  detail  the  nature  • nd  amount  of  all  unpaid 
claims  for  said  labo  , materials  and  equipment. 

IN  WITNESS  WHREEOF,  the  parties  hereto  have  set  their 
hands  and  seals,  in  quadruplicate,  the  day  and  year  first  above 
written. 


Approved: 

Wm.  J.  Hosey,  Mayor 

Approved  as  to  form  and 
execution: 

Wm.  Fruechtenicht,  City  Attorney 
Attest: 

C.  F.  Wallace,  Secretary 


CITY  OF  FORT  WAYNE,  INDIANA 

By  WM.  J.  HOSEY,  Mayor 

BOARD  OF  PUBLIC  WORKS: 

John  C.  Trier 
David  Erwin 

Attest: 

Scott  S.  Snyder,  Secretary 


WALLACE  & TIERNAN  CO.,  Inc. 

M.  F.  Tiernan,  President 

EHEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  -Lndiana: 

Section  1.  That  the  loregoing  contract  and  agreement 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayn§>, 
Indiana,  by  and  through  its  Board  of  Public  Works,  and  the  Wallace 
and  Tiernan  Company,  Inc.,  of  Belleville,  New  Jersey,  to  furnish, 
supervise  installation  and  place  in  operation  chlorine  and  ammonia 
equipment  at  the  Three  Rivers  Filtration  and  Pumping  Station  in 
the  City  of  Fort  Wayne,  Indiana,  which  contract  is  more  fully  set 
forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all 
things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor 


AUGUST  WEI SENBURGER 
(Ayes  16-Nays  none) 

THIS  CEDI NANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  Hereby  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day  of 
October,  1953,  by  a majority  'vote  of  all  members  elect,  did  pass 


the  ordinance  hereunto  attached, 
GENERAL  ORDINANCE  NO.  i760 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 
October,  1933. 

Approved  this  24  day  of 


and  known  as 

ELVA  A.  P RANTER,  City  Clerk 
or  approval  onthe  16  day  of 

ELVA  A.  PRANGER,  City  Clerk 
October,  1933. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1761 


An  Ordinance  allowing  the  claim  of  Mrs.  Dora  Walker  for 
damages  sustained. 

WHEREAS,  Mrs.  Dora  Walker  was  injured  by  stepping  in  a 
hole  in  the  alley  between  Wildwood  Avenue  and  Home  Avenue  in  the 
City  of  Fort  Wayne,  Indiana,  which  injuries  constituted  a broken 
ankle,  and  which  injuries  necessitated  the  hiring  of  physicians 
and  nurses,  and  the  hiring  of  a housekeeper  for  the  period  of 
time  during  which  Mrs.  Walker  was  unable  to  walk.  Therefore, 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  claim  of  Mrs.  Dora  Walker  in  the 
sum  of  One  Hundred  Fifty  ($150.00)  Dollars  , in  full  for  any  and 
all  damages  sustained  by  reason  of  said  injuries,  and  in  full  for 
medical  expenses,  extra  expenses  of  hiring  a housekeeper,  pain 
and  suffering,  and  any  other  incidental  expenses  arising  but 
of  said  injury,  be  and  the  same  is  hereby  allowed. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passa6e  and  approval  by  the  Mayor. 

E.  H.  FISHER 
JACOB  HARTMAN 
J.  J.  PERREY 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10 
day  of  October,  1933,  by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1761 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 
October,  1933. 

ELVA  A.  PRANGER,  City  Clerk 
Approved  this  24  day  of  October,  1933. 


WM.  J . HOSEY,  Mayor 


GENERA  ORDINANCE  NO.  1762 


An  Ordinance  to  amend  Section  3 of  General  Ordinance 
No.  1663  passed  by  the  Common  Council  on  Apr'l  26,  1932. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  Section  3 of  General  Ordinance  No.  1663 
passed  by  the  Common  Council  of  the  City  of  Fort  Wayne  on  April 
26,  1932,  be  amended  to  read  as  follows: 

Section  3.  Any  person,  firm  or  corporation  violating 
any  of  the  provisions  of  this  ordinance,  shall  upon  conviction 
be  fined  in  any  sum  not  less  than  Three  Hundred  (^300.00)  Dollars, 
to  which  may  be  added  imprisonment  for  a period  of  not  less 
than  thirty  (30)  days  nor  more  than  six  (6)  months. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor  and 
legal  publication. 

OHARLES  LENZ 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY  , that  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the 
28  day  of  November,  1933,  by  a majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  ]_762 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 
December,  1933. 

Approved  this  8 day  of 


ELVA  A.  PRANGER,  City  Clerk 
for  approval  on  the  2 day  of 

ELVA  A.  PRANGER,  City  Clerk 
December,  1933. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1763 


An  Ordinance  annexing  and  making  a part  of  the  City  of 
Port  Wayne,  Indians,  certain  described  territory  located  * n the 
east  part  of  the  city,  and  along  the  Bueter  Road  and  the  south 
right  of  way  of  the  Wabash  Railroad. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  following  described  territory  is 
hereby  annexed  and  made  a pert  of  the  city  limits  of  the  City  of 
Fort  Wayne,  Indiana,  and  shall  be  and  is  considered  a part  thereof: 

Both  descriptions  are  in  the  8th  Ward. 

A part  of  the  Northwest  quarter  of  Section  8,  Township  30 
North,  Range  13  East,  more  particularly  described  as  follows: 

Commencing  at  the  intersection  of  the  center  line  of  the 
Bueter  Road  and  the  south  right-of-way  line  of  the  Wabash  Railroad; 
thence  west  along  the  south  right  of  way  line  to  the  northwest 
corner  of  Lot  47  in  said  Addition  to  the  southwest  corner  of  sa’d 
Lot  47;  thence  in  a southeasterly  direction  on  a straight  line  to 
the  northwest  corner  of  Lot  Number  36  Woodland  Hftights  Addition; 
thence  south  along  the  west  line  of  Lots  Numbered  36,  32,  28, 

24  and  20  in  said  addition;  and  said  line  produced  southward  to 
the  northwest  corner  of  Lot  Number  16  Woodland  Heights  Addition; 
thence  south  along  the  west  line  of  Lots  Numbered  16,  12,  8 and  4 
in  said  addition,  and  said  line  produced  south  to  the  center  line 
of  New.  Haven  Avenue;  thence  east  along  the  center  line  of  New 
Haven  Avenue  to  the  intersection  with  the  center  line  of  theBueter 

Road;  thence  north  along  the  center  line  of  the  Bueter  Road  to  the 

* 

south  line  of  the  right  of  way  of  the  Wabash  Railroad,  the  place 
of  beginning; 

Also  a part  of  the  Northwest  Quarter  of  Section  8, 

Township  30  North,  Ranger  13  East,  more  particularly  ^escr'bed  as 
follows : 

Commencing  at  the  Northwest  corner  of  Section  8,  Town- 
ship 30  North,  Range  13  East,  (said  point  being  the  center  line  of 
Maumee  Avenue),  thence  south  along  the  west  line  of  said  Section  8, 
to  a point  one  hundred  twelve  (112)  feet  south  of  the  south  line 
of  Maumee  Avenue;  thence  east  on  a line  which  Is  mne  hundred  and 
twelve  (112)  feet  south  of  and  parallel  to  the  south  line  of 
Maumee  Avenue,  (said  line  being  the  south  line  of  Lots  Numbered 
6°,  21,  2<c,  24,  25  and  26  Hitch*  s 6th  Addition),  to  the  southeast 
corner  of  Lot  Number  26  Hitch's  6th  Addition;  thence  north  along 
the  east  line  of  Lot  Number  26  Hitch's  6th  Addition  and  said  line 
produced  north  to  the  center  1 ne  of  Maumee  Avenue;  thence  west 
along  the  center  line  of  Maumee  Avenue  to  the  place  of  beginning. 


Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

J.  J.  PERREY 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  28 
day  of  November,  1933,  by  a majority  vote  of  all  members  elect. 


did  pass  the  ordinance  hereunto 
GENERAL  ORDINANCE  NO.  1763 

M.  L.  BURNS,  President 

Presented  to  the  Mayor 
December,  1933. 

Approved  this  8 day  of 


ittached,  and  known  as 

ELVA  A.  PRANGER,  ty  Clerk 
for  approval  on  the  2 day  of 

ELVA  A.  PRANGER,  City  Clerk 
December,  1933. 


WM.  J.  HOSEY,  Mayor 
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GENERAL  ORDINANCE  NO.  1764 

An  Ordinance  annexing  and  making  a part  of  the  city  limits  of  the 
City  of  Fort  Wayne,  Indiana,  certain  des^r’bed  territory  located 
in  the  east  part  of  the  City  and  along  New  Haven  Avenue. 

BE  IT  ORDAINED  b.y  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  following  described  territory  is 
hereby  annexed  and  made  a part  of  the  city  limits  of  the  City  of 
Fort  Wayne,  Indiana,  and  the  same  shall  and  hereby  is  considered 
a part  thereof,  to  wit: 

Commencing  at  the  intersection  of  the  center  line  of  New 
Haven  Avenue  and  the  center  line  of  B'rchwood  Avenue;  thence  north 
in  and  along  the  center  line  of  Birchwood  Avenue  to  the  first  alley 
north  of  New  Haven  Avenue;  thence  east  in  and  along  the  first 
alley  north  of  New  Haven  Avenue  to  the  west  line  of  the  Fort  Wayne, 
Van  Wert  & Lima  Traction  Company;  thence  acress  sa'd  Traction 
Company  right-of-way  on  a line  which  is  the  center  1 ' ne  of  the  first 
alley  north  of  New  Haven  Av  nue  produced  east  to  the  east  r*ght  of 
way  line  of  said  Traction  Compnay;  thence  east  in  and  along  the 
first  alley  north  of  New  Haven  Avenue  to  Redwood  Avenue;  thence 
south  in  and  along  Redwood  Avenue  to  the  north  line  of  Lot  Number  1 
Woodland  Heights  Addition;  thence  east  along  the  north  line  of 
Lots  Numbered  1,  2,  5 and  4 Woodland  Heights  Addition  and  said  line 
produced  east  to  the  center  l'ne  of  the  Bueter  Road;  thence  south 
along  the  Center  line  of  the  Bueter  Road  to  a point  one  hundred 
. fifty  feet  south  ofthe  south  line  of  New  Haven  Avenue;  thence 

west  on  a line  which  is  parallel  to  and  one  hundred  fifty  (150) 
feet  south  of  the  south  l'ne  of  New  Haven  Avenue  to  the  Redwood 
* Avenue;  thence  west  in  and  along  the  first  alley  south  of  New 

Haven  Avenue  to  the  center  line  of  Birchwood  Avenue;  thence  north 
along  the  center  line  of  Birchwood  Avenue  to  the  center  line  of 
New  Haven  Avenue,  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

J.  J.  PERREY 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  28 
day  of  November,  1933,  by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1764 

M.  L.  BURNS,  President  ELYA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  2 day  of 
December,  1933. 


ELYA  A.  PRANGER,  Clj&y  Clerk 


Approved  this  8 day  of  December,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1765 


An  Ordinance  to  disannex  and  throw  out  of  the  City  limits 
of  the  City  of  Fort  Wayne,  Indians,  certain  described  territory 
in  the  Northwest  Quarter  of  Section  6,  Township  30  North,  Range  13, 
(Adams  Township). 

BE  11  ORDAINED  by  the  Common  Coun^l  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  following  described  real  estate, 

to  wit: 


That  part  of  the  Northwest  Quarter  of  Section  6,  Township 
30  North,  Range  13  (Adams  Township),  lying  east  of  the  east  line 
of  South  Kensington  Park  Addition;  south  of  Lake  Avenue;  west  of 
the  center  section  line  of  Section  6;  and  north  of  the  Maumee 
River,  be  and  the  same  is  hereby  dixannexed  from  the  corporate 
limits  of  the  City  of  Fort  Wayne,  Indiana. 

. Section  2.  . This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor, 


LOUIS  C.  IANGARD 
(Ayes  15-Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET 
FORM  AS  REQUIRED  BY  LAW. 


I 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  12  day 
of  December,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1765 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  onthe  16  day  of 
December,  1933. 


ELVA  A.  PRANGER,  C*ty  Clerk 
Approved  this  22  day  of  December,  1933. 


WM.  J.  H0SE7,  Mayor 


GENERAL  ORDINANCE  NO.  1766 


An  Ordinance  amending  General  Ordinance  No.  1704, 
entitled:-  "An  Ordinance  to  license  and  regulate  the  business 
of  Transient  Merchants  and  to  provide  penalties  for  the  violation 
of  this  Ordinance.  , by  adding  Section  1 to  said  Or’d',  nance, 
which  Section  had  heretofore  been  repealed. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana,  Section  1.  That  there  be  added  a Section  1 
to  General  Ordinance  No.  1704,  and  that  said  Section  1 will 
read  as  follows: 

Section  1.  The  term  nT  ansient  Merchant."  within 
the  meaning  of  this  Ordinance  shall  mean  any  person,  firm, 
association  or  corporation  engaging  in  a retail  or  wholesale 
of  goods,  wares  or  merchandise  in  the  City  of  Fort  Wayne,  Indiana, 
or  any  and  all  persons,  both  principals  and  agents,  who  engage 
or  conduct  in  this  city,  either  in  one  locality  or  in  travel- 
ing from  place  to  place,  for  the  purpose  of  selling  goods, 
wares  and  merchandise  for  a period  of  one  hundred  twenty  (120) 
consecutive  days,  or  less,  and  who  for  the  purpose  of  carrying 
on  such  business  shall  have,  use  or  occupy  any  building,  vehicle, 
railway  car,  booth,  store,  shop,  vacant  lot,  or  parking  lot, 
tent,  room  in  a hotel,  rooming  house  or  board  ng  house,  struc- 
ture or  other  place  for  the  exhibition  or  sale  of  such  mer- 
chandise. 

Such  term  shall  not  be  cons  rued  to  apply  to  any  per- 
son selling  goods,  wares  or  merchandise  of  any  description  raised, 
produced  or  manufactured  by  the  individual  offering  the  same 
for  sale  as  hereinafter  provided,  nor  to  persons  handling 
vegetables,  fruits  or  perishable  farm  products  by  an  established 
merchant,  refreshment  stands,  or  having  booths  on  or  adjacent 
to  the  property  owned  or  occupied  by  them,  nor  to  any  stand  or 
stands  on  any  fair  grounds,  or  to  any  peddlers  or  marketeers, 
or  to  the  bona  fide  sale  of  ^oods,  wares  sn^  merchandise  by 
sample  or  for  future  delivery  by  commercial  travelers,  jobbers, 
or  selling  agents,  or  to  Sheriffs,  Constables  or  other  public 
officers  selling  goods,  wares  and  merchandise  according  to 
law,  nor  to  the  temporary  sale  of  &oods,  wares  or  merchandise 
where  the  proceeds  of  such  sales  are  to  be  used  exclusively 
for  religious,  charitable  and  benevolent  purposes.  The  pro- 
visions of  this  Ordinance  shall  not  effect  any  regulations 
made  nor  existing  concerning  milk,  buttermilk  or  cream. 

The  wor£  "Person",  as  used  in  this  Ordinance,  shall 
include  any  firm,  corporation  or  partnership,  or  two  or  more 
persons  having  a joint  or  common  Interest. 


Section  2.  This  Ordinance  shall  be  in  full  force  and 


effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  12  day 
of  December,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1766. 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 
December,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  22  day  of  December,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1767 


An  Ordinance  changing  and  amending  the  symbols  and 
indications  of  a part  of  General  Ordinance  No.  1436;  and  the 
same  bein g; 

"An  Ordinance  establishing  a zoning  plan  for  the  Citfr 
of  Fort  Wayne  to  regulate  and  restrict  the  height,  area,  bulk 
and  use  of  build "ngs;  to  regulate  and  determine  the  area  of 
yards,  courts  and  other  open  spaces;  to  regulate  and  limit  the 
use  and  intensity  of  use  of  land;  to  classify  and  regulate  the 
locationof  trades,  callings,  industries,  commercial  enterprises 
and  the  location  of  buildings  designed  for  specified  uses;  to 
establish  building  lines;  and  for  such  purposes  to  divide  the 
city  into  districts,  to  provide  for  administration  and  for  pen- 
alties for  the  violation  of  its  provisions;  authorizing  the 
creation  of  a board  of  7oning  appeals  and  providing  for  review 
of  the  decisions  of  such  board  by  the  court.  This  ordinance, 
and  ordinances  supplemental  or  amendatory  thereto,  shall  be 
known  as  the  Zoning  Ordinance  of  Fort  Wayne."  Passed  Nov- 
ember 13,  1928. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  symbols  and  indications  of  Sec- 
tion 5 of  the  aap  which  is  a part  of  General  Ordinance  No.  1436, 
as  above  described,  be  changed  from  those  of  a "c"  District  to 
those  of  a "B"  District  on  the  lots  and  parcels  of  land  bounded 
on  the  North  by  Foster  Parkway,  on  the  East  by  the  first  alley 
East  of  Clahoun  Street,  on  the  West  by  the  first  alley  West  of 
Calhoun  Street,  and  on  the  South  by  Lexington  Avenue  West  of, 
and  by  McEinnie  Avenue  East  of,  Clahoun  Street;  also  including 
the  lots  and  parcels  of  land  bounded  on  the  North  by  McKinnie 
Avenue,  on  the  West  by  Calhoun  Street,  on  the  South  by  Pettit 
Avenue,  and  on  the  East  by  a line  that  is  100  feet  East  of  and 
parallel  to  the  East  line  of  Calhoun  Street;  also  including  the 
lots  and  parcels  of  land  bounded  on  the  North  by  North  Seminole 
Circle,  on  the  East  by  Calhoun  Street,  on  the  South  by  the  North 
line  of  the  first  alley  South  of  South  Cornell  Circle,  extended 
East  to  Calhoun  Street  and  on  the  West  by  a line  that  is  100 
feet  West  of  and  parallel  to  the  West  line  of  Calhoun  Street; 
also  including  the  lots  and  parcels  of  land  bounded  on  the  North 
by  the  first  alley  South  of  South  Cornell  Circle  extended  East 
to  Clahoun  Street,  on  the  East  by  Calhoun  Street,  on  the  West 
by  the  first  alley  West  of  Calhoun  Street  and  on  the  South  by 
Pettit  Avenue;  and  that  said  area  is  hereby  established  as  a 
"B”  District. 


Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  C5 ty 
of  Fort  Wryne,  Indiana,  at  a regular  meeting,  held  on  the  12  day 
of  December,  1933,  by  a amjority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1767 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 
December,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  22  day  of  December,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1768 


An  Ordinance  relating  to  and  regulating  photographers 
and  photo  finishers;  providing  for  the  licensing  of  same,  and  pro- 
viding penalties  for  the  violation  of  this  ordinance. 

Article  1. 

Section  1.  Any  person,  firm  or  corporation  engaged  in 
the  business  of  photography  or  photo  finishing,  or  maintaining  a 
photographic  studio  in  the  City  of  Port  Wayne,  Indiana,  shall  pay 
a license  fee  of  two  hundred  dollars  ($200.00)  for  the  first  year 
and  a license  fee  of  $5.00  per  year  for  each  year  thereafter;  pro- 
viding that  this  ordinance  shall  not  apply  to  persons,  firms  or 
corporations  engaged  !n  the  business  of  photography  or  photo 
finishing  or  maintaining  a photographic  studio  at  the  time  of  the 
passage  of  this  ordinance  except  tha  annual  license  fee  of  $5.00. 

Section  2.  In  case  the  photographic  business  of  any  per- 
son, firm  or  corporation  should  be  sold  or  transferred  after  the 
passage  of  this  ordinance,  then  in  that  event  the  person  to  whom 
such  business  is  transferred  shall  pay  a license  fee  of  $200.00 
for  the  first  5 months  an^  five  dollars  ($5.00)  for  each  year  there- 
after. 


Section  3.  The  City  Controller  shall,  upon  receipt  of 
payment  of  two  hundred  dollars  ($200.00)  license  fee  provided  in 
section  one  or  section  two  of  this  ordinance,  set  aside  such  a- 
mount  in  a fund  to  be  known  as  ’’Undistributed  licenses"  and  hold 
the  same  in  trust  from  date  of  receipt,  if  said  person,  firm  or 
corporation  paying  the  tw - hundred  dollars  ($200.00)  license  fee 
under  section  one  of  this  ordinance  shall  s till  be  and  shall  have 
been  continuously  engaged  in  the  busi  ess  of  pnotography  in  tne 
City  of  Fort  Wayne,  Indiana,  for  a period  of  three  hundred  and  six- 
ty-five days  from  the  payment  of  said  license  the  City  Controller 
shall,  upon  written  request,  refund  one  hundred  and  ninety  five 
dollars  ($195.00)  to  said  person,  firm  or  corporation  or  the  heirs 
or  assigns  thereof;  if  said  person,  firm  or  corporation,  paying  the 
two  hundred  dollars  ($200.00)  license  fee  under  section  two  of  this 
ordinance  shall  still  be  an^  shall  have  been  continuously  engaged 
in  the  bus-' ness  of  ph  tography  in  the  City  of  Fort  Wayne  for  a 
period  of  n'nety  (90)  days  from  the  payment  of  said  license,  the 
City  Controller  shall,  upon  written  request,  refund  the  sum  of  one 
hundred  ninety  five  dollars  ($195.00)  to  saidperson,  firm  or  cor- 
poration or  the  heirs  or  assigns  thereof;  if  said  person,  firm  or 
corporation  paying  the  license  fee  as  provided  either  in  section 
one  or  two  of  this  ordinance  shall  discontinue  business  within 
three  hundred  sixty  five  days  from  the  date  of  the  license  payment, 
when  paid  under  section  one  of  this  ordinance  of  within  ninety 
(90)  days  when  paid  under  section  two  OF  this  ordinance,  the  City 


Controller  shall  thereupon  immediately  credit  the  two  hundred 
dollars  ($200.00)  to  the  general  fund  and  it  shall  be  distri- 
buted in  like  manner  as  all  other  miscellaneous  receipts. 

Section  4.  That  the  phrase,  "Any  person,  firm  or 
corporation  engaged  in  the  business  of  pnotograpny  in  tne  City 
of  Port  Wayne”  for  the  purpose  of  this  ordinance  shall  be  con- 
sidered to  mean  any  person,  firm  or  corporation  carrying  on  the 
business  of  photography  in  the  City  of  Port  Wayne,  in  any  or  all 
of  its  phases;  by  making  negatives,  by  exposing  plates,  fil,s  or 
paper  for  making  negatives,  or  positives  upon  which  photographs 
are  made  for  sale;  or  by  soliciting  or  employing  agents  to 
solicit  or  canvass  for  photographic  work  or  copies  or  y main- 
taining a photographic  studio,  office  cr  quarters  at  which  photo, 
graph  work  is  done,  or  from  which  it  is  distributed  or  sold. 

Section  5.  That  any  agent,  solicitor  or  canvassey, 
selling  coupons  or  contracts  or  any  licensed  photographer  in  the 
City  of  Port  Wayne,  Indiana,  shall  pay  a license  fee  of  five 
dollars  ($5.00)  per  day  that  any  agent,  solicitor  or  canvasser 
selling  coupons  or  contracts  in  tne  City  of  Fort  Wa.\  ne,  Indiana, 
for  any  unlicensed  protographer , shall  pay  a license  fee  of  ten 
dollars  per  day  ($10.00);  in  case  coupons,  contracts  or  cer- 
tificates are  s Id  to  an,  perse;  , firm  or  corpora  ion  to  be 
used  for  the  purpose  of  giving  them  away  or  selling  them  as 
premiums  or  inducements  to  ouy  merchandise,  the  license  fee 
shall  be  twenty  five  dollars  ($25.00)  per  day  or  two  hundred 
dollars  ($200.00)  per  month  for  each  studio,  agent,  solicitor 
or  convasser  engaged  in  such  work. 

Section  6.  That  any  person,  firm  or  corporation 
violating  or  refusing  to  comply  with  the  provisions  of  this 
ordinance  or  any  part  thereof,  shall  be  deemed  guilty  of  a mis- 
demeanor and  upon  conviction  thereof,  shall  be  punished  with 
a fine  of  not  less  than  fifty  dollars  ($50.00)  nor  more  than 
one  hundred  dollars  ($100.00)  or  by  imprisonment  in  ‘‘he  city 
jail  for  not  more  than  s’x  months.  Each  separate  day  on  which 
a violation  occurs  shall  be  considered  a separate  offense. 

Section  7.  After  due  consideration  and  by  passage 
and  signing  of  this  ordinance  it  shall  repeal  any  and  all 
other  ordinances  and  parts  of  ordinances  in  conflict  with  it. 

Section  8.  If  any  section  of  thisordinance  shall  be 
held  to  be  void,  it  shall  not  invalidate  the  remaining  pro- 
visions of  this  ordinance. 

Section  9.  This  ordinance  shall  take  effect  and  be 
in  force  from  and.  after  its  passage,  approval  and  signature. 

CHARLES  H.  YOUNG 
(Ayes  15-Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 


AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meefn  , held  on  the 
12  day  of  December,  1933,  by  a majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1768 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  16  day  of 


December,  1933. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  22  day  of  December,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1769 


An  Ordinance  authorizing  the  borrowing  of  One  Hundred 
Forty  Thousand  ($140,000.00)  Dollars  and  the  Issue  and  '■ale  of 
bonds  therefor  for  the  purpose  of  refund ' ng  Railroad  Refunding 
Bonds  due  October  10,  1933,  known  as  Series  "D" . That  ordinance 
No.  1749  be  and  the  same  Is  hereby  repealed. 

Section  1.  Be  it  ordained  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Indiana,  that  said  City  borrow  the 
sum  of  One  Hundred  Forty  Thousand  ($140,000.00)  Dollars  for 
the  purpose  of  refunding  Railroad  Refunding  Bonds  due  October  10, 
1933,  known  as  Series  "Dm. 

Section  2.  That  in  order  to  procure  said  loan  that 
the  bonds  of  said  City  be  issued  to  the  amount  of  One  Hundred 
Forty  Thousand  Thousand  ($140,000.00)  Dollars  in  denominations 
and  of  the  par  value  of  One  Thousand  ($1,000.00)  Dollars  each. 

All  of  sa*d  bonds  to  ue  dated  October  10,  1933,  and  to  bear 
interest  frcm  that  date  at  the  rate  of  five  and  one-quarter 

per  cent  per  annum,  payable  semi-annually,  and  evidenced 
by  a coupon  for  each  six  months'  interest  and  bearing  the  lith- 
ographed facsimile  signatures  of  the  Mayer  and  Controller  of 
said  City,  and  all  of  said  bonds  to  be  signed  by  the  Mayor  and 
Controller  of  said  City  and  attested  by  the  City  Clerk  and 
sealed  with  the  seal  of  said  City  and  to  be  designated  as 
Series  "u",  and  numbered  consecutively  from  one  to  one  hundred 
forty  inclusive,  and  to  be  designated  as  Railroad  Rpfundin6 
Bonds . 


Bonds  number  1 to  7 both  inclusive  maturing  October  10,  1935. 
Bonds  8 to  14  both  inclusive  maturing  October  10,  1936 
Bonds  15  to  21  both  inclusive  maturing  October  10,  1937. 

Bonds  22  to  28  both  inclusive  maturing  October  10,  1938. 

Bonds  number  29  to  35  both  inclusive  maturing  October  10,  1939 

Bonds  number  36  to  42  both  inclusive  maturing  October  10,  1940 

Bonds  number  43  to  49  both  inclusive  maturing  October  19,  1941 

Bonds  number  50  to  56  both  inclusive  maturing  October  10,  1942 

Bonds  n mber  57  to  63  both  inclusive  maturing  October  10,  1943 

Bonds  number  64  to  70  both  inclusive  maturing  October  10,  1944 

Bonds  number  71  to  77  both  inclusive  maturing  October  10,  1945 

BBnds  number  78  to  84  both' inclusive  maturing  October  10,  1946 
Bonds  number  85  to  91  both  inclusive  maturing  October  10,  1947 

Bonds  number  92  to  98  both  inclusive  maturing  October  lo.  1948 

Bonds  number  99  to  105  both  inclusive  maturing  October  10,  1949 
Bonds  number  106  to  112  both  inclusive  maturing  October  10,  1950 

Bonds  number  113  to  119  both  inclusive  maturing  October  10,  1951 

Bonds  number  120  bo  126  both  inclusive  maturing  October  10,  1952 

Bonds  number  127  to  133  both  inclusive  maturing  October  10,  1953 

Bonds  number  134  to  140  both  inclusive  maturing  October  10,  1954 

' All  of  said  bonds  and  coupons  shall  be  payable  at  the 
office  of  the  Lincoln  National  Bank  u Trust  Company  in  said  City, 
The  Bonds  shall  not  be  registered  in  the  name  of  the 
purchaser  or  any  su  sequent  purchaser  thereof,  but  the  City 
Controller  at  the  time  of  issuing  said  bonds  shall  register  the 


same  In  a book  kept  for  that  purpose  giving  the  number  thereof, 
the  date  of  the  is-ue  and  the  date  of  maturities,  rate  of  in- 

r 

terest,  and  time  and  place  where  the  same  shall  be  payable. 


Section  3.  The  City  Controller  shjkli  manage  and  super- 
vise the  rreparal * on,  advertisement,  negotiation  and  sale  of  said 
bonds,  subject  to  the  terms  of  this  ordinance,  which  sale  shall 
be  by  sealed  bids  for  all  of  said  bonds  or  parcels  or  allotments 
thereof,  to  the  highest  and  best  bidder  for  cash  after  three 
weeks'  notice  of  the  time  and  place  of  such  sale  shall  have  been 
given  one  time  each  week  for  three  weeks  in  two  newspapers  re- 
presenting opposite  political  parties,  published  in  the  English 
language  in  the  City  of  Fort  Wayne,  Indiana.  Such  notice  shall 
describe  said  bonds  with  such  minuteness  and  particularity  as  the 
City  Controller  may  see  fit  and  shall  s et  forth  the  amount  of  the 
bonds  to  be  sold,  and  the  rate  of  interest  they  shall  bear,  and 
that  the  bidden  may  bid  for  all  or  any  part  of  said  bonds,  and 
the  date  of  opening  bids  or  proposal^  therefor,  and  the  City 
Controller  shall  have  the  right  to  reject  any  and  all  b^ds  re- 
ceived. Each  and  eve  y bid  and  proposal  shall  be  presented  to 
the  City  Controller  sealed,  and  shall  be  accompanied  by  duly 
certified  check  upon  some  responsible  bank  in  the  City  of  Fort 
Wayne,  Indiana,  payable  to  the  order  of  the  City  Treasurer  of  the 
City  of  Fort  Wayne  Indiana,  and  in  a sum  equal  to  two  and  one- 
half  (2j?/6)  per  cent  of  the  face  value  bid  and  the  City  Controller 
shall  award  said  bonds  as  he  shall  see  fit,  in  whole  or  any  part 
thereof,  to  the  highest  and  best  bidder  thereof,  but  sa*d  City 
Controller  shall  have  the  right  to  reject  anj  bids  or  proposal^ 
or  any  part  thereof,  and  shall  have  the  right  to  accept  a part 
of  any  bid  t>r  to  award  on  any  bid  the  whole  or  less  number  of  the 
bonds  covered  by  such  bids,  or  he  may  in  his  judgment  and  dis- 
cretion award  a part  of  said  bonds  to  one  bidder  and  part  to  a- 
nother  and  these  provisions  shall  apply  in  the  case  of  reoffering 
and  readverti si ng  said  bonds  in  case  no  bids  are  received  and  in 
case  any  bids  for  said  bonds  or  any  part  thereof  are  rejected. 

Section  4.  Delivery  of  any  bon  s by  said  Controller 
shall  be  made  at  the  Office  of  the  City  Treasurer  of  the  City  of 
Tort  Wayne,  upon  the  payment  to  the  City  Treasurer  of  the  full 
purchase  price  and  bid  for  said  bonds  as  certified  to  said  City 
Treasurer  by  said  Controller  and  in  the  event  that  said  bidder 
fails  or  refuses  to  pay  for  said  Bonds  within  10  days  after  said 
sale,  the  same  shall  be  treated  as  a breacn  of  contract  of  nis 
bid  or  proposal  on  account  of  which  the  deposit  made  by  said  bidder 
herein  provided  shall  become  the  property  of  said  City  as  and  for 
its  damages. 

Section  5.  When  said  bonds  shall  have  been  signed 
as  herein  provided  and  paid  for  by  said  purchaser  and  delivered 
to  the  purchaser  thereof,  the  same  shall  be  and  constitute  the 
binding  obligations  of  the  City  of  Fort  Wayne  according  to  the 
tenor  and  effect  thereof. 


Section  6.  The  proceeds  derived  from  the  sale  of  said 
bonds  as  h-  rein  authorized  shall  be  and  are  hereby  appropriated 
to  the  Sinking  Fund  under’  the  direction  of  the  Department  of 
Finance,  for  the  sole  use  of  refunding  the  Railroad  Refu^d'ng 
Bonds,  Series  '*Dr' . 

Section  6-g-.  That  Ordinance  No.  1749  be  and  the  same 
is  hereby  repealed. 

Section  7.  That  this  ordinance  shall  be  in  full  force 
and  effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOE  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LM. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a soec’al  meeting,  held  cn  the 
19  day  of  December,  1933.  by  a majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1769 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  26  day  of 
December,  1933. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  28  day  of  December,  1933. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1770 


An  Ordinance  allowing  the  sum  of  $220.35  to  Item  33a  of 
the  Budget,  Claims  against  the  City,  for  the  purpose  of  paying  cer- 
tain claims  arising  out  of  medical  service  and  treatment  furnished 
certain  members  of  the  Police  and  Fire  Department  for  injuries  re- 
ceived  while  on  duty. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  ^ort 
Wayne,  Indiana: 

Section  1.  That  the  sum  of  $220.35  be  and  the  same  is 
hereby  allowed  to  Item  33a  of  the  Budget  for  the  purpose  of  paying 
the  following  itemized  claims  arising,  out  of  medical  service  and 
treatment  furnished  members  of  the  Police  and  Fire  Departments  for 
injuries  received  while  on  duty,  to  witj 


The  Fort  Wayne  Medical  Laboratory,  X-ray  John  Keintz  $ 7.50 
St.  Joseph  Hospital,  service  rendered  Doyle  Payne  15.50 
Dr.  Arnold  H.  Duemling,  service  rendered  Edward  Taylor  4.00 
J.  L.  Wyatt,  M.  D.,  Service  rendered  H.  Neuman  3.00 
Dr.  E.  E.  Moravec,  service  rendered  Al.  Figel  20.00 
Dr.  A.  E.  Moravec,  service  and  operation  for  Joe  Hutter  125.00 
Methodist  Hospital,  service  rendered  Al.  Figel  10.60 
Methodist  Hospital,  service  rendered  Tom  Railing  14.75 
Dr.  Raymond  J.  Berghoff,  services  rendered  Custer  Dunifon  10.00 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

Approved  j.  LOUIS  SCHMOE 

JULIAN  F.  FRANKE  (Ayes  15-anys  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HERBBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of 
December,  1933,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1770 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  2 day  of 


January,  1934. 


ELVA  A.  PRANGER,  City  Clerk 

Approved  this  8 day  of  January,  1934. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1771 


An  Ordinance  eliminating  Item  26  in  Section  1 and  amending 
Section  3 of  General  Ordinance  No.  1703. 

BE  IT  ORBAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  Item  26  in  Section  1 of  General  Ordinance 
No.  1703  be  and  the  same  is  hereby  el" minate^ . 

Section  2.  That  Section  3 of  General  Ordinance  No.  1703 
be  and  the  same  is  hereby  amended  to  read  as  follows,  to  wit: 

"Section  3.  This  Ordinance  shall  not  repeal  any  ordinance 
now  existing  relating  to  salaries  and  wages  of  officers  and  employees 
but  shall  suspend  such  ord1'  nances  during  the  time  that  this  Ordinance 
is  in  full  force  and  effect.  This  Ordinance  shall  expire  by 
limitation  on  December  31,  1934." 

Section  3.  This  Ordinance  shall  be  In  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN 
PRANK  A.  WYSS 
LOUTS  C.  LANGARD 

The  Ordinance  was  read  the  first  time  in  full  and  on 
motion  the  Ordinance  was  read  the  second  t^me  by  5ts  title  and  motion 
to  suspend  the  rules  prevailed  by  the  following  vote:  Ayes  16-Nays  none 

The  Ordinance  was  read  the  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote:  Ayes  16-Nays  none. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a recessed  meeting,  held  on  the  28  day  of 
December,  1933,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1771 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  C, ty  Clerk 

Presented  to  the  Mayer  for  approval  on  the  2 day  of 
January,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  8 day  of  January,  1934. 


WM.  J.  HOSEY,  Mayor 


GENIAL  ORDINANCE  NO.  1772 


An  Ordinance  authorizing  the  Board  of  Public  Works  of  the 
City  of  Port  Wayne  to  purchase  certain  real  estate  in  Allen  County, 
Indiana . 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  Board  of  Public  Works  of  the  City  of 
Fort  Wayne,  Indiana,  be  and  the  same  "s  hereby  authorized  to  purchase 
the  following  described  real  estate  for  the  purpose  of  flooding  the 
same  and  using  same  for  water  storage  and  protecting  the  pool  so 
formed  for  a reserve  water  supply  for  the  City  of  Fort  Wayne,  which 
real  estate  is  specifically  described  as  follows: 

A part  of  Section  19  Township  31  North,  Range  13  East, 
described  as  f©llows:  Commencing  at  the  point  where  the  south  line 
of  the  Roebuck  farm  intersects  the  center  1 ne  of  the  St.  Joseph 
River;  thence  east  along  said  south  line  to  a point  thirty  six  and 
seventy-five  hundredths  (36.75)  feet  west  of  the  center  line  of 
Section  19,  Township  31  North,  Range  13  East;  thence  at  an  angle  to 
the  left  of  89  degrees  06  inches  a distance  of  three  hundred  twenty- 
seven  and  three  tenths  (327.3)  feet;  thence  at  an  angle  to  the  left 
of  18  degrees  52  inches  a distance  of  six  hundred  twenty-three  (623) 
feet;  thence  at  an  angle  to  the  right  of  18  degrees  06  inches 
30  feet  a distance  of  seven  hundred  thirty  two  and  two  tenths  (732.2) 
feet;  thence  at  an  angle  to  the  right  of  10  degrees  44  inched  a dis- 
tance of  six  hundred  eighty-one  and  four  tenths  (681.4)  feet;  thence 
at  an  angle  to  the  right  of  22degrees  41  inches  30  feet  a distance  of 
one  hundred  eleven  and  seven  tenths  (111.7)  feet  to  a point  in  the 
north  line  of  the  Roebuck  property  thirty  four  (34)  feet  west  of  the 
center  line  of  Section  19,  Township  31  North,  Range  13  East,  thence 
west  along  said  north  line  to  the  center  line  of  the  St.  Joseph  River 
thence  southerly  following  the  center  line  of  the  St.  Joseph  River 
to  the  place  of  beginning.  Containing  11  acres,  more  or  iess. 

Also  a part  of  Section  19,  Township  31  North,  Range  13 
East,  described  as  follows:  Commencing  at  the  point  where  the  south 
line  of  the  Clarence  Bleke  property  intersects  the  center  1 ' ne  of  the 
St.  Joseph  River;  thence  westerly  along  said  south  line  to  a point 
eight  hundred  fifty-two  (852)  feet  east  of  the  east  line  of  the 
Indiana  Service  Corporation  property;  thence  at  an  angle  to  the  right 
of  93  degrees  a distance  of  five  hundred  seventy-five  (575)  feet; 
thence  at  an  angle  to  the  right  of  12  degrees  a distance  of  seven 
hundred  twenty-five  (725)  feet;  thence  at  an  angle  to  the  left  of 
37  degrees  40  inches  a distance  of  five  hundred  seventy  (570)  feet; 
thence  at  an  angle  to  the  right  of  30  degrees  a distance  of  eleven 
hundred  nine  (1109)  feet  to  the  north  line  of  the  Clarence  Bleke  pro- 
perty, said  point  being  two  hundred  six  (206)  feet  east  of 


the  east 


line  of  the  Indiana  Service  Corporation  property;  thence  easterly 
along  said  north  line  to  the  center  line  of  the  St.  Joseph  River; 
thence  southerly  following  the  center  line  of  the  St.  Joseph  River 
to  the  place  of  beginning.  Containing  17.91  acres,  more  or  less. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor, 

LOUIS  J.  VOORS 
(Ayes  15-Nays  1) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  TORM 
AS  REQUIRED  BY  LAW. 

WE  HEREBY  CERTIEY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a recessed  meeting,  held  on  the  28  day 
of  December,  1933,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1772 

M.  L.  BURNS,  President  ELVA  A.  P RANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  2 day  of 
January,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  8 day  of  January,  1934. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1773 


An  Ordinance  amending  paragraph  (b)  and  (c)  of  Section  97 
of  General  Ordinance  No.  1328  known  as  the  Building  Code  of  the 
City  of  Fort  Wayne,  Indiana. 

3E  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  paragraph  (b)  of  Section  97  of  General 
Ordinance  No.  1328  be  amended  to  read  as  follows: 

(b)  All  applicants  for  a license  to  engage  in  the  business 
of  hanging,  repairing  or  remodeling  or  taking  down  awnings  which 
project  over  the  public  streets  and  highways  of  said  city  shall  file 
an  application  therefor  with  the  Inspector  of  Buildings,  in  a form 
provided  by  him,  setting  out  therein  the  name  and  residence  of  the 
applicant,  together  with  such  other  information  as  may  be  required 
by  such  form. 

BOND 

All  applicants  shall  file  a bond  in  the  sum  of  Two  Thousand 
Dollars  ($2,000.00)  in  a form  to  be  approved  by  the  Corporation 
Counsel  indemnifying  the  cityaga'nst  all  claims,  judgments  or  suits 
caused  by  the  erection,  repair,  construction,  existence  or  main- 

tt 

tenance  of  any  awnings,  erected  or  constructed  by  such  applicant. 

Section  2.  That  paragraph  (c)  of  Section  97  of  General 
Ordinance  No.  1328  be  amended  to  read  as  follows: 

(c)  Upon  compliance  with  the  provisions  of  the  foregoing 
sections  and  the  payment  of  the  sum  of  Twenty-five  ($25. cO)  Dollars 
to  the  Building  Department,  the  Building  Commissioner  shall  issue 
a license  to  such  applicant  authorizing  him  to  engage  in  such 
business  for  a period  of  one  year  beginning  January  1,  1933,  Any 
person,  firm  or  corporation  having  paid  the  Fifty  ($50.00)  Dollar 
fee  herein  provided  shall  have  the  excess  refunded. 

Section  2.  This  Ordinance  shall  b e in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  LENZ 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of 
January,  1934,  by  a majority  vot  e of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  17  day  of 


January,  1934. 


ELVA  A.  PRANGER,  City  Clerk 


Aj. proved  this  22  day  of  January,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1774 


An  Ordinance  prohibiting  the  sale  or  giving  away  of  any 
alcoholic  beverages  to  be  consumed  on  the  premises  between  the  hours 
of  One  (1)  o’clock  a.m.  and  seven  (7)  o'clock  a.  m,  within  the 
limits  of  the  City  of  Fort  Wayne  or  four  (4)  miles  of  the  corporate 
limits  thereof,  defining  the  term  alcoholic  beverages,  and  provid- 
ing penalties  for  the  violation  of  this  ordinance. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  tt  shall  be  unlawful  for  any  person, 
firm  or  corporation  to  sell  or  give  away  any  alcoholic  beverages  to 
be  consumed  on  the  premises  within  the  hours  of  O^e  (l)  o'clock 
a.  m.  and  seven  (7)  o'clock  a.  m.  and  11:30  O'clock  a.  m.  within 
the  limits  of  the  C^ty  of  Fort  Wayne  or  four  (4)  miles  of  the  cor- 
porate limits  thereof. 

Section  2.  It  shall  further  be  unlawful  for  any  person, 
firm  or  corporation  to  permit  the  drinking  or  consuming  of  any 
alcoholic  beverages  on  any  premises  where  alcoholic  beverages  are 
sold  during  the  prohibited  hours  as  provided  in  Section  1 of  this 
Ordinance . 

Section  3.  The  term  "Alcoholic  Beverages",  as  used  In 
this  Ordinance,  snail  be  construed  to  mean  all  malt,  vinous  or 
spiritous  beverages  containing  alcohol,  and  every  other  drink,  mix- 
ture or  preparation  having  any  alcoholic  content,  whether  patented 
or  not,  reasonably  likely,  or  intended  to  be  used  as  a beverage,  In- 
cluding grain  alcohol. 

Section  4.  All  rooms  and  places  where  alcoholic  beverages 
are  sold  or  given  away  to  be  drunk  or  consumed  on  the  premises  shall 
be  sufficiently  and  properly  lighted. 

Section  5.  Any  person,  firm  or  corporation  violating 
any  of  the  provisions  of  this  ordinance  shall,  upon  conviction, 
be  fined  in  any  sum  not  exceeding  One  Hundred  ($100.00)  Dollars, 
to  which  may  be  added  Imprisonment  in  the  County  Jail  not  exceed- 
ing thirty  (30)  da:/-s. 

G.  A.  DINNEN 
(Ayes  15-Na^s  none) 

THIS  BRDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  that  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regula  r meeting  held  on  the  9 day 
of  January,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE.  NO.  1774 

M.  L.  BURNS,  President  ELVA  A.  PRANGEP , City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  17  day  of 


January,  1954. 


ELVA  A.  PRANGER,  City  Clerk 
Not  approved  this  22  day  of  January,  1934. 

WM.  J.  HOSEY,  Mayor 


COMMUNICATION  FROM  THE  MAvOR 


Februar7/-  8,  1934. 


To  the  Members  of  the 

Common  Council 

City  of  Fort  Wayne,  Indiana 

Gentl emen: 

General  Ordinance  No.  1774  passed  at  your  regular 
meeting  held  on  January  7,  1934,  I have  not  approved  for  the 
following  reasons: 

The  ordinance  is  conflicting  and  contradictory  in  its 
terms,  and  if  a proved  would  be  void  and  for  those  reasons  I 
have  not  approved  it. 

Respectfully, 


(Signed) 


Wm.  J.  Hosey,  Mayor 


GENERAL  ORDINANCE  NO.  1775 


An  Ordinance  ratifying  and  approving  a certain  contract 
made  and  entered  into  by  and  between  the  City  of  Port  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  and  the  Fort  Wayne 
Journal  Gazette. 

WHEREAS,  on  the  26  day  of  December,  1953,  the  City  of 
Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works, 
entered  into  a certain  contract  and  agreement  with  the  Fort  Wayne 
Journal  Gazette,  by  the  terms  of  whd ch  The  Fort  Wayne  Journal 
Gazette  *s  to  print  in  the  Fort  Wayne  Journal  Gazette  the  pro- 
ceedings of  the  Common  Council  of  the  City  of  Fcrt  Wayn  , Indiana, 
from  January  1,  1934  until  Decern'  er  31,  1954,  and  to  furnish  the 
City  of  Fort  Wayne  125  copies  of  the  proceedings  of  each  council 
meeting  bound  in  pamphlet  form  and  to  furnish  100  copies  of  the 
proceedings  of  the  entire  year  bound  in  Buckram  and  25  copies  bound 
in  cloth,  which  contract  is  in  the  following  words  and  figures, 
to  wit: 

CONTRACT  AND  BOND 

THIS  AGREEM-cImT,  made  and  entered  into  this  26  day  of 
December,  1933,  by  and  between  the  FORT  WAYNE  JOURNAL  GAZETTE 
party  of  the  first  part,  and  the  City  of  Fort  Wayne,  Allen 
County,  State  of  Indiana,  by  and  through  its  Board  of  Public 
Works,  party  of  the  second  part,  WITNESSETH: 

That  the  party  of  the  first  part  covenants  and  agrees 
to  print  in  the  Fort  Wayne  Journal  Gazette  Proceed1’ ngs  of  the 
Common  °ouncil  of  the  City  of  Fort  Wayne,  Indiana  from  January  1, 

1934  until  December  31,  1934,  and  to  furnish  the  parties  of  the 
second  part,  One  Hundred  and  Twenty-five  (125)  copies  of  the  Pro- 
ceedings of  each  Council  Meeting  bound  in  pamphlet  form,  and  to 
furnish  and  complete  upon  the  termination  of  this  contract,  on  December 
31,  1934,  one  Hundred  (100)  copies  of  the  Proceedings  of  the 
entire  year,  bound  together  with  an  index  for  each  of  said  copies. 

All  of  said  One  Hundred  (100)  copies  to  be  bound  with  Buckram,  and 
also  Twenty-five  (25)  copies  to  be  bound  in  cloth. 

The  party  of  the  first  part  expressly  agrees  to  perform 
all  the  work  and  furnish  all  material,  in  accordance  with  the 
terms  and  conditions  of  the  specifications  on  file  in  the  office 
of  the  Department  of  Public  Works  of  sa<d  City,  and  t-  the  entire 
satisfaction  of  the  Board  of  Public  Works. 

It  is  understood  and  agreed  by  the  parties  hereto  that 
the  specifications  shall  be  and  are  hereby  made  a part  of  this 
contract  as  fully  and  effectually  as  if  copied  in  full  length. 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne, 
Indiana,  for  printing  and  binding  the  Council  Proceedings  and  for 
publishing  the  same  to  the  foregoing  Fort  Wayne  Journal  Gazette, 
shall  be  at  the  rate  of  Ninety-five  Cents  ($.95)  per  lineal  inch, 


actual  measurement,  measured  In  the  column  as  particularly  set  forth 
In  said  specifications,  including  the  index  which  shall  be  measured 
as  two  (2)  columns  the  same  as  any  page  of  the  proceedings,  when 
the  width  of  the  entire  page  is  used  for  said  index,  and  that  the 
price  for  publishing  all  ordinances  and  other  publication  required 
to  be  made  by  law,  shall  be  Ninety-five  cents  ($.95)  per  inch, 
column  width,  to  be  measured  as  the  same  appear  in  said  paper. 

Plus  One  Hundred  and  Ten  Dollars  (tyllO.OO)  for  printing  and  bind- 
ing Fifty  (50)  additional  copies  in  buckram  or  cloth. 

It  is  further  agreed  by  the  parties  hereto,  that  in  case 
the  first  party  fails  to  perform  all  the  conditions  required  by 
hhis  contract,  to  be  performed  by  li,  the  parties  of  the  second  part 
shall  have  the  right  to  take  charge  of  said  work  and  the  same  done 
and  deduct  thereof  from  any  amount  then  due  the  party  of  the  first 
part. 

The  party  of  the  first  part  agrees  that  in  the  prosecu- 
tion of  said  work  all  proper  skill  will  be  exercised  and  the  party 
of  the  first  part  agrees  to  furnish  a &ood  and  sufficient  bond  in 
the  sum  of  Two  Thousand  ($2,000.00)  Dollars  payable  to  the  City  of 
Fort  Wayne,  Indiana,  for  the  faithful  performance  of  all  of  the  con- 
ditions of  this  contract. 

It  is  hereby  agreed  that  no  assignment  of  this  contract 
shall  be  made  without  the  written  consent  of  said  parties  of  the 
second  part. 

In  Testimony  Thereof,  the  Foregoing  Named  parties  hereunto 
set  their  hands  and  seals  this  26  day  of  December,  1933. 

By  JOURNAL  GAZETTE  CO. 

J.  L.  G.  ELLINGHAM,  Pres. 

Party  of  the  First  Part 

Attest:  JOHN  TRIER 

DAVID  ERWIN 

Scott  S.  Snyder,  Secretary  C* ty  of  Fort  Wayne,  Indiana 

Through  its  Board  of  Public  Works 
WM.  J.  HCSEY,  Mayor  Party  of  the  Second  Part. 

NOW  THEREFORE,  BE  IT  ORDAINED  by  theCommon  Council  of  the 
City  of  Fat  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wgy  ne,  Indiana,  by 
and  through  its  Board  of  Public  Works  and  the  Fort  Wayne  Journal 
Gazette  by  the  terms  of  which  the  Fort  Wayne  Journal  Gazette  is 
to  print  in  the  Fort  Wayne  Journal  Gazette  the  proceedings  of 
the  Common  Council  of  the  C^ty  of  Fort  Wpyne,  Indiana,  from  January  1, 
1934  until  December  31,  1934,  and  to  furnish  the  City  of  Fort  Wayne 
125  copied  of  the  proceedings  of  each  council  meeting  in  pamphlet 
form  and  to  furnish  100  copies  of  the  proceedings  of  the  entire 

year  bound  in  Buckram  and  25  copied  bound  in  cloth,  which  contract 


is  more  fully  set  forth  in  the  preamble  hereto,  be  and  the  same  is 
hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER 
(Ayes  15  - Nays  none) 


THIS  ORDINANCE  BAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAV;. 


WE  HEREBY  CERTIFY,  That  theCommon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9 day  of 
January,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  1775 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 
January,  1934. 

Approved  this  22  day  o 


ELVA  A.  PRANGER,  City  Clerk 
for  approval  on  the  17  d ay  of 

ELVA  A.  PRANGER,  City  Clerk 
January,  1934. 


HOEEY,  Mayor 


GENERAL  ORDINANCE  NO.  1776 


An  Ordinance  ratifying  and  approving  a certain  contract 
and  agreement  made  fey  and  between  the  City  of  Fort  Wayne,  by  and 
through  its  Board  of  Public  Works,  and  Charles  R.  Wermuth  and  ^ons, 
Inc.,  of  the  County  of  Allen,  State  of  Indiana. 

WHEREAS  on  the  9 day  of  January,  1954,  the  City  of  Fort 
Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works,  and 
Charles  R.  Wermuth  and  Son,  Inc.,  entered  into  a certain  contract 
and  agreement  by  the  terms  of  which  said  contractor  agreed  to  fur- 
nish and  pay  for  all  labor,  materials,  apparatus  and  tools  necessary 
for  the  alteration  of  the  Turbine  Building  of  the  Cjty  Light  and  Power 
Works  of  the  City  of  Fort  Wayne,  Indiana,  including  the  construction 
of  the  turbine  foundation  and  the  demolition  and  removal  of  parts 
of  the  present  bu'lding,  which  contract  is  more  specifically  set 
forth  as  follows,  to  wit: 

CONTRACT 

This  agreement  made  and  entered  into  the  9 day  of 
January,  1934,  by  and  between  Charles  R.  Wermuth  & Son,  Inc.,  of  the 
County  of  Allen,  State  of  Indiana,  party  of  the  first  part,  and  the 
City  of  Fort  Wayne , County  of  Allen,  and  State  of  Indiana,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH;  That  the  party  of  the  first  part  covenants  and 
agrees  to  furnish  and  pay  for  all  labor,  materials,  apparatus  and 
tools  necessary  for  the  alteration  of  the  Turbine  Building  of  the 
City  Light  and  Power  Works  of  the  City  of  Fort  Wayne,  Indiana,  in- 
cluding the  construction  of  the  turbine  foundation  and  the  demolition 
and  removal  of  parts  of  the  present  building,  in  accordance  with  the 
plans  and  specifications  prepared  by  The  Froehlich  & Emery  Englneerig 
Company  and  the  proposal  of  Charles  R.  Wermuth  & Son,  Inc.,  on  file 
in  the  office  of  the  Board  of  Public  Works,  all  of  which  plans, 
specifications  and  proposal  are  made  a part  of  this  contract  as 
fully  and  effectually  as  if  copied  herein  at  full  length,  for 
and  in  consideration  of  the  payment  by  the  C~ty  of  Fort  Wfiyne  as 
follows,  to  wit: 

Twelve  Thousand  Nine  Hundred  and  Twenty  Three  Dollars  and 
No  Cents.  ($12,923.00) 

The  party  of  the  First  Part  agrees  to  complete  the  construc- 
tion of  the  work  within  ninety  (90)  claendar  days  after  date  cf  this 
contract  and  the  approval  of  the  same  by  the  Common  Council  of  the 
City  of  Foist  Wayne,  Indiana. 

Payments  are  to  be  made  in  accordance  with  paragraph  18, 

"Terms  of  Payment",  of  the  specifications  on  file  in  the  office  of 

0 

the  Board  of  Public  Works. 

T^is  Contract,  although  executed  on  behalf  of  the  C*ty 
by  its  Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding 


or  obligatory  upon  the  City  unless  and  until  it  shall  have  first  been 
approved  by  the  Common  Council  of  said  City,  and  should  the  Common 
Council  of  the  C* ty  fail  to  approve  the  same  within  ninety  days 
after  the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract, 
the  undersigned,  each  for  himself,  binds  itself,  its  successors  and 
assigns . 

In  Testimony  Whereof,  we,  the  foregoing  named  parties, 
hereunto  set  our  hands  and  seal  on  the  day  and  year  aforesaid. 

THE  CITY  OF  FORT  WAYNB,  IND. 

By  WM.  J.  HQSEY,  Mayor 

Attest:  JOHN  C.  TRIER 

DAVID  ERWIN 

Scott  S.  Snyder,  Secretary  Board  of  Public  Works 

Approved  as  to  Form  and  Legality  CHARLES  R.  WERMUTH  & SON,  Inc. 

By  WM.  FRUECHTENICHT  By  A.  C.  Wermuth,  Pres.  Treas. 

Party  of  the  F^ rfct  Part. 

NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Ind'ana. 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by 
and  through  its  Board  of  Public  Works,  and  Charles  R.  Wermuth  & 

Son,  Inc.,  of  the  County  of  Allen,  State  of  Indiana,  which  contract 
provided  for  the  furnishing  on  the  part  of  said  contractor  of  all 
labor,  material,  apparatus  and  tools  necessary  for  the  alteration 
of  the  Turbine  Building  of  the  City  Light  and  Power  Works  of  the 
City  of  Fort  Wayne,  Indiana,  including  the  construction  of  the 
turbind  foundation  and  the  demolition  and  removal  of  parts  of  the 
present  building,  in  accordance  with  the  plans  and  specifications, 
and  which  contract  is  more  specifically  set  forth  in  the  preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  an^  after  ns  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER 
(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BO„K  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day  of 
January,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attaohed  and  known  as 
GENERAL  ORDINANCE  NO.  1776 

M.  L.  BURNS,  Presidnet  ELVA  A.  PRANGER,  City  Clerk 


February, 


Presented  to  the  Mayor  for  approval  on  the  5 day  of 
1934. 


ELVA  A.  PR  ANGER,  City  Clerk 
Approved  this  7 day  of  P’ebruary,  1934. 


WM.  J.  HCSEY , Mayor 


GENERAL  ORDINANCE  NO.  1777 


An  Ordinance  allowing  the  claim  of  Mrs.  Lillie  McCall 
for  personal  injuries  in  the  sum  of  $814.00,  and  allowing  the 
claim  of  Miss  Florence  Werling,  property  damage,  in  the  sum  of 
$169.00. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  vyayne,  Indiana: 

Section  1.  That  the  claim  of  Mrs.  Lillie  McCall  for 
personal  injuries,  medical  service  of  physicians  and  nurses, 
hospital  expense,  loss  of  time  and  pain  and  suffering,  in  the 
sum  of  $814.00,  which  injuries  arose  out  of  an  accident  between 
the  car  in  which  Mrs.  McCall  was  a guest  and  the  car  of  the  Fire 
Chief  of  the  City  of  Fort  Wayne,  Indiana,  be  and  the  same  is 
hereby  allowed. 

Section  2.  That  the  claim  of  Miss  Florence  Werling, 
property  damage  to  her  automobile,  in  the  sum  of  $159.00,  which 
damage  arose  when  the  Austen  automobile,  driven  by  M^ss  Werling, 
collided  with  the  car  of  the  Fire  Chief  of  the  C _ ty  of  Fort  Wnyne, 
Indiana,  be  and  the  same  is  hereby  allowed. 

Section  3.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  MiZ 

(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FOEM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the 
23  day  of  January,  1934,  by  a majority  vote  of  all  members 
elect,  did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1777 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5 day  of 


February,  1934. 


ELVA  A.  PRANGER,  City  Clerk 


Approved  this  7 day  of  February,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1778 


An  Ordinance  changing  the  name  of  Schorr  Street  to  S^ore 
Drive  in  the  City  of  Port  Wayne,  Indiana. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana: 

Section  1.  That  the  name  of  Schorr  Street  be  and  the 
same  is  hereby  changed  to  Shore  Drive  in  the  City  of  Port  W yne, 
Indiana. 

Section  2.  That  this  Ordinance  shall  be  in  full  force 
and  effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  16-Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23  day 
of  January,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1778 

M.  L.  BURNS,  President  ELVA  A.  PRA'NGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5 day  of 
February,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  7 day  of  February,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  No.  1779 


An  Ordinance  authorizing  the  Board  of  Public  Safety  to 
sell  or  dispose  of  certain  old  autoinobiles  and  motorcycles. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  C*ty  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  Board  of  Public  Safety  be  and  here- 
by is  authorized  to  sell  and  dispose  of  the  following  described 
old  automobiles  and  motorcycles: 

One  -Ford  1930  coach,  motor  number  3899236;  one  Ford  1930 
coach,  motor  number  A4018314;  one  Hudson  Sedan,  Motor  Number  504664; 
serial  number  811382;  one  Henderson  motorcycle,  1927,  model  delux, 
motor  number  D23805C,  and  one  Henderson  Motorcycle,  1930,  model 
delux.  Motor  number  KK35044.  The  City  Attorney  is  hereby  authroized 
to  have  the  Judge  of  the  Allen  Circuit  Court  of  Allen  County, 
Indiana,  appoint  appraisers  as  required  by  law. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

L0TTIS  SCHMOE 
(Ayes  15-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DIILY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  13  day 
of  February,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1779 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  15  day  of 


February,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  23  day  of  February,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1780 


An  Ord  ’ nance  amending  Section  258  of  General  Ordinance 
No.  1328  by  adding  a new  paragraph  (e)  to  Sub-section  2 as  adopted  on 
December  14,  1926,  and  by  amending  paragraph  (b)  of  Sub-section  4 
(as  amended  by  paragraph  (b)  of  Section  3 of  General  Ordinance 
No.  1585)  and  by  amending  paragraph  (b)  of  Sub-section  9 of  said 
Section  258,  and  also  by  amending  paragraph  (c)  of  Sub-section  9 
of  said  Section258  and  by  amending  paragraph  (e)  of  Sub-section  9 
of  said  Section  258  to  read  as  follows: 

Be  it  ordained  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Allen  County,  Indiana: 

Section  1.  That  Sub-section  2 of  Section  258  of  General 
Ordinance  No.  1328  be  amended  by  adding  a new  paragraph  (e)  to  read 
as  follows: 

(e)  It  shall  be  unlawful  for  any  person,  firm  or  corpora- 
tion to  engage  in  the  plumbing  business  or  to  do  plumbing  work,  or 
to  alter,  replace  or  repair  any  plumbing  work,  without  first  having 
a license  so  to  do  issued  under  and  in  accordance  with  the  provisions 
contained  herein  for  the  examination  and  licensing  of  plumbers. 

Section  2.  That  paragraph  (b)  of  Sub-section  4 of  Section 
258  of  General  Ordinance  No.  1328  (as  amended  by  paragraph  (b)  of 
Section  3 of  General  Ordinance  No.  1585)  be  amended  to  read  as 
follows: 

(b)  That  any  person,  firm  or  corporation  licenses  to  do 
business  or  work  under  the  provisions  of  Section  258  of  General 
Ordinance  No.  1328  of  the  City,  of  Fort  Wayne,  I diana,  may  renew 
such  license  each  successive  year  by  the  payment  of  an  annual  re- 
newal fee  which  shall  be  in  the  sum  of  Twenty-five  ($25.00)  Dollars 
and  that  such  renewed  license  shall  date  from  January  first  and  shall 
be  the  licensee’s  license  for  the  current  calender  year  immed'ately 
following  the  previous  year's  license.  When  a license  is  not  renewed 
on  or  before  the  first  day  of  January  immediately  following  the 
previous  years  license,  then  such  licensee  shill  be  delinquent  and 
no  work  shall  be  done  or  permitted  to  be  done  by  such  delinquent 
licensee;  provided,  however,  that  a delinquent  licensee,  during 
the  delinquency  of  such  licensee  may  be  reinstated  by  the  payment  of 
the  annual  renewal  fee  together  with  the  addition  of  one  ($1.00) 
dollar  for  each  month  or  portion  thereof,  of  such  delinquency;  and, 
provided,  further,  that  after  twelve  (12)  months  of  such  delinquency 
such  license  shall  expire  and  be  null  and  void. 

Any  such  licensee  whose  license  has  not  been  renewed  for 
the  year  1934  may  renew  the  same  upon  payment  of  the  annual 
renewal  fee  within  thirty  (30)  days  after  this  ordinance  becomes  in 
full  force  and  effect;  otherwise  the  penalty  of  one  ($1.00)  dollar 
per  month  shall  be  assessed  for  the  remainder  of  that  calender  month 


and  for  each  month  thereafter  as  above  provided  and  if  such  license 
is  not  renewed  on  or  before  the  first  day  of  January  1935,  then  such 
license  shall  expire  and  be  null  and  void. 

(b2)  Any  former  licensee  who  desires  to  re-enter  the 
plumbing  business  or  to  do  plumbing  work  shall  make  application  and 
be  subject  ot  the  initial  fees  the  same  as  any  new  applicant,  and 
shall  take  the  examination;  except  that  the  examining  board  may 
issue  a license  to  a former  licensee  without  payment  of  the  ten 
( $10.00 ) Dollar  application  fee  and  without  examination  if  they 
consider  such  applicant  competent  and  qualified. 

Section  3.  That  paragraph  (b)  of  Sub-section  9 of  Section 
258  of  General  Ordinance  No.  1328  be  amended  to  read  as  follows: 

(b)  The  Board  of  Health  of  the  City  of  Fort  Wayne  shall 
be  empowered  to  revoke  the  license  of  any  plumber  where  the  pro- 
visions of  this  code  has  been  violated,  upon  charges  brought  by 
the  Chief  Plumbing  Inspector. 

Section  4.  That  paragraph  (c)  of  Sub-section  9 of  Section 
258  of  General  Ordinance  No.  1328  be  amended  to  read  as  follows: 

(c)  Any  owner,  general  agent,  leasee,  or  tenant  of  any 
building  or  premises,  or  any  part  thereof,  or  any  contractor  or 
builder  of  any  building,  structure  or  part  thereof,  or  any  archi- 
tect, or  any  other  person,  firm  or  corporation,  who  shall  violate 
any  of  the  terms  or  provisions  of  this  ordinance,  or  shall  fial  to 
comply  with  any  of  the  terms  or  provisions  of  the  same,  or  any 
person  or  persons,  firm  or  corporation,  aidin&  and  assisting  in  any 
such  violation  shall  be  fined  in  any  sum  not  to  exceed  Three  Hun- 
dred ($300.00)  Dollars  and  that  each  day  or  part  of  a day  that 
such  violation  continues  shall  be  a separate  offense,  or  imprisoned 
for  not  less  than  ten  (10)  days  nor  more  than  thirty  (30)  days, 

or  both. 

Section  5.  That  paragraph  (e)  of  Sub-section  9 of  Sec- 
tion 258  of  General  Ordinance  No.  1328  be  amended  to  read  as  follows 

(e)  It  shall  be  the  duty  of  the  Chief  Plumbing  Inspector, 
upon  receipt  of  knowledge  that  any  part  of  the  Code  has  been  viola- 
ted, to  go  before  the  City  Court  and  cause  the  arrest  and  prose- 
cution of  all  persons  whom  he  has  reason  to  believe  are  guilty  of 
such  violation  or  violations. 

Section  6.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage,  publication  and  approval  by  the 
Mayor. 

EDWIN  C.  LINDENBERG 

v (Ayes  15  - Nays  none) 

P 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  ah  a regular  meeting,  held  on  the  27 
day  of  February,  1934,  by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1780 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  3 day  of 


March,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  8 day  of  March,  1934. 


WM.  J.  HOSEY,  Mayor 


CENTRAL  ORDINANCE  NO.  1781 


An  Ordinance  prohibiting  the  sale  or  giving  away  of  any 
alcoholic  beverages  between  the  hours  of  One  (1)  o'clock  a.  m.,  and 
Seven  (7)  o'clock,  a.  m. , within  the  limits  of  the  City  of  Port 
Wayne,  or  four  miles  of  the  corporate  limits  thereof,  defining  the 
term,  alcoholic  beverages,  and  providing  penalties  for  the  viola- 
tion of  this  ordinance. 

BE  17  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  it  shall  be  unlawful  for  any  person, 
firm  or  corporation  engaged  in  selling  or  distributing  alcoholic 
beverages  to  sell  or  give  away  any  alcoholic  beverages  within  the 
housr  of  One  (1)  o'clock,  a.  m.  and  Seven  (7)  o'clock,  a.  m. , 
within  the  limits  of  the  City  of  Fort  Wayne,  Indiana,  or  four  (4) 
miles  of  the  corporate  limits  thereof.  The  hours  mentioned  in 
this  section  shall  be  governed  by  the  time  in  use  in  the  City  of 
Fort  Wayne. 

Section  2.  It  shall  further  be  unlawful  for  any  person, 
firm  or  corporation  to  perm’ t the  drinking  or  consuming  of  any 
alcoholic  beverages  on  any  premises  where  alcoholic  beverages 
are  sold  during  the  prohibited  hours  as  provided  in  Section  1. 

Section  3.  The  term,  "alcoholic  beverages",  as  used  in 
this  Ordinance,  shall  be  construed  to  mean  all  malt,  vineous,  or 
spiritous  beverages  containing  alcohol,  and  every  other  drink, 
mixture  or  preparation  having  any  alcoholic  content,  whether  patented 
or  not,  reasonably  likely,  or  intended  to  be  used  as  a beverage, 
including  gra’n  alcohol. 

Section  4.  All  rooms  and  places  where  alcoholic  bever- 
ages are  sold  or  given  away  to  be  consumed  or  drunk  on  the  premises 
shall  be  sufficiently  and  properly  lighted. 

Section  5.  Any  person,  firm  or  corporation  violating  any 
of  the  provisions  of  this  ordinance,  shall,  upon  conviction,  be 
fined  in  any  sum  not  exceeding  O^e  Hundred  ($100.00)  Dollars,  to 
which  may  be  added  imprisonment  in  the  County  Jail  not  exceeding 
thirty  (30)  days. 

Section  6.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage,  approval  by  the  Mayor  and  legal 
publication. 

FRANK  A.  WYSS 
(Ayes  13  - Nays  2) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAVA 


WE  HEREBY  CERTIFY,  That  the  C0mmon  Council  of  the  C4  ty 
of  Fort  Wflyne,  Indiana,  at  a regular  meeting,  held  on  the  27  day 
of  February,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1781 

M.  L*  BURNS,  Fresident  ELIA  A.  PRANGER,  City  Ct erk 

Presented  to  the  Mayor  for  approval  onthe  3 day  of 
March,  1934. 


ELVA  A.  PRANGER,  City  Cperk 
Approved  this  8 day  of  March,  1934. 

WM.  J.  HOSEY,  Mayor 


GENEPAL  ORDINANCE  NO.  1782 


An  Ordinance  authorizing  the  City  Attorney  of  the  City 
of  Fort  Wayne  to  expend  out  of  Item  33a  of  the  Budget  funds 
necessary  and  incidental  to  the  proper  preparation,  prosecution 
and  defending  of  eases  for  and  against  the  City  of  Fort  Wayne, 
Indiana,  and  to  expend  out  of  said  Item  33a  necessary  funds  in- 
cident to  the  preparation,  printing  and  binding  of  the  Supplement 
to  the  1931  Code  of  the  City  of  Fort  Wayne. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  City  Attorney  of  the  City  of  Fort 
Wayne,  be  and  he  is  hereby  authorized  to  expend  out  of  Item  33a 
of  the  Budget  funds  necessary  and  incidental  to  the  proper  pre- 
paration, prosecution  and  defending  of  cases  for  and  against  the 
City  of  Fort  Woyne,  Indiana,  and  to  expend  out  of  said  Item  33a 
necessary  funds  incident  to  the  preparation,  printing  and  binding 
of  the  Supplement  to  the  1931  Code  of  the  City  of  Fort  Wayne. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE 

(Ayes  15  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  6ERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  27 d ay 
of  February,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  1782 
M.  L.  BURNS.  President 

Presented  to  the  Mayor 
March,  1934. 

Approved  this  8 day  of 


ELVA  A.  PRANGER,  C*ty  Clerk 
for  approval  on  the  3 day  of 

ELVA  A.  PRANGER,  City  Clerk 
March,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1783 


An  Ordinance  amending  General  Ordinance  No.  1123, 
passed  by  the  Common  Council  on  February  27,  1923,  by  add'ng 
thereto  Section  1 a. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  C-^ty  of 
Fort  Wayne,  Indiana: 

Section  1.  That  General  Ordinance  No.  1123,  passed  by 
the  Common  Council  on  February  27,  1923,  be  amended  by  adding 
thereto  Section  la  to  read  as  follows,  to  witt 

S0ctlon  la.  The  term  "handling”  as  used  herein,  shall 
include  buying,  selling,  keeping  for  sale,  or  having  in  possession 
for  the  purpose  of  selling. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  15  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  C,ty 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  13  day 
of  March,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached  and  known  as 
GENERAL  ORDINANCE  NO.  1783 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  17  day  of 
March,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  27  day  of  March,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1784 


An  Ordinance  creating  and  dividing  the  City  of  Fort  Wayne 
Indiaaa,  into  councilmanic  districts  pursuant  to  Section  9,  Chapter 

233,  Acts  of  the  Indiana  General  Assembly  of  1933. 

BE  IT  ORDAINED,  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana  : 

Section  1.  That  the  City  of  Fort  Wayne,  Indiana,  is 
hereby  divided  and  there  are  hereby  established  the  following 
councilmanic  districts: 

COUNCILMANIC  DISTRICT  NO.  1,  shall  comprise  all  that 
territory  within  the  city  limits  of  the  City  of  Fort  Wayne  lying 
south  of  the  St.  Marys  and  Maumee  Rivers,  East  of  Webster  Street 
and  North  of  the  Pennsylvania  Railroad; 

COUNCILMANIC  DISTRICT  NO.  2,  shall  comprise  all  that 
territory  within  the  city  limits  of  the  City  of  Fort  Wayne  lying 
east  of  Wells  Street  and  North  of  the  St.  Marys  and  Maumee  Rivers; 

COUNCILMANIC  DISTRICT  NO.  3,  shall  comprise  all  that  terr 
tory  within  the  city  limits  of  the  City  of  Fort  Wcyne  lying  West 
of  Wells  Street  and  West  of  Webster  Street  and  North  of  the  Penn- 
sylvania Railroad; 

COUNCILMANIC  DISTRICT  NO.  4,  shall  comprise  all  that 
territory  within  the  city  limits  of  the  City  of  Fort  Wayne  lying 
south  of  the  Pennsylvania  Railroad  and  West  of  the  line  beginning 
at  the  intersection  of  the  Pennsylvania  Railroad  and  Hoagland 
Avenue;  thence  south  on  the  center  line  of  Hoagland  Avenue  to  the 
center  line  of  Rudisill  Boulevard;  thence  west  on  the  center  line 
of  Rudisill  Boulevard  to  South  Wayne  Avenue;  thence  south  on  the 
center  line  of  South  Wayne  Avenue  to  the  city  limits. 

COUNCILMANIC  DISTRICT  NO.  5,  shall  comprise  all  that 
territory  within  the  city  limits  of  the  City  of  Fort  W0yne  lying 
south  of  the  Pennsylvania  Railroad  east  of  the  line  beginning  at 

w 

the  intersection  of  the  Pennsylvania  Railroad  and  Hoagland  Avenue; 
thence  south  on  the  center  line  of  Hoagland  Avenue  to  the  center 
line  of  Rudisill  Boulevard;  thence  west  on  the  center  line  of 
Rudisill  Boulevard  to  South  Wayne  Avenue;  thence  south  on  the  cen- 
ter line  of  South  Wayne  Avenue  to  the  city  limits  and  west  of 
Hanna  Street. 

COUNCILMANIC  DISTRICT  NO.  6,  shall  comprise  all  that 
territory  within  the  City  limits  of  the  City  of  Fort  Wayne  lying 
east  of  Hanna  Street  and  south  of  the  Pennsylvania  R0ilroad. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

J.  J.  PERREY 

(Ayes  16  - Na7,r8  none ) 


THIS  ORDINANCE  HAS  BEER  DULY  PUgLISH£.D  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW . 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a special  meeting  held  on  the  20  day 
of  March,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1784 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  26  day  of 


March,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  27  day  of  March,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1785 


An  Ord? nance  amending  Ordinance  No.  1015,  regulating  the 
disposition  of  garbage  in  the  City  of  Fort  Wayne  by  adding  thereto 
Section  5-g. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  that  general  ordinance  No.  1015,  an  Ordinance  re- 
gulating the  disposition  of  garbage  in  the  City  of  Fort  Wayne  by 
adding  thereto  Section  three  and  one-hald  (3^)  and  the  section  is 
to  read  as  follows; 

Section  3-g.  For  the  purpose  of  promoting  the  comfort 
of  citizens  in  cleanliness  of  the  city  each  and  every  person, 
firm  and  corporation,  making  or  having  garbage  as  defined  in  this 
ordinance  and  whose  lot  abutts  in  the  rear  on  a street  having  re- 
sidences opposite,  is  hereby  required  to  place  the  garbage  re- 
ceptacles provided  for  in  section  three  of  this  ordinance  in  an 
underground  container  to  be  provided  by  the  person,  firm  or  cor- 
poration which  owns  the  lot  or  premises. 


CHARLES  F.  HESS 
(Ayes  16-Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  YJgjne,  Indiana,  at  a regular  meeting,  held  on  the  10  day 
of  April,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  NO.  1785 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  Approval  on  the  16  day  of 


April,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  17  day  of  April,  1934. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1786 


An  Ordinance  amending  Section  156  of  General  Ordinance 
No.  1328,  by  adding  a new  sub-division  to  be  designated  "Car 
Axle  Steel",  to  be  inserted  in  the  Code  immediately  following  the 
sub-division  "Rail  Steel"  i n said  Section  156  cf  sa^d  General 
Ordinance  No.  1328. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Allen  County,  Indiana,  as  follows: 

Section  1.  That  a new  sub-division  to  be  designated 
"Can  Axle  Steel"  be  added  to  Section  156  of  General  Ordinance 
No.  1328,  to  read  as  follows: 

CAR  AXLE  STEEL 
Specification 

(a)  That  these  specifications  cover  two  classes  of 
car  axle  steel  concrete  reinforcement  bars,  namely:  plain  and 
deformed. 

MANUFACTURE 

Process 

(b)  That  these  bar  shall  be  rerolled  from  railroad 
steel  car  axles. 

Section  2.  That  this  Ordinance  shall  be  in  full  force 

and  effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

EDWARD  H.  FISHER 
(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 

AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day 
of  April,  1934,  by  a majority  vote  of  all  members  elect,  d^d  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1786 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented,  to  the  Mayor  for  approval  on  the  16  day  of 
April,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  17  day  of  April,  1934. 


WM.  J . HOSEV,  Mayor 


GENERAL  ORDINANCE  NO.  1787 


An  Ordinance  regulating  sign  and  display  work  Tor  ad- 
vertising, publicity  or  other  purposes,  providing  for  licenses, 
permits,  supervision,  inspection,  penalties  for  violation  there- 
of and  for  repealing  Section  261  of  General  Ordinance  No.  1328 
and  ary  other  ordinance  or  part  of  ordinance  in  conflict  therewith. 

Be  it  ordained  by  the  Common  Council  of  the  City  of 
Fort  Vi/ayne,  Allen  County,  Indiana: 

SECTION  1 

Application  and  License 

(a)  That  it  shall  be  unlawful  for  any  person,  firm  or 
corporation  to  engage  in  the  business  of,  or  to  do,  outdoor  sign 
painting,  lettering,  erecting,  placing,  remodeling,  repairing, 
enlarging,  moving,  removing,  posting,  or  maintainance  of  outdoor 
sign  or  outdoor  advertising  devices  or  display  work  for  adver- 
tising, publicity  or  other  purposes  or  working  or  erecting 
ladders,  scafolding,  staging  on  or  over  public  property  without 

a sign  1' cense  so  to  do  as  herein  provided. 

(b)  If  the  applicant  for  a license  was  engaged  in  the 
sign  business  on  the  date  of  the  passage  of  this  ordinance  then 

such  applicant  shall  be  granted  the  license  desired  at  the 
initial  fee  of  ten  ($10.00)  Dollars  provided  that  the  applica- 
tion for  the  same  shall  be  filed  within  thirty  (30)  days  after 
the  passage  of  this  ordinance. 

(c)  Applicants  for  a sign  license  who  were  not  engaged 
in  the  sign  business  on  the  date  of  the  passage  of  this  ordinance 
shall  have  had  at  least  five  (5)  years  experience  as  principal 

or  journeyman  in  sign  work  or  shall  be  required  to  show  by  re- 
ference and  other  proper  qualifications  ability  to  perform  sign 
work  or  maintain  a competent  employee  in  charge  of  sign  work. 

(d)  The  fee  shall  be  Ten  ($10.00)  Dollars  for  the 
license  which  shall  be  in  force  from  and  after  the  date  granted 
and  expire  December  31,  of  this  year.  Such  license  may  be  re- 
newed from  year  to  year  lipon  payment  of  the  annual  renewal  fee 
which  shall  be  Ten  ($10.00)  Dollars  and  shall  date  from  January  1, 
following  the  expiration  of  the  previous  years  license  or  re- 
newal and  be  in  force  as  the  licensee’s  license  for  the  current 
calendar  year.  VvRen  a license  is  not  renewed  on  or  before  January  1, 
following  the  expiration  of  the  previous  years  license,  then  such 
licensee  shall  be  delinquent  and  shall  do  no  sign  work  during  sub. 
delinquency;  provided,  however,  that  such  delinquent 

licensee  may  renew  the  license  upon  payment  of  the  annual  renewal 
fee  together  with  one  ($1.00)  Dollar  for  each  month,  or  portion 
thereof  of  delinquency;  provided,  however,  that  after  twelve  (12) 


months  of  such  delinquency  such  license  shall  not  be  renewable  and 
shall  expire  and  be  null  and  void. 

(e)  Fifteen  ($15.00)  Dollars  shall  be  charged  for  the 
first  years  license,  if  apnlication  for  same  is  filed  more  than 
thirty  (30)  days  after  this  oudl nance  goes  into  Full  force  and 
effect . 

SECTION  II 

Bond  Filed  and  License  Issued 
That  when  an  applicant  for  a sign  license  has  met  the  re- 
quirements for  such,  he  snail  file  a bond  in  the  sum  of  Five  Thousand 
($5,000.00)  Dollars,  such  bond  to  be  maintained  in  force  at  all  times 
during  the  life  of  the  license,  with  surety  to  be  approved  by  the 
Board  of  Public  Works,  indemnifying  the  City  of  Fort  Wayne  against 
all  claims,  damages  or  judgments  caused  by  the  erection,  con- 
struction, repair,  existence,  maintenance,  lettering,  painting 
or  work  as  provided  for  under  the  provisions  of  this  ordinance  and 
has  paid  the  required  license  fee  to  the  Building  Commissioner,  then 
the  said  Building  Commissioner  shall  Issue  the  license  to  such 
applicant. 

SECTION  III 

Permits  and  Application  Ther  for 

(a)  That  it  shall  be  unla  ful  for  any  licensee  to 
place,  erect,  construct,  tack,  paste,  display  or  cause  the  same  to 
be  done,  within  the  limits  of  the  City  of  Fort  W yne,  any 

sign  or  display  to  be  used  for  outdoor  advertising  or  display 
purposes  without  first  obtaining  a permit  from  the  Building 
Commissioner,  except  as  otherwise  provided  for  in  this 
ordinance. 

(b)  The  requirements  for  permits  shall  be  as  follows: 

Applications  for  permit  shall  be  upon  printed  blanks, 

furnished  by  the  Building  Department.  Applications  shall  be  signed 
by  licensee  or  legal  representative  and  the  names  of  all  persons 
Interested  shall  be  given;  location,  size,  weight,  construction  and 
methods  of  erection  and  securing  shall  be  set  forth;  drawings  show- 
ing fully  the  construction  and  methods  of  erection  shall  accompany 
the  appl  cation.  All  parties  interested  in  such  sign  or  display 
shall  be  jointly  and  severally  held  responsible  for  the  observance 
of  the  provisions  of  this  ordinance  and  an  approval  in  writing  signed 
by  the  owner  or  agent  of  the  premises  where  a sign  or  display 
is  to  be  located  shall  be  filed  with  the  application. 

(c)  When  the  Building  Commissioner  shall  have  approved 
the  drawings  and  the  location  of  the  sign  as  set  for thin  the 
application  and  satisfied  himself  that  all  legal  requirements  will 
be  met,  then,  upon  receipt  of  the  legal  fee  therefor,  he  shall 
issue  the  permit  desired. 


(d)  Any  sign  permit  under  which  no  work  has  been  done 
within  sixty  (50)  days  after  date  of  issue  shall  expire  by  limita- 
tion and  be  null  and  void. 

Permit  Fees 

(e)  An  application  fee  for  permit  shall  be  in  all  cases 
fifty  (50</)  cents  unless  otherwise  stipulated. 

The  additional  pe  mit  fee  for  all  permits  req  ired  by  thi 
ordinance  shall  be  as  follows: 

I.  For  each  temporary  banner  sign  against  the  building 
$.01  per  square  foot. 

3.  For  each  bulletin  board  or  other  sign  of  wood,  metal 
or  other  material  except  banner  or  electric  and  not  projecting 
$.00i  per  square  foot. 

4.  For  each  electric  sign,  for  lighted  surface, 

$.03  per  square  foot. 

5.  For  each  electric  sign  on  private  property  $.01  per 
square  foot. 

6.  For  each  sky  sign,  plain  or  illuminated  $.00-^ 
per  square  foot. 

7.  For  each  illuminated  sign  over  walk  or  street 
$.03  per  square  foot. 

8.  For  each  plain  board  sign  or  device  over  walk  or 
street  $.02  per  square  foot. 

9.  For  enlarging  the  permit  fee  shall  be  same  as  for 
new  sign  of  the  same  class. 

10.  No  permit  shall  be  required  for  temporary  banners 
less  than  six  (6)  square  feet  or  for  board  signs  with  less  than  . 
ten  (10)  square  feet  of  surface  if  on  private  property,  provided, 
that  where  there  are  more  than  one  sign  of  the  same  general  des- 
cription on  the  same  premises  then  all  such  signs  shall  be  con- 
sidered as  a single  unit  under  one  permit  for  combined  surface. 

II.  Receipts  from  sign  licenses  and  permits  shall  be 
paid  to  the  C£ty  Controller  daily  along  with  other  funds  of  the 
Department  of  Building. 

(g)  Sugns  now  in  use  shall  be  inspected  and  if  safe 
and  in  good  condition  or  if  put  in  proper  condition  they  may  be 
approved  and  a certificate  may  be  Issued  to  the  owner,  and  such 
signs  may  be  continued  in  use  on  the  same  bas4s  as  signs  erected 
or  displayed  after  this  ordinance  goes  into  full  force  and  effect; 
orovided,  however,  that  signs  that  do  not  comply  with  the  pro- 
visions of  this  ordinance  may  be  regulated  under  the  provisions 

of  Section  IV  of  this  Ordinance. 

(h)  No  one  except  a bonded  licensee  shall  be  permitted 

to  dismantle  or  remove  a sign  from  over  a public  way  or  place, 
or  within  ten  (lo)  feet  of  such  public  way  or  place  if  such  sign 


weighs  fifty  (50)  pounds  or  over. 


(i)  One  ($1.00)  Dollar  shall  be  charged  for  each  extra 

or  additional  trip  of  the  inspector  when  work  that  has  been  reported 
finished  by  a licensee  or  ordered  corrected  by  the  inspector,  has 
not  been  done  when  the  inspector  calls  after  the  time  set  for  such 
work  to  be  finished  or  corrected. 

(j)  A licensee  shall  not  allow  sign  work  to  be  done  on 
his  permit  or  license  by  anyone  other  than  himself  with  his  own 
competent  employees. 

SECTION  IV 
Supervision 

(a)  That  it  shall  be  the  duty  of  the  Building  Commissioner 
or  the  Inspector  in  charge  of  sign  work  to  superv^e  and  inspect 

all  sign  work  done  in  this  city. 

(b)  Whenever  it  shan 1 appear  to  the  Building  Commissioner 
or  the  sign  inspector  that  any  sign  or  display  is  erected,  painted 
or  maintained  in  violation  of  this  ordinance,  or  is  unstaple  or  in- 
secure, or  in  such  condition  as  to  be  a menace  to  the  safety  of  the 
public,  he  shall  thereupon  issue  a notice  to  the  owner,  agent  or 

the  party  responsible,  informing  such  party  or  parties  of  the 
violation  or  dangerous  condition  and  order  the  same  to  be  discon- 
tinued witnin  the  time  stated  in  such  notice  but  in  no  case  to  ex- 
ceed thirty  (30)  days. 

(c)  Should  the  said  owner,  agent  or  party  responsible, 
when  so  notified  refuse,  fail  or  neglect  to  comply  with  the  terms  of 
this  ordinance  as  he  has  been  Informed  to  do  in  such  notice,  then 
the  Building  Commissioner  shall,  upon  the  expiration  of  the  time  V 
therein  specified,  proceed  to  enforce  compliance  and  when  ever  in 
his  opinion  a dangerous  condition  exists  he  shall,  with  the  approval 
of  the  City  Attorney  and  the  Chief  of  Police,  file  affidavit  against 
such  party  or  parties  or  employ  a licensed  sign  contractor  to  correct 
or  remove  such  violation  or  unsafe  and  dangerous  condition  and  if 

the  expense  thereof  shall  not  be  paid  by  the  owner  or  party  re- 
sponsible within  sixty  (60)  days  then  such  expense  shall  be 
cnarged  against  the  real  estate  in  question  as  a lien  and  upon 
collection  by  theCity  Controller,  shall  be  paid  to  the  party  to 
whom  the  account  is  due  for  the  services  rendered. 

(d)  Signs  or  displays  that  are  unused,  obsolete  or 
abandoned,  shall  be  removed  under  the  provisions  of  paragraph  (b) 
and  (c)  of  this  section. 

SECTION  V 
Erection  of  Signs 

(a)  That  no  glass  sign,  or  swing  sign  shall  project  or 
be  allowed  to  project  or  be  displayed  over  any  sidewalk,  street, 
alley  or  public  place,  except  as  provided  in  Section  X,  (a),  2, 
hereafter  contained. 

(b)  It  shall  be  unlawful  to  paint,  nail,  fasten  or  locate 


any  sign  or  display  or  notice  of  any  kind  whatsoever,  or  cause  the 
same  to  be  done,  on  any  curb  stone,  flagstone  or  on  any  portion  or 
part  of  any  sidewalk  or  street  or  upon  any  tree,  lamp  post,  telephone 
or  telegraph  pole,  hydrant,  bridge  or  up  n any  other  structure  or 
place  within  the  limits  of  the  public  ways  or  grounds  within  the 
ci  y limits,  except  road,  street  or  other  governmental  signs;  or  as 
otherwise  herein  provided, 

(c)  Every  sign  shall  be  so  constructed  and  securely  attached 
as  to  withstand  a horizontal  wind  pressure  of  thirty  (30)  pounds 

for  every  square  foot  of  surface  exposed. 

(d)  All  signs  or  advertising  devices  attached  to  or 
placed  upon  any  buildings  or  other  structures  shall  be  thoroughly 
and  securely  attached  thereto  by  means  of  iron  or  metal  anchors, 
chains,  stranded  cables,  bars,  braces  and  bolts  through  walls  or 
anchored  to  structural  members  of  the  building. 

(e)  All  signs  and  supporting  members  thereof  shall  be  of 
fireproof  materials  when  located  in  the  primary  fire  limits  except 
that  temporary  signs  and  other  signs  and  displays  permitted  by  or- 
dinance may  be  used  for  sixty  (60)  days  without  being  made  of  fire- 
proof materials. 

(f)  The  outer  edge  of  any  sign,  except  over  a marquee, 
shall  not  project  more  than  nine  (9)  feot  over  the  public  highway 
or  sidewalk  from  the  building  orproperty  line,  but  in  no  case  less 
than  two  (2)  feet  from  the  curb  line  and  the  lower  edge  of  such  sign 
shall  be  at  least  twelve  (12)  feet  above  the  grade  of  such  public 
highway  or  sidewalk  or  grounds  used  by  the  public  and  if  hung  over 
an  alley  the  lower  edge  shall  be  at  least  fifteen  (15)  feet  above 
the  grade  of  such  alley.  Under  a marquee  or  in  doorways  signs  shall 
be  not  less  than  seven  (7)  feet  and  six  (6)  inches  above  grade  of 
walk  and  may  be  lighted  indirectly  under  direction  of  the  Building 
Commissioner.  Barber  signs  shall  be  not  less  than  five  (5)  feet 
high  and  project  not  more  than  twelve  (12)  inches  and  display  cases 
on  walls  shall  be  not  less  than  four  (4)  feet  six  (6)  inches  high 
and  project  not  more  than  six  (6)  inches  from  the  wall. 

(g)  Electric  signs  over  a marquee  shall  not  project 

to  more  than  within  two  (2)  feet  of  the  outer  edge  of  such  marquee. 

(h)  Electric  signs  or  other  sign  displays  on  the  front 
and  sides  of  a marquee  may  be  the  full  length  of  such  front  and 
sides,  and  height,  however,  shall  not  exceed  three-fourths  (3/4)  of 
the  horizontal  length  of  such  space. 

(i)  Permit  fees  for  the  erection  and  preparation  of  such 
marquee  signs  (of  whatever  type)  shall  be  the  same  as  for  electric 
signs.  (If  built  for  changeable  letters  no  permit  will  be  required 
for  changing  letter  or  characters.) 

(j)  The  inner  edge  of  any  sign  shall  not  be  more  than 
eighteen  (18)  inches  from  the  face  of  the  structure  to  frhich  it  is 


attached 


(k)  Plain  or  illuminated  metal  board  signs  shall  not 

be  erected  so  as  to  project  over  the  sidewalk  or  other  public  place 
on  Main  Street  from  Maiden  Lane  to  Barr  Street;  on  Berry  Street  from 
Fairf'eld  Avenue  to  Barr  Street;  on  Wsyne  Street  from  Fa  i If -1  eld 
Avenue  to  Barr  Street;  on  Washington  Street  from  Webster  Street  to 
Barr  Street;  on  Jefferson  Street  from  Webster  Street  to  Clinton 
Street;  on  Harrison  Street  from  Main  Street  to  Baker  Street;  on 
C lhoun  Street  from  Columbia  Street  to  the  Pennsylvania  viaduct; 
on  Clinton  Street  from  Main  Street  to  Douglas  Avenue. 

(l)  No  board  sign  shall  be  attached  to  or  hung  on  any 
electric  sign  so  as  to  be  less  than  eleven  (11)  feet  above  the  walk 
or  street. 

(m)  For  cnarity  or  in  the  public  interest  signs  may  be 

erected,  displayed  or  used  without  permit  fee;  provided,  however, 

that  to  make  use  of  such  provision  a written  application  shall  be 

filed  with  the  Building  Commissioner  by  a licensed  sign  contractor, 

stating  that  there  is  to  be  no  advertising  for  any  private  purpose 

and  that  when  money  Is  collected  that  the  same  shall  be  used  for 
'A 

charity  only  and  containing  a written  approval  signed  by  the  Mayor, 
the  Chief  of  Police  and  the  Chief  of  the  Fire  Department. 

(n)  All  signs  or  displays  shall  bear  the  name  of 

the  party  who  erects  or  displays  the  same  in  letters  readable  from 
the  street  or  ground. 

SECTION  VID 
No  Interference 

That  no  signs  or  devices  shall  be  so  placed  or  maintained 
that  they  will  interfere  with  the  ingress  or  egress  from  any  door, 
window  or  fire  excape  or  with  the  fighting  of  fire. 

SECTION  VI IT 
Immoral  Signs 

That  no  advertisements  of  an  immoral  or  obscene  character 
shall  be  posted,  painted  or  displayed  upon  any  sign,  place  or  dev’ce. 

SECTION  tTT'i 
Construction  Wovk  Signs 

That  signs  on  building  or  other  construction  work  may  be 
erected  in  any  location  and  shall  consist  only  of  bulletin  or  sign 
board  not  larger  than  four  hundred  (400)  square  feet,  under 
permit  for  bulletin  board  signs,  announcing  the  name  of  the  building, 
architects,  owner,  agents,  contractors,  material  concerns  and  the 
licensee's  name.  This  sign  may  be  painted  on  the  temporary  enclosure 
or  upon  the  field  office,  or  attached  thereto,  in  case  of  lack  of 
these,  then  the  sign  may  be  attached  to  the  structure  or  to  posts  on 
the  lot  and  shall  be  erected  on  the  property  according  to  the 
requirements  for  bulletin  boards,  and  such  sign  shall  be  removed 
upon  completion  of  the  eonstructi on. 


SECTION  df  y 
Sign  Defined 

That  the  term  Sign1  witnin  the  nieaning  of  this  ordinance 
is  any  board,  device,  lettering,  or  display  used  for  advertising, 
display  or  publicity  purposes. 

Electric  Signs 

(a)  1.  The  term  ’’Electric"  sign  shall  apply  to  signs 
constructed  entirely  of  metal  or  other  incombustible  materials, 
lighted  by  letters,  characters  or  ornamentation,  either  exterior, 
by  means  of  lamps,  neon  tubing  or  interior  lighting  by  means  of 
glass  instenii Is  cut  in  metal  with  interior  lighting  or  a combina- 
tion of  such. 

2.  Glass  set  in  electric  signs,  unless  of  shatter- 
proof or  wire  glass  or  stayed  with  metal  ribs  or  bars  shall  not 
be  used  in  pieces  larged  than  two  hundred  (200)  square  inches  in 
any  separate  opening. 

Store  Front  Signs 

(b)  The  term  "S^ore  front  on  Lintel"  sign  shall  apply 
to  any  lighted  or  unlighted  signs  over  store  fronts,  flat  against 
such  store  front  wall,  above  show  window,  and  shall  be  erected  on 
permit  for  board  sign. 

Board  Signs 

(c)  The  term  "Board"  sign,  whether  for  poster  panel, 
painted  bulletin,  bullboards  or  otherwise  shall  apply  to  boards 
of  ten  (10)  square  feet  surface  or  over,  commonly  known  as  poster 
boards  or  billboards,  and  may  be  mounted  on  buildings  on  or  support- 
ing structures  especially  erected  for  the  purpose. 

All  Board  signs  shall  conform  to  the  following  requiremnnts 

1.  No  billboards  or  bulletin  boards  mounted  on  frame 
work  of  its  own  shall  be  less  than  fifteen  (15)  inches  above  the 
ground  and  in  residence  districts  shall  not  be  over  fifteen  (15) 
feet  high.  The  space  under  and  around  sign  boards  and  billboards 
shall  be  kept  in  neat  condition,  clear  of  all  rubbish,  obstructions 
and  weeds. 

2.  They  shall  not  be  located  nearer  to  the  street  lot 
line  upon  which  they  face  than  the  building  line  of  the  adjacent 
building  in  the  block  with  the  greatest  set  back  and.  whrer  such 
adjacent  building  ' s a residence  the  set  back  of  the  sign  shall  be 
at  least  ten  (10)  feet  back  of  the  residence  building  line  except 
that  on  a corner  lot  no  sign  shall  be  erected  in  front  of  the  side 
of  any  residence  that  is  within  fifty  (50)  feet  of  such  corner  lot. 

3.  They  shall  not  be  located  nearer  than  twenty-five 
(25)  feet  from  the  lot  line  in  either  direction  at  &n  intersection 
of  any  street  with  the  tracks  of  any  railroad,  either  steam  or 
traction  or  with  a stop  street  and  no  part  of  any  sign  shall  be 
less  than  fifteen  (15)  feet  from  any  street  corner,  provided,  how- 


eve 


t 


that  a sign  on  a corner  lot  may  be  set  facing  the  point  of 


intersection  of  cross  streets  with  the  ends  of  such  sign  complying 
with  the  distances  above  mentioned. 

Sky  Signs 

(d)  The  term  "Skj"  signs  shall  apply  to  signs  lighted 
or  unlighted  which  shall  be  erected  or  displayed  on  roofs  of 
buildings  or  structures  twelve  (12)  feet  high  or  over. 

1.  A sky  sign  shall  be  made  entirely  of  metal  or  other 
incombustible  materials. 

2.  No  sky  sign  shall  be  placed  so  that  the  face  of 
such  sign  shall  come  within  three  (3)  feet  of  the  inner  plane  of 
the  outer  wall  of  such  building  nor  shall  it  be  constructed  so  that 
the  bottom  of  such  sign  snail  be  less  than  four  (4)  feet  above 

the  surface  of  such  sign  shall  not  exceed  fifty  (50)  feet  above  the 
surface  of  such  roof. 

Illuminated  Signs 

(e)  The  term  "illuminated"  sign  shall  apply  to  plain 
metal  boards  which  are  lighted  by  directing  light  from  reflectors 
upon  such  signs. 

1.  Illuminated  signs,  if  projecting  over  sidewalk  or 
other  public  property,  shall  not  be  more  than  three  (3)  feet  wide, 
measuring  from  the  lamp  sockets  to  the  bottoms  of  such  sign. 

Street  Banner  Sign 

(f)  The  term  "Street.  Banner"  sing  shall  apply  to  a 
sign  made  of  any  flexible  materials  that  is  suspended,  hung  or 
attached  over  or  across  any  public  walk,  street  or  place. 

1.  In  no  case  shall  a street  banner  sign  be  hung  over 
trolly  wir«os  or  high  tention  wires. 

2.  United  States  Flags  and  banners  up  to  twelve  (12) 
square  feet  may  be  displayed  on  holidays  or  days  of  public  celebra- 
tion without  permit  from  staffs  from  walks  or  from  buildings: 
provided,  however,  that  larger  banners  from  staffs  or  suspended 

or  hung  across  any  public  walk,  street,  or  place  shall  be  permitted 
only  as  provided  for  in  Section  VI,  paragraph  (m). 

Temporary  Banner  Signs 

(g)  The  term  "Temporary  Banner"  sign  shall  apply  to  all 
signs  made  of  cloth,  oil  cloth,  paper  or  materials  other  than 
wood,  composition  board  or  metal,  hung  securely  against  building. 

1.  Such  signs  shall  be  removed  within  sixty  (60)  days 
after  their  erection. 

SECTION  XI 
Penalties 

(a)  It  shall  be  deemed  sufficient  grounds  for  the  re- 
vocation or  forfeiture  of  the  license  of  any  licensee,  licensed 
hereunder,  where  it  appears  that  any  such  licensee  has  violated 
any  of  the  provisions  of  this  ordinance  or  who  performs  such  work 


in  an  unsafe  manner 


(b)  Any  owner,  agent,  lessee,  or  tenant  of  any  building 

or  premises,  or  any  part  thereof,  or  an  y contractor  or  builder  of  any 
building,  structure  or  part  thereof,  or  any  architect,  or  any  other 
person,  firm  or  corporation,  who  shall  violate  any  of  the  terms  or 
provisions  of  this  ordinance,  or  shall  fail  to  comply  with  any  of 
the  terms  or  provisions  of  the  same,  or  any  person  or  persons,  firm 
or  corporation,  aiding  and  assisting  in  any  such  violation  shall  be 
fined  in  any  sum  not  to  exceed  three  hundred  ($500.00)  Dollars  and 
that  each  day  or  part  of  a day  that  such  violation  continues  shall 
be  a separate  offense,  or  imprisoned  for  not  less  than  ten  (10) 
days  nor  more  than  thirty  (30)  days,  or  both. 

(c)  If  any  section,  paragraph,  subdivision,  clause, 
sentence  or  provision  of  this  ordinance  shall  be  adjudged  by  any 
court  of  competent  jurisdiction  to  be  invalid,  such  judgment  shall 
not  effect,  impair,  invalidate  or  nullify  the  remainder  of  this  or- 
dinance but  the  effect  thereof,  shall  be  confined  to  the  section, 
paragraph,  subdivision,  clause,  sentence  or  provision  immediately  in- 
volved in  the  controversy  in  which  such  judgment  or  decree  shall  be 
rendered. 

SECTION  XI* 

Section  261  of  General  Ordinance  No.  1328,  as  adopted 
December  14,  1926  and  all  other  ordinances  or  parts  of  ordinances 
in  conflict  with  the  provisions  contained  ^n  this  ordinance  are 
hereby  repealed. 

SECTION  XII# 

Be  it  further  ordained  that  this  ordinance,  to  be  known 

as  the  "Sign  Ordinance",  shall  take  effect  thirty  (30)  days  from 

and  after  its  passage  and  approval  by  the  Mayor  and  due  publication. 

LOUIS  J.  VOORS 
(Ayes  16  - Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY’ PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LA  Y< . 


Wn  HEREBY  CERTIFY,  'That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day 
of  April,  1934,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1787 

M.  L.  BURNS,  President  ELVA  A.  PRANGEP , City  Cleok 

Presented  to  the  Mayor  for  approval  on  the  16  day  of 


April, 


1934. 


ELVA  A.  P RANGER , City  Clerk 


Approved  this  17  day  of  April,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1788 


An  Ordinance  ratifying  and  approving  a certain  contract 
and  agreement  made  and  entered  into  by  and  between  the  Industrial 
Piping  and  Engineering  Company  of  Fort  Wayne,  and  the  City  of 
Fort  Wayne,  Indiana. 

'WHEREAS  the  City  of  Fort  Wayne,  Indiana,  on  the  7 day  of 
April,  1934,  made  and  entered  into  a certain  contract  and  agreement 
with  the  Industrial  Piping  and  Engineering  Company  of  Fort  Wayne  by 
the  terms  of  which  said  Company  agrees  to  furnish  and  pay  for  all 
labor,  materials,  apparatus  and  tools  Required  for  the  construction, 
delivery  and  erection  of  a complete  system  of  steam,  exhaust,  water 
and  oil  piping  for,  in  and  about  the  power  plant  of  the  City  Light 
and  Power  Works,  of  the  City  of  FDrt  Wayne,  Indiana,  which  con- 
tract is  more  particularly  described  as  follows,  to  wit: 

CONTR/CT  AND  BOND 
CONTRACT 

This  agreement  made  and  entered  into  7 day  of  April, 

1934,  by  and  between  Industrial  Piping  and  Engineering  Company,  of 
the  County  of  Allen,  State  of  Indiana,  party  of  the  first  part, 
and  the  City  of  Fort  Wayne,  County  of  Allen,  and  State  of  Indiana, 
by  and  through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants 

and  agrees  to  furnish  and  pay  for  all  labor,  materials,  apparatus, 
and  tools  required  for  the  construction,  delivery  and  erection  of  a 
complete  system  of  steam,  exhaust,  water  and  oil  piping  for,  in  and 
about  the  power  plant  of  the  City  Light  and  Power  Works  of  the  City 
of  Fort  Weyne,  Indiana,  all  in  accordance  with  the  plans  and  speci  - 
fications  prepared  by  the  Froehlich  & Emery  Engineering  Company, 
and  the  proposal  of  the  party  of  the  first  part  now  on  file  in  the 
office  of  the  Board  of  Public  Works  (except  as  specifically  noted 
in  this  contract),  all  of  which  plans,  specifications  and  proposal 
are  made  a part  of  this  contract  as  fully  and  effectually  as  if 
copied  herein  at  full  length,  for  and  in  consideration  of  the 
payment  by  the  City  fif  Fort  Wayne  as  follows,  to  wit: 

Forth  Three  Thousand  One  Hundred  and  Eighty  Dollars  and 
no  cents.  ($43,180.00). 

The  party  of  the  first  part  agrees  to  furnish  and  install 
valves  and  specialties  of  the  following  manufacture: 

&ate  and  globe  valves  Crane  and  Vogt. 

Bleeder  check  valves,  float  cages 

and  solenoid  operated  valves  Atwood  and  Morrill  Co. 

Flow  valve  Atwood  & Morrill  Co. 

Exhaust  check  valves  Cochrane  Company 

The  party  of  the  first  part  agrees  to  complete  the  con- 
struction of  the  work  within  120  calendar  days  after  day  of  this 


contract  and  approval  of  the  same  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana. 

Payments  are  to  be  made  in  accordance  with  Paragraph  18 
"Terms  of  Payment,"  of  the  specifications  on  file  in  the  office  of 
the  Board  of  Public  Works. 

This  contract,  although  executed  on  behalf  of  the  City  by 
its  Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  or 
obligatory  upon  the  City  unless  and  until  it  shall  have  first  been 
approved  by  the  Common  Council  of  said  City,  and  should  the  Common 
Council  of  the  City  fail  to  approve  the  same  within  ninety  days 
after  the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract, 
the  undersigned,  each  for  himself,  binds  itself,  its  successors  and 
assigns . 

In  testimony  whereof,  we,  the  foregoing  named  parties, 
hereunto  set  our  hands  and  seal  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 
By  WM.  J.  HOSEY,  Mayor 

JOHN  C.  TRIER 
DAVID  ERWIN 
HARVEY  E.  CRANE 
Board  of  Public  Works 

industrial  Piping  a Engineering  Co. 

Henry  Frey 
J hn  F.  Kline 
Party  of  the  First  Part. 

NOW  THEREFORE  , BE  IT  ORDAINED  by  the  Common  Council  of 
the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  and 
the  Industrial  Piping  and  Engineering  Company  of  Fort  Wayne,  by 
the  terms  of  which  said  contractor  agrees  to  furnish  and  pay  for  all 
labor,  materisla,  apparatus,  and  tools  required  for  the  construction, 
delivery  and  erection  of  a complete  system  of  steam,  exhaust, 
water  and  oil  piping  for,  in  and  about  the  power  plant  of  the  City 
Eight  and  Power  1/Yorks,  which  contract  is  more  particularly  described 
in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 
ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  tts  passage  and  approval  by  the  Mayor. 

AUGUST  WEI SENBURGER 
(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DLLY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


Attest : 

Scott  S.  Snyder,  Secretary 

Approved  as  to  form  and  legality. 
By  WM.  FRUECHTENICHT 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
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of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  24 
day  of  April,  1934,  by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1788 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  30  day  of 
April,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  10  'day  of  May,  1934. 

WM.  J.  HOSEY,  Mayor 


I 


GENERAL  ORDINANCE  NO.  1789 


An  Ordinance  authorizing  the  Mayor  of  the  City  of  Fort  Wayne 
to  petition  and  request  the  State  Highway  Commission  of  Indiana  to 
improve  certain  streets  in  said  City  with  Federal  funds,  and  to 
enter  into  an  Agreement  binding  said  City  to  maintain  such  streets, 
providing  for  the  future  maintenance  of  said  streets  and  for  the 
enactment  of  Ordinances  for  protection  of  said  streets  and  the  re- 
gulation of  traffic  thereon  and  matters  connected  therewith. 

Be  it  OrdAined  by  Common  Council  of  the  City  of  Fort  Wayne, 
in  the  State  of  Indiana 

Section  1.  That  William  J.  Hosey,  the  Mayor  of  said  City 
of  Fort  Wayne,  is  hereby  author5  zed,  directed  anr1  empowered  on  be- 
half of  said  City,  to  petition  and  request  the  State  Highway  Com- 
mission of  Indiana,  to  submit  to  the  Secretary  of  Agriculture  of 
the  United  States  of  America  for  the  construction  with  Federal  funds, 
apportioned  to  the  State  of  Indiana  under  Section  204  of  the  National 
Recovery  Act,  the  following  projects  in  said  city  of  Fort  Wayne,  to 
wit : 

(4)  For  the  Improvement  of  Bluff ten  Road  from  Engle  Road 
to  Vesey  Street  constituting  a part  of  Federal  Aid  Highway  Route 
No.  48  through  said  city  and  being  designated  as  Project  No.  N.R.M.  399. 

Section  2.  Said  City  of  Fort  Wayne  hereby  forever  pledges 
itself  and  its  funds,  after  the  construction  of  said  street,  at 
its  own  cost  and  expense,  to  maintain  said  project  in  good  condi- 
tion and  repair  and  in  a manner  satisfactory  to  said  State  Highway 
Commission  and/or  said  Secretary  of  Agriciilture , or  their  authorized 
representatives,  and  said  C^ty  will  make  ample  provision  each  year 
for  such  maintenance  of  said  street. 

Section  3.  The  Mayor  of  said  City,  to-wit:  William  J. 

Hosey,  is  hereby  authorized  and  empowered  on  behalf  of  said  City  of 
Fort  Wayne  to  enter  into  such  agreement  or  agreements,  in  dupli- 
cate, as  may  be  required  by  said  State  Highway  Commission  and/or 
said  Secretary  of  Agriculture  to  maintain  said  several  projects  set 
out  in  Section  one  (1)  of  this  Ordinance,  or  such  of  them  as  said 
Sectetary  of  Agriculture  shall  finally  approve,  and  said  City  of 
Fort  Wayne  does  hereby  ratify  and  confirm  each  act  of  said  Mayor  done 
and  performed  under  the  authority  hereof. 

Section  4.  Said  agreement  so  to  be  executed  by  said  Mayor 
of  the  City  of  Fort  Wayne  shall  b e substantially  in  the  following 
form: 


t! 

hereinafter 
here 5 naf ter 


, State  of 

(Municipality  or  political  subdivision 

referred  to  as  _,  and  the 

State  Highway  Organization 

referred  to  as  the  Highway  Department,  hereby  agree  as 


follows : 


1.  That  the  Highway  Department  will  submit  a project 


for  the  improvement  of  m’les  of  the 

(municipal ) 

highway  from  to  , known  as  

(local  name  of  street 

, and  to  be  designated  as  Project  No. , 

or  road)  (State) 

and  will  recommend  its  approval  by  the  Secretary  of  Agriculture 
for  the  construction  with  funds  apportioned  to  the  State  under 
Section  204  of  the  National  Industrial  Recovery  Act;  subject,  how- 
ever, to  the  condition  that  the  

(municipality  or  political  sub- 
snail  provide  for  its  proper  maintenance  after  comple- 

division) 

tion  of  its  improvement. 

2.  That  the  said 

(municipality  or  political  subdi vi s ion) 
hereby  requests  the  Highway  Department  to  submit  the  aforementioned 
project  with  recommendation  that  it  be  approved  by  the  Secretary  of 
Agriculture,  and  agrees  that  If  such  project  Is  arprove^  and  con- 
structed by  the  Highway  Department  and  the  Secretary  of  A ricul- 
ture  it  thereafter,  at  its  own  cost  and  expense,  will  maintain  the 
project  in  a manner  satisfactory  to  them,  or  their  authorized 
representatives,  and  will  make  ample  provision  each  year  for  such 
maintenance . 

IN  WITNESS  WHEREOF,  the  parties  have  hereunto  affixed 

their  signature,  the  

(municipality  or  political  subdivision) 
on  the  day  of  , 19 , and  the  Highway  Department  on 

the  day  of  , 19 . 

(municipality  or  political  subdivision) 

By  


Ttff icial  title  of  Highway  Department ) 

By 

By 

By  

Section  5.  When  said  agreement  or  agreements  are  so 
executed  on  behalf  of  said  City  of  Fort  Wayne  said  Mayor  on  behalf 
of  said  City  is  hereby  authorized  and  empowered  to  deliver  said 
agreements  in  duplicate  with  a certified  copy  of  this  Ordinance 
to  said  State  Highway  Commission  for  its  use  and  the  use  of  the 
Secretary  of  Agriculture. 

Section  6.  Said  City  agrees  whenever  called  uponby 
said  State  Highway  Commission  of  Indiana,  to  enact  and  enforce 
an  Ordinance  of  said  Ci*ty,  containing  the  following  provisions: 


1.  Making  it  unlawful  to  erect  or  construct  signal  light 
standards  or  other  obstructions  in  the  portion  or  portions  of  streets 
improved  under  the  authority  herein  contained. 

2.  Limiting  the  parking  on  said  street  or  streets  to  one 
side  of  such  street  or  streets  where  the  same  is  less  than  thirty- 
sox  (36)  feet  in  width  from  burb  to  curb. 

3.  Forbidding  diagonal  parking  on  said  street  or  streets 
where  the  same  is  less  than  forty  (40)  feet  in  width  from  curb  to 
curb. 

4.  Forbidding  the  maintenance  on  said  street  or  streets 
of  "stop  and  go"  signals  unless  approved  by  the  State  Highway  Com- 
mission of  Indiana,  and  then  only  of  such  design  as  may  be  approved 
by  such  Commission. 

5.  For  the  establishment  and  maintenance  of  ” stop  and  go” 
signals  in  said  street  or  streets  when  required  by  sa'd  State  Highway 
Commission. 

6.  Forbidding  the  cutting  into  or  disturbing  the  pavement 
of  said  street  or  streets  without  the  consent  of  said  City,  and  then 
only  under  its  inspection  and  proper  regulation. 

7.  Forbidding  the  building  of  fires  and  the  doing  of  other 
practices  in  said  street  or  streets,  which  would  be  injurious  to  the 
pavement  thereof. 

8.  Forbidding  the  piling,  storage  or  placing  of  material 
or  other  obstructions  in  said  street  or  streets. 

9.  Forbidding  the  placing  or  maintenance  of  gasoline  or 
other  pumps  in  the  sidewalks  of  said  street  or  streets  where  the  same 
is  less  than  thirty-six  (36)  feet  in  width  from  curb  to  curb. 

Section  7.  This  Ordinance  shall  be  In  full  force  and  effect 
from  and  after  its  passage. 

CHARLES  LENZ 

(Ayes  13  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a special  meeting,  held  on  the  1 day  of  May, 
1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1789 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5 day  of  May,  1934. 

ELVA  A.  PRANGER,  C*ty  Clerk 

Approved  this  10  day  of  May,  1934. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1790 


An  Ordinance  ratifying  and  approving  a certain  contract 
and  agreement  made  and  entered  into  by  and  between  the  City  of 
Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public  Works, 
and  General  Electric  Company  of  Fort  Wayne,  Indiana, 

WHEREAS  the  C^ty  of  Fort  Wayne,  Indiana,  by  and  through 
its  Board  of  Public  Works,  entered  into  a certain ‘contract  and 
agreement  on  the  24  day  of  Aprils  1934,  with  General  Electric 
Company  of  Fort  Wayne,  Indiana,  for  improvements  for  the  City 
Light  and  Power  Works  of  the  City  of  Fort  Wayne,  Indiana,  cover- 
ing the  installation  of  switch-board,  motor  starters,  power 
cabinet  and  Lighting  Transformers  under  Division  No.  1 of  the 
Specification,  which  contract  and  agreement  is  in  the  following 
words  and  fugures,  to  wit* 

CONTRACT 

This  agreement  made  and  entered  into  this  24  day  of 
April,  1934,  by  and  between  the  General  Electric  Company,  of 
the  County  of  Schenectady,  State  of  New  York,  party  of  the  first 
part,  and  the  City  of  Fort  Wayne,  County  of  Allen  and  State  of 
Indiana,  by  and  through  its  Board  of  Public  Works,  party  of 
the  second  part. 

WITNESSETH:  That  the  party  of  the  f'rst  rart  covenants 

and  agrees  to  furnish  and  pay  for  all  work,  materials  and  appara- 
tus, tools  and  labor  necessary  for  the  construction,  delivery 
and  erection  (as  specified)  of  the  work,  materials  and  appara- 
tus as  covered  by  the  following  named  division  of  Specifications 
for  Improvement  of  the  City  Light  and  Power  Works,  City  of 
Fort  Wayne,  Indiana,  on  file  in  the  office  of  the  Board  of 
Public  Works,  to-wit: 

Division  No.  1, 

Item  No.  1-A  Switchboard 

Item  No.  1-B  Cell  Structure 

Item  No.  1-C  Wiring. 

Item  No.  2-A  Circulating  Pump  Motor  Controller 
(2300  Volts) 

Item  No.  2-B  440  Volt  Motor  Starters 

Item  No.  3 Power  Distribution  Cabinet  No.  6 

Item  No.  4 Lighting  Transformers 

all  of  which  work,  material  and  apparatus  is  to  be  in  accordance 
with  the  specifications  of  March,  1934  for  Improvement  of  the 
City  Light  and  Power  Works  and  the  proposal  of  the  General  Electric 
Company,  and  supplemented  by  the  detailed  equipment  specifica- 
tions of  the  General  Electric  Company,  all  on  file  In  the  office 
of  the  Board  of  Public  Works,  all  of  which  specifications  and 
proposal  are  made  a part  of  this  contract  as  fully  and  effect- 
ually as  if  copied  herein  at  full  length,  for  and  in  consider- 
ation of  the  payment  by  the  C,ty  of  Fort  Wayne  as  follows,  to  wit: 


Twenty- four  Thousand,  Nine  Hundred  Seventy  Eight  Dollars 
and  No  Cents  ($24,978.00) 

Delivery  of  equipment  and  completion  of  the  work  is  to 
be  in  accordance  with  the  time  specified  in  the  proposals. 

Payments  are  to  be  made  in  accordance  with  Paragraph  18, 
"Terms  of  Payment",  of  the  specifications  on  file  in  the  office 
of  the  Board  of  Public  Works. 

This  contract,  although  executed  on  benalf  of  the  City 
by  its  Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  bind- 
ing or  obligatory  upon  the  City  unless  and  until  it  shall  have 
first  been  approved  by  the  Common  Council  of  said  City,  and  should 
the  Common  Council  of  the  City  fail  to  approve  the  same  within 
ninety  days  after  the  date  hereof,  this  contract  shall  become  and 
be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  con- 
tract, the  undersigned,  each  for  itself,  binds  itself,  its  succees 
ors  and  assigns. 

In  Testimony  Whereof,  we,  the  foregoing  named  parties, 
hereto  set  our  hands  and  seals  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 
By  WM.  J.  HOSEY,  Mayor 


Attest : 

Scott  S.  §nyder,  Secretary 
Approved  as  to  Form  and  Legality 
By  WM.  FRUECHTENICHT 


JOHN  0.  TRIER 
DAVID  ERWIN 
HARVEY  E.  CRANE 
Board  of  Public  Works 

jENERAL  ELECTRIC  CO. 
Chas.  E.  Becker 
Party  of  the  F^rst  Part 


NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Ccmmon  Council  of 
the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayne,  India 
by  and  through  its  Board  of  Public  Works,  and  General  Electric 
Company  of  Fort  Wayne,  Indiana,  for  improvements  for  the  City  Ligjb 
and  Power  Works  of  the  City  of  Fort  Wayne,  Indiana,  covering  the 
installation  of  switchboard,  motor  starters,  power  cabinet  and 
Lighting  Transformers  under  Division  No.  1.  of  the  Specification, 
which  contract  and  agreement  is  more  fully  set  forth  in  the  pre- 
amble hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and 
approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST.  WEI SENBURGER 

(Ayes  16  - Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 


WE  HERESY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day  of 
May,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  or- 
dinance hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  HU.  1790 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  of 

May,  1934. 


ELVA  A.  PRANGER,  rity  Clerk 


Approved  this  16  day  of  May,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1791 


An  Ordinance  an  ending  Section  1 of  General  Ordinance  No. 
1768,  passed  December  12,  1933. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Port 
Wpyne,  Indiana: 

Section  1.  That  Section  1 of  General  Ordinance  No.  1768, 
passed  December  12,  1933,  be  amended  to  read  as  follows,  to  wit: 

"Section  1.  Any  person,  firm  or  corporation  engaged  in 
the  business  of  photography  or  photo  finishing  and  maintaining  a 
photographic  studio  in  the  City  of  Port  Wayne,  Indiana,  shall  pay 
a license  fee  of  two  hundred  dollars  ($200. Oq)  for  the  first  year 
and  a license  fee  of  $5.00  per  year  for  each  year  thereafter;  pro- 
viding that  this  ordinance  shall  not  apply  to  persons,  firms  of 
corporations  engaged  in  the  business  of  photograph  of  photo  finish- 
ing and  maintaining  a photographic  studio  at  the  time  of  the  passage 
of  this  ordinance  except  the  annual  license  fee  of  $5.00." 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  H.  YOUNG 
(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PBULISKED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10  day  of 
May,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1791 

M.  L.  BURNS,  President  ELVA  A.  BR ANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  15  day  of 


May,  1934. 


ELVA  A.  PRANGER,  City  Clerk 
Approved  this  16  day  of  May,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDlNAN CE  WO.  1792 


An  Ordinance  amending  General  Ordinance  No.  1436, 
being  an  Ordinance  establishing  a Zoning  Plan  for  the  City 
of  Fort  Wayne,  Indiana,  by  adding  thereto  Section  11-g-. 

BE  IT  ORDAINED  by  the  Common  Connell  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  General  Ordinance  No.  1436,  being  an 
Ordinance  establishing  a zoning  Plan  for  the  City  of  Fcrt  Wayne, 
Indiana,  be  amended  by  adding  thereto  Section  lljg  to  read  as 
follows,  to  wit: 

Section  11^.  The  City  Plan  Commission  of  the  City  of 
Fort  Wayne,  Indiana,  is  hereby  granted  right,  power  and  authority 
to  establish  a building  line  in  variance  with  the  building  and 
set  back  lines  provided  and  established  in  Section  11  of  this 
Ordinance  whenever  the  owners  of  20 % or  more  of  the  frontage  of 
any  street  or  streets  within  any  block  or  blocks  within  the  C 
District  shall  present  a petition  duly  signed,  requesting  the 
establishing  of  a building  line  or  set  back  line  different 
from  the  one  provided  in  Section  11  of  this  Ordinance. 

Whenever  the  City  Plan  Commission  of  the  City  of 
Fort  Wayne  deems  it  of  public  benefit  to  establish  such  build- 
ing or  set  back  line  in  a C District  different  from  and  in  var- 
iance with  the  building  and  set  back  lines  provided  for  in 

Section  11,  it  may  adopt  a preliminary  resolution  establishing 
such  building  and  set  back  lines,  cause  a ten  (10)  days'  notice 
thereof  to  be  published  by  one  publication  in  two  newspapers  of 
general  circulation  in  the  City  of  Fort  Wayne,  Indiana,  and  may 
receive,  hear  and  determine  objections  and  remonstrances  on  the 
date  set  for  hearing.  The  City  Plan  Commission  may  thereafter 
rescind,  modify  or  confirm  said  Resolution.  Such  building  or 
set  back  line  so  established  shall  be  duly  entered  by  the 
Building  Commissioner  of  the  City  of  Fort  Wayne  in  a record 

kept  for  that  purpose  as  provided  in  Section  11  of  said  or- 

dinance No.  1436. 

r* 

Any  person,  firm  or  corporation  agreived,  shall  have 
the  same  right  of  appeal  and  follow  the  same  procedure  as  pro- 
vided in  appeals  from  the  Board  of  Zoning  Appeals  under  Acts 
of  the  General  Assembly  of  1925,  page  308,  being  Section  10376 
Burns'  Annotated  Indiana  Statutes,  Revision  of  1926." 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 


AS  REQUIRED  BY  LAW 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10 
day  of  May,  1934,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attacned,  and  known  as 
GENERAL  ORDINANCE  NO.  1792 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  15  day  of 

May,  1934. 


ELVA  A.  PRANGER,  ty  Clerk 
Approved  this  16  day  of  May,  19' 4. 


WM.  J.  HOSEY,  Mayor 
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GENERAL  ORDINANCE  NO.  1793 


An  Ordinance  annexing  and  making  a part  of  the  city 
limits  of  the  City  of  Fort  Wayne,  Indiana,  certain  described 
territory  located  in  the  West  half  of  the  southwest  quarter  of 
Section  27,  Township  31  North,  Range  12  East. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 

Section  1.  That  the  following  described  territory 
is  hereby  annexed  and  made  a part  of  the  city  limits  of  the 
City  of  Fort  Wayne,  Indiana,  and  the  same  shall  and  hereby  is 
considered  a part  thereof,  to  wit: 

A Parcel  of  land  situated  in  the  West  half  of  the 
southwest  quarter  of  Section  27,  Township  31  North,  Range  12 
East,  described  as  follows: 

Commencing  at  the  southeast  corner  of  the  west  half 
of  the  southwest  quarter  of  Section  27,  Township  31  North,  Range 
12  East;  thence  west  on  the  south  line  of  sa^d  Section  27, 
seven  hundred  seventy-three  and  eighty-f^ve  hundredths  (773.85) 
feet  to  a point  which  is  five  hundred  forty-four  and  five  tenths 

(544.5)  feet  east  of  the  southwest  corner  of  said  Section  27; 
thence  north  on  a line  which  is  five  hundred  forty-four  and  five 
tenths  (544.5)  feet  east  of  and  parallel  to  the  west  line  of 
said  Section  27,  a distance  of  six  hundred  fifty  (650)  feet; 
thence  east  on  a line  which  is  six  hundred  fifty  (650)  feet 
north  of  and  parallel  to  the  south  line  of  said  Section  27, 

a distance  of  two  hundred  fifty  (250)  feet;  thence  south  on  a 
line  which  is  seven  hundred  ninety-four  and  five  tenths 

(794.5)  feet  east  of  and  parallel  to  the  west  line  of  said 
Section  27  to  a point  which  is  fifty  (50)  feet  north  of  the 
south  line  of  Section  27,  Township  31  North  Range  12  East;  thence 
east  on  al*ne  which  is  fifty  (50)  feet  north  of  and  parallel  to 
the  south  line  of  said  Section  27  to  the  east  line  of  the  west 
half  of  the  southwest  quarter  of  Section  27,  Township  and  R„nge 
aforesaid;  thence  south  on  the  east  line  of  said  west  half  of 
the  southwest  quarter  of  said  Section  27,  fifty  (50)  feet  to  the 
southeast  corner  of  the  west  half  of  the  southwest  quarter  of 
Section  27,  Twwnship  31  North,  Range  12  East,  the  place  of  be- 
ginning. 

Section  2.  This  Ordinance  shall  be  In  full  force 

and  eflect  from  and  after  its  passage  and  approval  by  the  Mayor. 

A.  J.  DEITSCHEL 
(Ayes  16  - Nays  none) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 


AS  RE"  HIRED  BY  LAW. 


V»'E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Fort  \»ayne,  Indiana,  at  a regular  meeting,  held  on  the  22  day 


of  May,  1934,  by  a majority  vote 
the  ordinance  hereunto  attached, 
GENERAL  ORDINANCE  NO.  1793 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 

May,  1934. 

Approved  this  7 day  of 


of  all  members  elect,  did  pass 
and  known  as 

ELVA  A.  P RANGER,  City  Cle^k 
for  approval  onthe  25  day  of 

ELVA  A.  PRANGER,  City  Clerk 

June,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1794 


An  Ordinance  authorizing  the  May  or  of  the  C* ty  of  Fort 
Wayne  to  petition  and  request  the  State  Highway  Commission  of  Ind- 
iana to  improve  certain  streets  in  said  City  with  Federal  funds, 
and  to  enter  into  an  Agreement  binding  said  City  to  maintain  su^h 
streets,  providing  for  the  future  maintenance  of  said  streets  and 
for  the  enactment  of  Ordinances  for  protection  of  said  streets  and 
the  regulation  of  traffic  thereon  and  matters  connected  therewith. 

Be  it  ordained  by  the  Common  Council  of  the  City  of 
Fort  Wflyne,  in  the  State  of  Indiana: 

Section  1.  That  William  J.  Hosey,  the  Mayor  of  said 
City  of  Fort  Wayne,  is  hereby  authorized,  directed  and  empowered 
on  behalf  of  said  City,  to  petition  and  request  the  State  Highway 
Commission  of  Indiana  to  submit  to  the  Secretary  of  Agriculture  of 
the  United  States  of  America  for  the  construction  with  Federal 
funds,  apportioned  to  the  State  of  Indiana  under  Section  204  of 
the  National  Recovery  Act,  the  following  projects  in  said  city  of 
Fort  Wayne,  to  wit: 

(1)  For  the  improvement  of  Washington  Blvd.  & Extension 
from  the  west  corporation  line  to  Park  Drive  constituting  a part 
of  Federal  Aid  Highway  Route  No.  5 through  said  city  and  being  de- 
signated as  Project  No.  N.R.M.  98. 

(2)  For  the  Improvement  of  Park  Drive  from  Washington 
and  Washington  Street  extension 

Blvd. /to  intersection  of  Jefferson  constituting  a part  of  Federal 
Aid  Highway  Route  No.  5 through  said  city  and  being  designated  as 
Project  No.  N.R.M.  98. 

(3)  For  the  improvement  of  Jefferson  St.  Extension  from 
Park  Drive  to  end  of  Jefferson  Street  constituting  a part  of  Fed- 
eral Aid  Highway  Route  No.  5 through  said  city  and  being  designated 
as  Project  No.  N.R.M.  98. 

(4)  For  the  improvement  of  Washington  St.'  Extension  from 
Park  Drive  to  end  of  Washington  Street  constituting  a part  of 
Federal  Aid  Highway  Route  No.  5 through  said  City  and  being  de- 
signated as  Project  No.  N.R.M.  98. 

Section  2.  Said  City  of  Fort  Wayne  hereby  forever  pledges 
itself  and  Its  funds,  after  the  construction  of  said  street,  at 
its  own  cost  and  expense,  to  maintain  said  project  in  good  condi- 
tion and  repair  and  in  a manner  satisfactory  to  said  State  Highway 
Commission  and/or  said  Secretary  of  Agriculture,  or  their  author- 
ized representatives,  and  said  City  will  make  ample  provision  each 
year  for  such  maintenance  of  said  street. 

Sgction  3.  The  Mayor  of  said  City,  to-wit:  William  J. 
Hosey,  is  hereby  authorized  and  empowered  on  behalf  of  said  City 
of  Fort  Wayne  to  enter  into  such  agreement  or  agreements,  in  dup- 
licate, as  may  be  required  by  said  State  Highway  Commission  and/or 


said  Secretary  of  Agriculture  to  maintain  said  several  projects 
set  out  in  Section  one  (1)  of  this  Ordinance,  or  such  of  them  as 
said  Secretary  of  Agriculture  shall  finally  approve,  and  said  City 
of  Fort  Wayne  does  hereby  ratify  and  confirm  each  act  of  said 
Mayor  done  and  performed  under  the  authority  hereof. 

Section  4.  Said  agreement  so  to  be  executed  by  said 
Mayor  of  the  City  of  Fort  Wayne  shall  be  substantially  in  the  follow- 
ing form: 

"The  , State  of 

(municipality  or  political  subdivision) 
hereinafter  referred  to  as  , and  the 

(State  Highway  organfzat ' on J 

hereinafter  referred  to  as  the  Highway  Department,  hereby  agree  as 
follows : 


1.  That  the  Highway  Department  will  submit  a project 

for  the  improvement  of  miles  of  the  highway 

(municipal ) 


from  to , known  as  , 

(local  name  of  street  or  noad) 

and  to  be  designated  as  Project  No. , and  will  re- 

(State ) 

commend  its  approval  by  the  Secretary  of  Agriculture  for  the  con- 
struction with  funds  apportioned  to  the  State  under  Section  204  of 
the  National  Industrial  Recovery  Act;  subject,  however,  to  the  con- 
dition that  the  shall 


(municipality  or  political  subdivision) 
provide  for  its  proper  maintenance  after  completion  of  its  improvement. 

2.  That  the  said 


(municipal! ty~ or  political  subdivision) 
hereby  requests  the  Highway  Department  to  submit  the  aforementioned 

project  with  recommendation  that  it  be  approved  by  the  Secretary 
of  Agriculture,  and  agrees  that  if  such  project  is  approved  and  con- 
structed by  the  Highway  Department  and  the  Secretary  of  Agriculture 
it  thereafter,  at  its  own  cost  and  expense,  will  maintain  the  pro- 
ject in  a manner  satisfactory  to  the,  or  their  authorized  repre- 
sentatives, and  will  make  ample  provision  each  year  for  such  main- 
tenance. 


IN  WITNESS  WHEREOF,  the  parties  have  hereunto  affixed 

their  signature,  the  > on 

(municipality  or  political  subdivision) 
the  day  of  , 19 , and  the  Highway  Department  on  the 

day  of  , 19 . 


(municipality  or  political  subdivision) 

By  

OFFICIAL  TITLE  OF  HIGHWAY  DEPARTMENT 


By  

By 

By 

Section  5.  When  said  agreement  or  agreements  are  so  ex 
ecuted  on  behalf  of  said  City  of  Fort  Wayne,  said  Mayor  on  behalf 
of  said  City  is  hereby  authorized  and  empowered  to  deliver  said 


agreements  in  duplicate  with  a certified  copy  of  this  Ordinance 
to  said  State  Highway  Commission  for  its  use  and  the  use  of  the 
Secretary  of  Agriculture. 

Section-  6.  Said  City  agrees  whenever  called  upon  by 
said  State  Highway  Commission  of  Indiana,  to  enact  and  enforce 
an  Ordinance  of  said  City,  containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct  signal 
light  standards  or  other  obstructions  in  the  portion  or  portions  of 
streets  improved  under  the  authority  herein  contained. 

2.  Limiting  the  parking  on  said  street  or  streets  to 
one  side  of  such  street  or  streets  where  the  same  is  less  than 
thirty-six  (36)  feet  in  width  from  curb  to  curb. 

3.  Forbidding  diagonal  parking  on  said  street  or  streets 
where  the  same  is  less  than  forty  (40)  feet  in  width  from  curb  to 
curb. 

4.  Forbidding  the  maintenance  on  said  street  or  streets 
of  "stop  and  go"  signals  unless  approved  by  the  State  Highway 
Commission  of  Indiana,  and  then  only  of  such  design  as  may  be 

„ approved  by  such  Commission. 

5.  For  the  establishment  and  maintenance  of  "stop  and  go" 
signals  in  said  street  or  streets  when  required  by  said  State 
Highway  Commission. 

6.  Forbidding  the  cutting  into  a disturbing  the  pave- 
ment of  said  street  or  streets  without  the  consent  of  said  City, 
and  then  only  under  its  inspection  and  proper  regulation. 

7.  Forbidding  the  building  of  fires  and  the  doing  of 
other  practices  in  said  street  or  streets,  which  would  be  injurious 
to  the  pavement  thereof. 

8.  Forbidding  the  piling,  storage  or  placing  of  material 
or  other  obstructions  in  said  street  or  streets. 

9.  Forbidding  the  placing  or  maintenance  of  gasoline  or 
other  pumps  in  the  sidewalks  of  said  street  or  streets  where  the 
same  is  less  than  thirty-six  (36)  feet  in  width  from  curb  to  curb. 

Section  7.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage. 

LOUIS  SCHMOE 

The  Ordinance  was  read  the  first  time  in  full  and  on 
motion  the  Ordinance  was  read  the  second  time  by  its  title  and 
a motion  to  suspend  the  rules  prevailed  .by  the  following  vote: 

Ayes  16-Nays  none. 

The  Ordinance  was  read  the  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote: 

Ayes  16-Nays  none. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  C^  ty 
of  Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  22  dsy 


of  May,  1934,  by  a maj  ority  vote 
the  ordinance  hereunto  attached, 
GENERAL  ORDINANCE  NO.  1794 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 

May,  1934. 

Approved  this  7 day  of 


of  all  members  elect,  did  pass 
and  known  as 

ELVA  A.  PRANGER,  C^ty  C-,  erk 
for  approval  on  the  26  day  of 

ELVA- A.  PRANGER,  C^ty  C]_erk 
June,  1934. 


WM . J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1795 

An  Ordinance  authorizing  the  Board  of  Public  Works  of  the  C* ty 
of  Fort  Wayne,  Indiana,  to  sell  certain  miscellaneous  junk  belonging  to 
the  City  and  authorizing  the  City  Attorney  to  arrange  with  the  Circuit 
Court  for  the  appointment  of  appraisers  to  appraise  the  same. 

Be  it  ordained  by  theCommon  Council  of  the  City  of  Fort  Wayne, 

Indiana: 

Section  1.  That  the  Board  of  Public  Works  of  the  City  of  Fort 
Wayne  be  and  it  is  hereby  authorized  to  sell  certain  junk  belonging  to 
the  City.  The-.  City  Attorney  is  hereby  ordered  to  arrange  with  the  Cir- 
cuit Court  for  the  appointment  of  appraisers  to  appraise  said  property. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE 

, (Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  ^ORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  14  day  of  June, 
1934,  b;,  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1795 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 


1934. 


Presented  to  the  Mayor  for  approval  on  the  18  day  of  June, 

ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  June,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1796 


An  Ordinance  amending  Section  5 of  General  Ordinance 
No.  1660,  passed  by  the  Common  Council  on  April  12,  1932. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  Section  5 of  General  Ordinance  No.  1660 
passed  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  be 
and  the  same  is  hereby  amended  to  read  as  follows: 

Section  5.  Bond  or  Contract  of  Insurance. 

No  permit  to  operate  taxicabs  in  the  City  of  Fort  Wayne 
shall  be  issued  until  after  the  applicant  therefore  shall  have  filed 
with  the  Clerk  of  the  Board  of  Public  Safety  of  said  City  a bond 
or  undertaking  as  hereinafter  provided  for,  and  until  after  said 
Board  of  Public  Safety  shall  have  approved  said  bond  or  undertaking. 
Said  bond  or  undertaking  shall  be  executed  by  said  applicant  with 
a surety  company  authorized  to  do  bus'ners  in  the  State  of  Indiana, 
or  with  three  (3)  resident  freeholders  of  said  city  as  sureties 
thereon,  conditioned  that  said  applicant  will  within  the  limits 
hereinafter  prescribed  pay  any  and  all  damages  imposed  by  law  upon 
said  applicant  or  any  other  person,  firm  or  corporation  operating 
any  motor  vehicle  as  a taxicab  under  said  permit  or  by  virtue  of 
the  provisions  thereof,  provided  said  damages  result  from  bodily 
injuries,  including  death,  and  damage  to  property  sustained  by 
any  person,  firm  or  corporation  during  the  period  covered  by  said 
bend,  by  reason  of  the  ownership,  maintenance,  operation  or  use, 
under  said  permit  or  by  virtue  of  the  provisions  thereof  of  any 
motor  vehicle  as  a taxicab  by  any  person,  firm  or  corporation  whom- 
soever, regardless  of  the  ownership  of  such  motor  vehicle:  Pro- 
vided, however,  that  if  such  bond  is  executed  by  three  (3)  resident 
free-holders  of  said  City  of  Fort  Wayne  as  sureties  thereon,  +he 

S 

Board  of  Public  Safety  of  said  City  shall  not  approve  said  bond 
unless  said  three  resident  freeholders  shall  file  therewith  their 
affidavit  that  they  own  real  estate  in  Allen  County,  Indiana,  un- 
encumbered except  for  current  taxed  and  bonded  assessments,  not 
delinquent,  of  the  total  assessed  value  for  taxation  of  not  less 
than  Twenty-five  Thousand  Dollars ($25,000.00)  Said  bond  shall  pro- 
vide a maximum  liability  in  the  sum  of  One  Thousand  Dollars  on  any 
one  (1)  claim  for  property  damage,  and  a maximum  liability  in  the 
stun  of  Five  Thousand  (^5, 000. 00)  Dollars  in  case  of  injury  to  or 
death  of  any  one  (1)  person,  and  a maximum  liability  in  the  sum  of 
Ten  Thousand  ($10,000.00)  Dollars  in  case  of  injury  to  or  death  of 
more  than  one  (1)  person  in  one  and  the  same  accident. 

In  lieu  of  such  bond  sa^d  applicant  for  a permit  may  file 
with  the  Clerk  of  the  Board  of  Public  Safety  of  said  City  what  is 
commonly  known  as  a contract  of  liability  Insurance,  issued  by  an 


insurance  corporation  authorized  by  the  laws  of  the  State  of  Indiana 
to  do  business  therein,  with  the  same  respective  maximum  limits  of 
liability  as  above  required,  by  which  contract  of  insurance  the  com- 
pany issuing  the  same  shall  insure  the  holder  of  said  permit  and  any 
other  person,  firm  or  corporation  operating  any  motor  vehicle  as  a 
taxicab,  under  said  permit  or  by  virtue  of  the  provisions  thereof,  a- 
gainst  any  and  all  loss  from  any  liability  rmposed  by  law  for  damages 
on  account  of  bodily  'njury,  including  death,  and  damage  to  property, 
sustained  by  any  person,  firm  or  corporation  during  the  period  covered 
by  said,  policy,  by  reason  of  the  ownership,  operation,  maintenance  or 
use  of  any  motor  vehicle,  as  a taxicab  under  said  permit  or  by  virtue 
of  the  provisions  thereof,  by  any  person,  firm  or  corporation  whomso- 
ever, regardless  of  the  ownership  of  such  motor  vehicle. 

Said  policy  shall  contain  the  further  provision  that  the 
obligations  and  promises  contained  therein  shall  not  be  affected  by  any 
act  or  omission  of  the  named  assured,  its  agents,  employees,  bailees 
or  licensees,  or  of  any  other  person,  firm  or  corporation  operating  any 
motor  vehicle  as  a taxicab  under  said  permit,  or  by  virtue  of  the  pro- 
visions thereof  on  account  of  a default  in  the  payment  of  the  premium 
on  said  policy  or  the  giving  of  any  notice  required  by  the  provisions 
thereof  or  otherwise,  or  by  the  ‘nsolvency  of  the  assured  named  there- 
in. It  shall  further  be  provided  in  said  contract  of  insurance  that 
no  cancellation  thereof  shall  become  effective  for  any  reason  until 
five  (5)  days  after  written  notice  of  such  cancellation  shall  have  been 
filed  with  the  Clerk  of  the  Board  of  Safety  of  said  City.  The  bond  or 
policy  or  insurance  required  by  the  provisions  of  this  Section  shall 
provide  that  the  same  shall  be  in  full  force  and  effect  from  and  after 
the  Issuance  of  a permit  to  the  applicant,  and  no  permit  shall  be  issued 
to  any  applicant  therefor  unless  the  bond  or  policy  of  insurance  here- 
inabove required  shall  have  been  filed  with  and  approved  by  the  Comp- 
troller of  said  City.  After  the  issuance  of  such  permit  the  Comp- 
troller of  the  City  of  Port  Wgtyne  shall  also  deliver  to  said  applicant 
two  (2)  metal  number  plates  for  each  motor  vehicle  listed  in  the  sche- 
dule, filed  with  said  Comptroller,  on  which  plates  shall  be  printed  or 

stamped  the  words  Permit  No. , Car  No. , 19 , Port  W-yne,  Indiana,” 

which  number  plates  shall,  at  all  times  when  said  motor  vehicle  is  be- 
ing operated  or  used  upon  any  public  street,  avenue,  highway  or  other 
public  place  in  said  City  as  a taxicab,  be  conspicuously  displayed,  on 
the  front  and  rear  thereof.  Thereafter  the  holder  of  said  permit  shall, 
on  or  before  the  Slst  day  of  December  in  each  year,  pay  to  said  City 
Comptroller  a license  fee  of  Ten  Dollars  ($10.00)  for  each  motor 
vehicle  to  be  used  in  said  bus’ ness  for  the  ensuing  year.  In  the  event 
the  holder  of  any  permit  desires  to  transfer  any  such  number  plates 
from  the  motor  vehicle  for  which  the},  were  issued  and  use  the  same  on 

another  motor  vehicle,  he  shall  immediately  notify  said  Comptroller 

* 

and  furnish  him  with  the  name  of  the  maker,  the  serial  number  and  the 


seating  capacity  of  such  motor  vehicle  to  which  such  number  plates 
are  to  be  transferred.  The  City  Comptroller  shall  at  all  times 
keep  on  file  in  his  office  a list  of  the  motor  vehicles  operated  by 
the  holder  of  any  permit  as  shown  by  the  list  filed  at  the  time  said 
permit  was  issued,  and  any  change  or  changes  therein  noted  by  said 
Comptroller,  which  list  shall  show  the  name  of  the  maker,  the  serial 
number,  and  seating  capacity  ot  each  motor  vehicle,  and  the  number 
pssigned  thereto  on  the  number  plates  issued  for  said  motor  vehicle. 

Each  such  bond  or  insurance  policy  shall  not  contain  any 
provision  that  no  liability  shall  exist  for  claims  of  loss  or  damage 
arising  as  follows:  While  being  operated  by  any  person  under  the 
influence  of  1 * quor  or  for  the  purpose  of  transport  ng  llwuor  from 
one  place  to  another. 

Whenever  a permit  issued  under  the  provisions  of  this 
ordinance  shall  be  cancelled  or  revoked  or  surrendered,  the  holder 
of  such  permit  shall  at  the  time  of  such  surrender,  cancellation  or 
revocation  deliver  to  the  City  Comptroller  of  said  City  all  number 
plates  theretofore  issued  under  said  permit.  If  such  delivery  is 
made  prior  to  July  1 of  any  calendar  year  such  holder  shall  receive 
from  said  Comptroller  a refund  of  Five  Dollars  ($5.00)  for  each  set 
of  number  plates  so  delivered.  If  said  delivery  is  made  after 
July  1 of  any  year  no  refund  will  be  made.” 

Provided,  however,  that  no  provision  of  Section  3 of 
General  Ordinance  No.  1727  relating  to  licenses  shall  be  modified 
or  repealed  by  this  Section,  but  that  the  provisions  of  Ordinance 
No.  1727  shall  control. 

Section  2.  This  Ordinance  shall  be  in  full  force  and 

effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  Lc,  NZ 
J.  J.  PERREY 
(Ayes  16-Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  14  day  of 
June,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1796 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  C,ty  Clerk 


1934. 


Presented  to  the  Mayor  for  approval  on  the  18  day  of  June 

ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  June,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1797 

An  Ordinance  allowing  certain  claims  for  medical  and  sur- 
gical care  given  certain  members  of  the  Fire  and  Police  Departments 
of  the  City  of  Fort  Wayne,  Indiana,  totaling  $94.00. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  sura  of  $94.00  be  and  the  same  is  here- 
by allowed  to  Item  33a  of  the  Budget  for  the  purpose  of  paying  the 
following,  itemized  claims  for  medical  and  surgical  care  rendered  cer- 
tain members  of  the  Police  and  Fire  Departments  of  the  City  of  Fort 
Wayne,  Indiana: 

1.  St.  Joseph  Hospital,  X-ray  of  chest  of  Edward  McCarthy 


of  Police  Department  $10.00 

2.  Dr.  Raymond  J.  Berghoff,  services  rendered  Chester 

Dunifon  of  Police  Department  10.00 

3.  Dr.  Raymond  J.  Berghoff,  services  rendered  H.  Neuman, 

of  Police  Department  4.50 

4.  Dr.  J.  E.  McArdle,  services  rendered  Ed.  McCarthy  of 

Fort  Wayne  Police  Department  4.56 

5.  Dr.  Maurice  R.  Lohman,  services  rendered  Officer 

Horstmeyer  of  Fire  Department 6.00 

6.  Dr.  Maurice  R.  Lohman,  services  rendered  R.  E.  Brennan 

of  Fire  Department  .......  6*00 

7.  Dr.  Maurice  R.  Lohman,  services  rendered  H.  L.  Dixon 

of  Fire  Department 9.00 

8.  X-Ray  Department,  X-ray  of  left  thumb  of  H.  Neuman 

of  Police  Department  3.00 

9.  Dr.  Maurice  R.  Lohman,  services  rendered  R.  B.  Rosen- 

berger  of  Fire  Department 31.50 

10*  St.  Joseph  Hospital,  services  rendered  R.  B.  Rosen- 

berger  of  Fire  Department 5 00 


Section  2.  That  th* s Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE  (Ayes  16-Nays  none 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wsy  ne,  Indiana,  at  a regular  meeting,  held  on  the  14  day  of  June, 
1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1797 

M.  L.  BURNS,  President  ELVA  A.  GRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  18  day  of  June,  1934. 

ELVA  A.  PRANGER,  City  Clerk 
Approved  this  26  day  of  June,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1798 


An  Ordinance  disannexing  territory  from  the  City  of  Fort 
Wayne,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  following  territory  now  form’ng  a part 
of  the  City  of  Fcrt  Wayne,  Indiana,  to  wit: 

Lots  numbered  21,  22,  66,  67  68  and  09  Elizabeth  C.  Hanna's 
Sub-d ivi&ion;  also  lot  numbered  112  Driving  Park  Addition;  also  Lots 
numbered  1,  2,  3,  4 15,  16,  17  and  18  Loidl  and  Agler ' sk Addition; 
also  Lots  numbered  16,  17  18,  19  20,  21,  22  and  23  Loidl  and  Bayer's 
Addition;  also  Lots  numbered  49,  50  and  51  Paramount  Place  Extended 
Addition;  also  the  south  Two  Bundred  (200)  feet  of  Lot  numbere  4 Fred 
J.  Hayden's  Amended  Plat,  being  all  the  lots  on  both  sides  of  Crescent 
Av  nue  from  the  North  property  line  of  Curdes  Avenue  to  the  West 
property  line  of  Anthony  Boulevard,  be  and  the  same  hereby  is  disannexed 
from  said  City  and  Thrown  out  of  itscorporate  limits. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD 
(Ayes  16-Nays  none) 


THIS  ORDINANCE  bAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


We  HeREBY  C-uRTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of  June, 
1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1798 

M,  L.  BURNS,  President  ELVA  A.  PRANGER,  City  °lerk 


1934. 


Presented  to  the  Mayor  for  approval  on  the  29  day  of  June, 

ELVA  A.  PRANGER,  City  Clerk 


Approved  this -9  day  of  July,  1934 


WM.  J.  HOSEY , Mayor 


GENERAL  ORDINANCE  NO.  1799 


An  Ordinance  requiring  all  persons,  firms  and  corporations 
to  prevent  the  accumulation  of  dust  on  all  lots  used  for  business  or 
commercial  purposes  in  the  Ci^ty  of  Fort  Wayne,  by  the  use  of  dust 
preventing  material,  and  providing  penalties  for  the  violation  of  this 
ordinance . 

WHEREAS  the  accumulation  and  creation  of  dust  on  all  lots 
used  for  Business  or  Commercial  purposes  in  the  City  of  Fort  Wayne 
that  are  not  of  hard  surface  constitutes  a nuisance,  therefore 

BE  jfr  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  every  person,  firm  or  corporation  owning, 
operating,  leasing  or  managing  a lot  used  for  business  or  commercial 
purposes  in  the  City  of  Fort  Wayne,  Indiana,  that  is  not  hard  sur- 
faced, is  hereby  required  to  apply  from  time  to  time  a dust  preven- 
tion treatment  to  the  floor  or  surface  of  said  parking  lot  sufficient 
to  prevent  the  unreasonable  creation  and  accumulation  of  dust. 

Section  2.  Any  person,  firm  or  corporation  violating  any 
of  the  provisions  of  this  Ordinance,  shall,  upon  conviction,  be  fined 
in  any  s.um  not  exceeding  One  Hundred  ($100.00)  Dollars. 

Section  3.  This  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage,  approval  by  the  Mayor  and  legal 
publication. 

* 

G.  A.  D_lNNEN  (Ayes  15-Nays  1) 

THIS  ORDINANCE  HAS  BEEN  HJ LY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY,  That  theCommon  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of 
June,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the 


ordinance  hereunto  attached,  and 
GENERAL  ORDINANCE  NC . 1799 
M.  L.  BURNS,  President 

Presented  to  the  Mayor 
June,  1934. 

Approved  this  9 day  of 


known  as 

ELVA  A.  PRANG ER,  City  Clerk 
for  approval  on  the  29  day  of 

ALVA  A.  PRANGER,  City  Clerk 
July,  1934. 

WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1800 


An  Ordinance  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  into  by  and  between  the  Hatzel  & Buehler, 
Inc.,  of  New  York,  and  the  City  of  Port  Wayne,  Allen  County,  Indiana, 
by  and  through  its  Board  of  Public  Works, 

WHEREAS  the  City  of  Fort  Wayne,  Indiana,  on  the  14  day  of 
June,  1954,  entered  into  a certain  contract  and  agreement  with  the 
Hatzel  gc  Buehler,  Inc.,  of  New  York,  for  the  construction,  delivery 
and  erection  of  the  work,  materials  and  apparatus  as  covered  by 
Division  No.  2 of  the  Specifications  for  the  improvement  of  the  City 
Light  and  Fower  Works  of  the  City  of  Fort  Wayne,  Indiana,  which  con- 
tract is  in  the  following  words  and  figures,  to  wit: 


CONTRACT 

This  agreement  made  and  entered  into  this  14  day  of  June, 
1934,  by  and  between  Hatzel  6c  Buehler,  Inc.,  of  the  County  of  New  York, 
State  of  New  York,  party  of  the  first  part,  and  the  City  of  Fort  Wayne, 
County  of  Allen  and  State  of  Indiana,  by  and  through  its  Board  of  Pub- 
lic Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants  and 

agrees  to  furnish  and  pay  for  all  work,  materials  and  apparatus,  tools 
and  labor  necessary  for  the  construction,  delivery  and  erection  of 
the  work,  materials  and  apparatus  as  covered  by  the  following  named 
division  of  Specifications  for  improvement  of  the  City  Light  and 
Power  Works,  City  of  Fort  Wayne,  Indiana,  on  file  in  the  office  of 
the  Board  of  Public  Works,  to-wit : 

Division  No.  2. 

Item  No.  1.  Gnderfroung  Duct  and  Manhole  System 
Item  No.  2.  13,800  Volt  Circuits. 

Item  No.  3.  2,400  Volt  Circuits. 

Item  No.  4A  440  Volt  Motor  Circuits 
Item  No.  4B  Field  Circuits 
Item  No.  4C  Operating  Circuits 
Item  No.  4D  Grounding. 

Item  No.  5.  Building  Lighting  Circuits, 
all  of  which  work,  material  and  apparatus  is  to  be  in  accordance  with 
the  specifications  of  March  1934  for  Improvement  of  the  City  Light  and 
Power  Works  and  the  proposal  of  Hatzel  & Buehler,  Inc.,  all  on  file 
in  the  office  of  the  Board  of  Public  Works,  all  of  which  specifications 
and  proposal  are  made  a part  of  th'Is  contract  as  fully  and  effectually 
as  if  copied  herein  at  full  length,  for  and  in  consideration  of  the 
payment  by  the  City  of  Fort  Wayne  as  follows,  to  wit: 

Fourteen  Thousand,  Five  Hundred  Dollars  ($14,500.00) 

Delivery  of  equipment  and  completion  of  the  work  is  to  be  in 
accordance  with  the  time  specified  in  the  proposals. 

Payments  are  to  be  made  in  accordance  withParagraph  18, 

’'Terms  of  Payment,”  of  the  specifications  on  file  in  the  office  of 


the  Board  of  Public  Works. 


This  Contract,  although  executed  on  behalf  of  the  City  by  its 
Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  or  obli- 
gatory upon  the  City  unless  and  until  it  shall  have  first  been  approved 
by  the  Common  Council  of  said  City,  and  should  the  Common  Council  of  the 
City  fail  to  approve  the  same  within  ninety  days  after  the  date  hereof, 
this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract, 
the  undersigned,  each  for  itself,  binds  itself,  its  successors  and 
assigns . 

In  Testimony  Whereof,  we,  the  foregoing  named  parties,  here- 
unto set  our  hands  and  seals  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 
By  TO.  J.  HOSEY,  Mayor 

Attest:  John  C.  Trier 

David  Erwin 

Scott  S.  Snyder,  Secretary  Harvey  £.  Crane 

BOARD  OF  PUBLIC  WORKS 

Approved  as  to  form  and  legality.  HATZEL  A BUEHLER,  Inc. 

By  Wm.  Fruechtenicht  By  Wm.  J.  Sontheimer 

Party  of  the  First  rart 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indianar 

Section  1.  That  a certain  contract  and  agreement  made  and 
entered  into  on  the  14  day  of  June,  1934,  by  and  between  Hatzel  & 

Buehler,  Inc.,  of  New  York,  and  the  City  of  Fort  Wayne,  Indiana,  by  and 
through  its  Board  of  Public  Works,  for  the  construction,  delivery  and 
erection  of  the  work,  materials  and  apparatus  as  covered  by  the  Division 
No.  2 of  the  Specifications  for  improvement  of  the  City  Light  and  Power 
Works,  which  contract  is  more  fully  set  forth  and  described  in  the 
preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and 
approved . 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passa&e  and  approval  by  the  Major. 

AUGUST  WEISENBURGER  (Ayes  16  - Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOCK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wryne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of  June,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1800 

M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  June,  1934. 

ELVA  A.  PRANGER,  City  Clerk 
Approved  this  9 day  of  July,  1934. 


WM.  J.  HOSEY,  Mayor 


<LV 


GENERAL  ORDINANCE  NO.  1801 


An  Ordinance  suspending  the  offices  of  Building  Commissioner, 
Inspector  of  Electrical  Works  and  Inspector  of  Warm  Air  Heating  and 
Sheet  Metal  Installation,  which  offices  were  created  by  General  Ordinance 
No.  1328,  passed  by  the  Common  Council  of  the  City  of  Fort  Wayne  on 
December  14,  1926,  until  January  1,  1935. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fofct 
Wayne,  Indiana? 

Section  1.  That  the  offices  of  Build'ng  Commissioner,  In- 
spector of  Electrical  Works  and  Inspector  of  Warm  Air  Heating  and  Sheet 
Metal  Installation,  which  offices  were  created  by  General  Ordinance 
No.  1328,  passed  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana 
on  December  14,  1926,  be  suspended  until  January  1,  1935,  and  the 
duties,  powers  and  functions  are  hereby  conferred  on  the  Inspector  of 
Buildings  under  Ordinance  No.  1328. 

Section  2.  Be  it  further  ordained  that  the  Inspector  of 
Buildings  is  duly  authorized  to  employfrom  time  to  time  such  assistants 
that  may  be  necessary  to  make  inspections  of  electrical  work  and  warm 
air  and  sheet  metal  installation.  The  compensation  for  such  services 
shall  be  fixed  by  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne, 
Indiana . 

Section  3.  This  Ordiaance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

J.  J.  PERREY  (Ayes  9 - Nays  7) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  La W. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of  June, 
1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1801 

M.  L.  BURNS,  President  1LVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  June,  1934. 

ELVA  A.  PRANGER,  City  Clerk 

Approved  this  9 day  of  July,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1802 

An  Ordinance  adopting  and  standardizing  the  "Port  Wayne 

Flag". 

WHEREAS  flags  and  emblems  enhance  the  beauty  and  signifi- 
cance of  parades,  ceremonies,  patriotic  assemblies  and  other  public 
occasions;  and 

WHEREAS  through  the  process  of  time  tnere  has  evolved  an  em- 
blem which  represents  the  corporate  entity  of  the  City  of  Port  Wayne 
and  which  materializes  in  a significant  way  the  historical  traditions 
of  the  City  and  the  finer  sentiment  of  its  people  and 

WHEREAS  it  is  appropriate  and  expedient  to  preserve  the 
specifications  of  this  emblem  in  records  of  such  permanence  that  the 
correct  design  may  be  uniformly  and  conveniently  accessible  to  the 
institutions  and  citizens  of  the  city  who  may  now  or  in  the  future  de- 
sire to  make  appropriate  use  of  the  city  flag. 

BE  IT  THEREFORE  ORDAINED  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana; 

Section  1.  That  the  official  flag  of  the  City  of  Fort  Wayne, 
Indiana,  shall  be  of  the  following  design  and  proportion: 

The  field  shall  be  blue,  In  the  center  of  which  shall  be 
superimposed  a white  circular  center. 

From  the  other  circumference  of  said  white  center  three 
white  bands  shall  extend;  one,  a horizontal  band  from  the  circumference 
of  the  white  center  to  the  middle  section  of  the  hoist  end  of  the 
blue  field;  one,  a diagonal  band  from  the  circumference  of  the  white 
center  of  the  lower  free  corner  of  the  blue  field.  The  posit' on  of 
the  inner  edges  of  the  two  diagonal  white  b-nds  shall  coincide  with 
the  corner  diagonals  of  the  blue  field,  from  the  circumference  of  the 
white  center  to  the  corners  of  the  free  end  of  the  blue  field,  upper 
and  lower,  respectively. 

Superimposed  upon  the  white  center  and  contained  within  its 
circumference  shall  be  a red  block-fort  silhouette.  Superimposed 
upon  the  upper  blue  hoist  field  shall  be  a red  fleur-de-lis  silhouette. 
Superimposed  upon  the  lower  blue  hoist  field  shall  be  a red  rampant  lion 
silhouette.  Superimposed  upon  the  free-end  blue  field  snail  be  a red 
conventinal  Indian-head  silhouette. 

The  proportion  scale  of  the  flag  and  Its  several  devices 
shall  be  as  follows:  Total  length  56  units;  total  width  24  units; 
diameter  of  the  white  center  12  units;  width  of  the  horizontal  white 
band  5 units;  width  of  the  horizontal  white  bands  3 unit-  each;  height 
of  block-fort  in  white  center  8 units;  height  of  rampant  lion  4 units; 
height  of  fleur-de-lis  4 units;  height  of  indian-head  5 units. 

The  shades  of  blue  and  red  shall  be  those  of  the  United 


States  flag 


The  block-house  silhouette  shall  follww  the  conventinal  form 
made  familar  in  this  vicinity  by  the  late  B.  J.  Griswold  and  frequently 
employed  by  him  to  depict  the  pioneer  days  of  this  city.  One  pattern 
which  will  be  carefully  preserved  and  which,  therefore,  will  be  permanently 
available,  appears  on  the  binding  edge  of  Griswold’s  "The  History  of 
Fort  Wayne"  (edition  of  1917)  on  record  in  the  Fort  Wayne  Public  Library. 

The  rampant  lion  shall  be  the  conventional  design  commonly 
known  as  the  "British  Lion". 

The  fleur-de-lis  shall  be  the  conventional  design  commonly 
employed  with  reference  to  the  Frencu  Monarchy  of  the  18th  century. 

The  Indian  head  shall  be  the  conventional  profile  commonly 
employed  to  represent  an  Indian  Chief  with  feather  but  no  other  head- 
dress. 

The  word  "Fort  Wayne"  or  the  abbreviation  "Ft.  Wayne"  in 
standard  block  letters,  blue  upon  the  white  band  (or  bands)  or  white 
upon  either  of  the  three  blue  fields,  may  be  used  in  the  discretion  of 
the  maker,  but  neither  the  word  nor  the  abbreviation  shall  constitute 
a part  of  the  official  specifications  of  the  emblem. 

The  flag  may  be  specially  formed  for  vertical  hanging,  in 
which  ease  the  hoist  end  shall  be  the  uppor  or  bar  end  of  the  banner. 

When  manufactured  specially  for  vertical  suspension  from  the  "hoist" 

(bar)  end  the  block-fort,  the  fluer-de-lis,  the  lion  and  the  indian- 
head  silhouettes  may  be  rotated  upon  their  respective  centers  in  such 
a manner  that  they  appear  in  uprigxit  position  upon  the  vertically  .sus- 
pended fields. 

When  used  in  connection  with  the  United  States  flag,  at  any 
time  or  occasion  whatsoever,  the  Fort  Wayne  flag  shall  be  subordinated 
at  the  left  or  below  the  national  Colors. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER  (Ayes  16  - Nays  None) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26  day  of  June,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance,  hereunto 
attached,  and  known  as  GENERAL  ORDINANCE  NO.  1802 
M.  L.  BURNS,  President  ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  29  day  of  June,  1934. 

ELVA  A.  PRANGER,  City  Clerk 

Approved  this  9 day  of  July,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1803 


An  Ordinance  authorizing  the  Board  of  Public  Works  of  the  City  of  Port 
Wayne  to  purchase  real  estate  in  Allen  County,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port  Wayne,  Indiana: 
Section  1.  That  the  Board  of  Public  Works  of  the  City  of  Port  Wayne,  Indiana, 
be  and  the  same  is  hereby  authorized  to  purchase  the  following  described  real 
estate  for  the  following  purposes:  road,  park,  and  any  other  purposes  that  the 
City  of  Port  Wayne  shall  deem  proper,  which  real  estate  is  specifically  describ- 
ed as  follows: 

A portion  of  the  Northeast  Quarter  of  Section  9,  Township  30  North,  Range 
12  East,  described  as  follows:  Commencing  at  a point  where  the  west  line  of  Catalpa 
Street  produced  north  intersects  the  north  line  of  the  Pennsylvania  Railroad  right 
of  way;  Thence  westerly  along  the  north  line  of  said  Pennsylvania  Railroad  right 
of  way  a distance  of  thirty- three  (33)  feet;  thence  at  an  angle  to  the  right  of 
one  hundred  thirty-four  (134)  degrees,  thirty  (30)  minutes,  a distance  of  two  hund- 
red eighty-five  (285)  feet,  more  or  less  to  the  south  line  of  the  Illinois  Road; 
thence  east  along  the  south  line  of  the  Illinois  Road  to  the  west  line  of  Main 
Street;  thence  southwesterly  along  the  west  line  of  Main  Street  to  tne  North  line 
of  the  Pennsylvsnia  Railroad  right  of  way;  thence  westerly  along  said  north  line 
of  said  Pennsylvania  Railroad  right  of  way  to  the  place  of  beginning. 

Also,  all  that  part  of  lot  'tE"  Commercial  Third  Addition  lying  north 
of  a line  described  as  follows:  Commencing  at  a point  on  the  west  line  of  Morris 
Street  where  the  south  line  of  Johnson  Street  extended  would  intersect  the  same; 
thence  west  three  h ndred  sixty-nine  and  six  tenths  (369.6)  feet;  thence  west  on 
a curve  to  the  left  whose  radius  is  seven  hundred  sixty-six  and  two  tenths  (766.2) 
feet  to  the  east  line  of  Preeman  Street;  lying  west  of  Morris  Street  and  east  of 
the  center  line  of  Section  9,  Township  30  North,  Range  12  East,  except  tne  follow*, 
ing  described  portion:  Commencing  at  the  northwest  corner  of  said  Lot  “E" ; thence 
south  on  the  west  line  sixteen  (16)  feet;  thence  north  east  to  a point  on  the 
north  line  of  said  lot  fifteen  (15)  feet  east  of  the  north  west  corner  thereof; 
thence  west  on  the  north  line  of  said  lot  fifteen  (15)  to  the  place  of  beginning. 

Also,  all  of  Lot  *P"  Commercial  Third  Addition  except  the  following  describ- 
ed portion:  Commencing  at  the  point  where  the: west  line  of  said  lot  intersects  the 
south  east  line  of  Washington  Road;  thence  south  on  the  west  line  of  said  lot  to 
the  south  line  thereof;  thence  east  on  said  south  line  fifteen  (15)  feet;  thence 
at  an  angle  to  the  left  of  forty-seven  degrees  fifteen  minutes  a distance  of  eighty- 
seven  (87),  more  or  less,  to  the  southwest  line  of  Freeman  Street;  thence  northwest 
following  said  southwest  line  to  the  southeast  line  of  Washington  Road;  thence  south- 
westerly to  the  place  of  beginning. 

Also,  that  portion  of  the  west  half  of  vacated  Freeman  Street  north  of  Port- 
age Boulevard  and  south  of  the  north  line  of  Lot  UE"  Commercial  Third  Addition. 

A portion  of  Lots  numbered  one  hundred  one,  (101),  one  hundred  and  two  (102) 
one  hundred  three,  one  hundred  four,  one  hundred  five,  one  hundred  six,  one  hundred 
seven  and  one  hundred  and  eight  Wildwood  Park  Second  Addition  described  as  follows: 


Commencing  at  the  northwest  corner  of  Lot  no.  101;  thence  south  along  the 
west  line  of  said  lot  one  hundred  one,  forty-two  (42)  feet;  thence  north- 
easterly forty-three  (43)  feet  to  a point  tv/enty-five  (25)  feet  from  the 
northwest  line  of  Lot  ho.  101;  thence  northeasterly  four  hundred  twenty- 
six  (426)  feet  on  a line  which  is  parallel  to  and  twenty-five  (25)  feet 
south  east  of  the  north  west  line  of  lots  Numbered  101,  102,  103,  104,  105, 
1C6,  107,  108  ./ildwood  Park  Second  Addition;  thence  northeasterly  forty  (40) 
feet  to  a point  in  the  north  east  line  of  Lot  Numbered  108,  thirty-three ( 33 ) 
feet  east  of  the  northeast  corner  thereof;  thence  northwest  along  said 
northeast  line  of  said  lot  108  to  the  northeast  corner  thereof;  thence 
southwest  along  the  northwgst  line  of  Lots  numbered  108,  107,  106,  105,  104, 
103,  102,  & 101  to  the  place  of  beginning. 

Also,  a portion  of  lots  numbered  173,  174,  175,  176,  177,  178,  179, 
180,  181,  182,  183,  184,  185,  186,  and  187,  '«ildwood  Park  Second  Addition 
described  as  follows:  Commencing  at  the  south  west  corner  of  Lot  No.  173; 
thence  southeast  along  the  southwest  line  forty  (40 ) feet;  thence  north- 
easterly one  hundred  forty-one  (141)  feet  to  a point  sixty-six  (66)  feet 
southeast  of  the  northwest  line  of  Lot  No.  174;  thence  northeast  three  hund- 
red thirty-eight  (338)  feet  to  a point  twenty  (20)  feet  from  the  north  line 
of  Lot  No.  180;  thence  east  180  feet  on  a line  which  is  20  feet  south  of 
and  parallel  to  the  north  line  of  Lots  numbered  180.  181,  182,  and  183; 
thence  south  east  two  hundred  twenty  (220)  feet  to  a point  in  the  east  line 
of  Lot  number  187,  fifty-four  (54)  feet  south  of  the  northeast  corner  there- 
of; thence  north  on  the  east  line  of  Lot  No.  187,  fifty-four  (54)  feet  to 
the  northeast  corner  thereof;  thence  west  along  tne  north  line  of  lots 
numbered  187,  186,  185,  184,  183,  182,  181,  180,  179,  178,  177,  176,  175, 
and  174  to  the  north  west  corner  of  Lot  No.  174;  thence  south  west  along 
the  north  west  line  of  Lots  Numbered  174  and  173  to  the  place  of  beginning. 

Also,  commencing  at  the  northeast  corner  of  Lot  No.  187  Wildwood 
Park  Second  Addition;  thence  south  along  the  east  line  of  said  Lot  187  a 
distance  of  fifty-four  (54)  feet;  thence  at  an  angle  to  the  left  of  seventy- 
eight  (78)  degrees  and  thirty  minutes  ( 30 ) a distance  of  twelve  hundred 
eleven  (1211)  feet  to  a point  on  the  North  and  south  center  line  of  Sec- 
tion 9,  Township  30  North,  Range  12  East,  two  hundred  eighty-four  (284) 
feet  south  of  the  south  line  of  the  Illinois  Road;  thence  north  on  the 
north  and  south  center  line  of  said  Section  9,  two  hundred  eignty  four 
(284)  feet  to  the  south  line  of  the  Illinois  Road;  thence  west  along 
said  south  line  of  the  Illinois  Road;  to  the  north  east  corner  of  Lot 
No.  187,  Wildwood  Park  Second  Addition  to  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

George  A.  Dinnen.(Ayes  16  -Nays  No 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 


QUIRED BY  LAW. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a special  meeting,  held  on  the  16th  day  of  July,  1934,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  at- 
tached, and  known  as  GENERAL  ORDINANCE  No.  1803. 

M.  L.  BURNS,  President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  July  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  20th  day  of  July  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1804. 

An  Ordinance  changing  and  amending  the  symbols  and  indications  of 
a part  of  Section  2 of  the  map,  which  is  part  of  General  Ordinance  No. 

1436,  the  same  being  "An  Ordinance  establishing  a Zoning  plan  for  the 
City  of  Fort  Wayne,  passed  November  13,  1923. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne, 

Indiana. 

Section  1.  That  the  symbols  and  indications  of  Section  2 of  the  Zoning 
map  which  is  a part  of  General  Ordinance  No.  1436,  as  above  described, 
be  changed  from  those  of  a B to  a C District  on  the  following  described 
territory:  Lots  Numbered  one  (l),  two  (2),  three  (3),  four  (4)  and  five 
(5),  inclusive,  in  Ayera's  Subdivision  of  Bart  of  Lots  Numbered  twenty- 
three  (23)  and  twenty-four 5 24 ) , Parnell  Place  Addition  to  the  City  of 
Fort  Wayne,  Indiana,  and  Lots  Numbered  one  (l),  and  two  (2),  Weil's  Sub- 
division of  Lot  Numbered  twenty-two  (22),  Parnell  Place  Addition  to  the 
City  of  Fort  Wayne,  Indiana,  and  The  West  one  hundred  (100)  feet  of  Lot 
numbered  forty-three  (43),  Elizabeth  Hanna’s  Subdivision  of  Part  Lot 
Numbered  eight  (8),  Hanna's  Plat  “C"  in  the  City  of  Fort  Wayne , Indiana 
and  tne  .»est  one  hundred  (100)  feet  of  Lot  numbered  f orty-f our(44) , 

Elizabeth  Hanna’s  Subdivision  of  Part  of  Lot  Numbered  eight  (8)  Hanna’s 
Plat  "C"  in  the  City  of  Fort  Wayne,  Indiana,  and  that  said  area  to  be 
known  as  a C District. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor. 

L0UIS~C.  LANGARD , ( Aye s 16  -Nays  none] 
THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  24th  day  of  July,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as  GENERAL  ORDINANCE  No.  1804. 

M.  L.  BURNS,  President.  ELVA  A. PR ANGER,  City  Clerk. 

Presented'  to  the  Mayor  for  approval  on  tne  28th  day  of  July  1934. 

ELVA  A. PR ANGER,  City  Clerk. 

Approved  this  7th  day  of  August  1934. 


WM.  J.  HOSEY,  Major. 


GENERAL  ORDINANCE  NO.  1805. 


An  Ordinance  concerning  alcoholic  beverages. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  it  shall  be  un lav/ful  for  any  person,  firm  or  cor- 
poration engaged  in  selling  or  distributing  alcoholic  beverages 
to  sell,  barter  or  give  away  any  alcoholic  beverages  within  the 
hours  of  one  (1)  o’clock,  a.m.  and  seven  (7)  o’clock,  a.m. 
on  any  premises  as  defined  in  Section  2 of  this  ordinance 
within  the  limits  of  the  City  of  Fort  Wayne,  Indiana,  or  four  (4) 
miles  of  the  corporate  limits  thereof. 

Section  2.  It  shall  further  be  unlawful  for  any  person,  firm  or 
corporation  to  allow  or  permit  the  drinking  or  consumming  of  any 
alcoholic  beverages  on  any  premises,  between  the  hours  of  one-fifteen 
(1*15)  o’clock,  a.m.  and  seven  (7)  o’clock,  a.m.  in  the  City  of 
Fort  Wayne,  Indiana  , or  within  four  (4)  miles  of  the  corporate 
limits  thereof.  The  term  "premises”,  as  used  in  this  ordinance,  shall 
be  construed  to  mean  a regular,  recognized  and  established  place  of 
business  on  which  a permit  or  license  has  been  granted  to  sell  at 
retail  or  wholesale  alcogolic  beverages  under  the  Acts  of  1933  of 
the  General  Assembly  of  the  State  of  Indiana,  Chapter  80. 

Section  3.  The  time  fixed  in  this  Ordinance  shall  be  controlled  by 
the  time  prevailing  in  the  City  of  Fort  Wayne,  Indiana. 

Section  4.  The  term  "alcoholic  beverages”,  as  used  in  this  Ordinance, 
shall  be  contrued  to  mean  all  malt,  vineous  or  spiritous  beverages 
containing  alcohol,  and  every  other  drink,  mixture  or  preparation 
having  any  alcoholic  content,  whether  patented  or  not,  reasonably 
likely,  or  intended  to  be  used  as  a beverage,  including  grain 
alcohol . 

Section  5.  All  rooms  and  places  where  alcoholic  beverages  are  sold 
or  given  away  to  be  consumed  or  drunk  on  the  premises,  shall  be 
sufficiently  and  properly  lighted. 

Section  6.  If  any  section,  paragraph,  subdivision,  clause,  sentence 
or  provision  of  this  ordinance  shall  be  adjudged  by  any  court  of 
competent  jurisdiction  to  be  invalid,  such  judgement  shall  not 
effect*  impair,  invalidate  or  nullify  the  remainder  of  this 
ordinance,  but  the  effect  thereof  shall  be  confined  to  the 
section,  paragraph,  subdivision,  clause,  sentence  or  provision 
immediately  involved  in  the  controversy  in  which  such  judgment  or 
decree  shall  be  r'endered. 

Section  7.  Any  person,  firm  or  corporation  violating  any  of  the 
provisions  of  this  ordinance,  shall,  upon  conviction,  be  fined  in 
any  sum  not  exceeding  On  Hundred  ($100.00)  Dollars,  to  which  may 


be  added  imprisonment  in  the  County  Jail  not  exceeding  thiry  (30) 
days . 

Section  8.  That  General  Ordinance  1781  adopted  by  the  Common 
Council  of  the  City  of  Fort  Wayne  on  February  27,  1934,  is  hereby 
repealed . 

Section  9.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage,  approval  by  the  Mayor  and  legal  publication. 

EDWIN  C.  LINDENBERg  (Ayes  12  -Nays  4) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Jayne,  Indiana,  at  a Regular  meeting,  held  on  the  24th  day  of  July, 1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereun- 
to attached,  and  known  as 
GENERAL  ORDINANCE  No.  1805 

M.  L.  BURNS,  President.  ELVA  A PRANGER , City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  July  1934. 

ELYA  A. PRANGER,  City  Clerk. 

Approved  this  7th  day  of  August  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1806. 


An  Ordinance  ratifying  and  approving  a certain  agreement  made  and 
entered  into  by  and  between  the  City  of  Fort  v/ayne,  Indiana,  by  and 
through  its  .Board  of  Public  Safety,  and  The  Flxible  Company  of  Loudon- 
ville,  Ohio,  for  the  purchase  of  a Police  Patrol. 

WHEREAS  the  City  of  Fort  Wayne,  Indiana,  entered  into  a certain 
agreement  by  and  through  its  Board  of  Publi  Safety  with  The  Flxible 
Company  of  Loudonville,  Ohio,  for  the  purchase  of  a Police  Patrol, 
which  agreement  is  in  the  following  words  and  figures,  to  wit: 

ORDER  BLANK 


THE  FLXIBLE  COMPANY 

Loudonville,  Ohio.  July  24th,  1334. 

Gentlemen 

The  indersigned  orders  and  agrees  to  purchase  (one)  Flxible  Buick 
Police  Ambulance  Car  to  be  delivered  on  or  about  September  1st,  1934, 
or  as  soon  as  possible,  according  to  the  following  specifications,  terms, 
and  conditions: 

Series  1934-40  Model  F— 44-SC— 5 Sentinel  Police  Car- 
Color  Combination--  Black  or  optional. 

Upholstering (Sentinel  Leather) 

Signs , 

Nameplates Police  Department. 

Extra  Equipment- -Radio  Aerial  in  roof,  Auxilliary  generator,  Stationary 

rear  step,  Heater  in  rear  compartment,  Speaking  tube  from  front  com- 
partment to  rear  end  of  rear  compartment  and  Two  side  seats  with  drop 
leaf  and  running  full  length  of  rear  compartment. 

Compartments  to  be  built-in  under  side  seats  for  tools  and  other 
equipment  - 

Body  to  be  constructed  without  side  doors  to  rear  compartment- 
.oody  to  have  one  small  window  on  each  sides  of  rear  compartment- 

Exc i s e Tax 


^rice  complete  f.o.b.  Ft.  Wayne  , Indiana  #2492,00 

Allowance  for  used  Studebaker  Ambulance  Serial  100.00 

Cash  Balance  #2392.00 

Delivery  Date  and  Instructions September  1st,  1934. 


P.D.  SAMPSELL  - District  Manag 
This  purchase  order  is  tnedered 
by  the  purchase  for  acceptance  by 
the  Flxible  Company  and  is  sub- 
ject to  all  of  the  terms  and  con- 
ditions printed  on  the  reverse 
hereof  which  have  been  read  by 
the  undersigned  and  are  hereby 
incorporated  as  if  fully  set  forth 
herein.lt  is  understood  that  this 
purchase  order  will  not  be  binding 
upon  said  Company  unless  ac- 
cepted by  the  Company  at  its 
home  office  at  Loudonvil le , Ohio . 


- Salesman. 

In  placing  this  order  it  is  undent 
.stood  that  when  inspection  and  de- 
livery are  to  be  made  at  Loudenville, 
final  acceptance  is  made  at  that  time. 
If  the  equipment  is  not  as  ordered  by 
me,  or  as  represented  by  you,  I have 
the  right  to  cancel  this  order,  and 
you  are  to  return  my  deposit  and  re- 
lieve me  from  all  obligation. 

F.W. MORGAN. 

W.  A. WALLER. 


W.  FRUECHTENICHT,  Att. 


THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana: 


Section  1.  That  the  foregoing  agreement  made  and  entered  into  by  and  be- 
tween the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
Safety  and  The  Flxible  Company  of  Loudonville,  Ohio,  for  the  purchase  of 
a Police  Patrol,  which  agreement  is  more  specifically  set  forth  in  the 
preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and 
approved. 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


G.A.DINNEN. 


A motion  was  made  by  Dinnen  and  second  that  this  Ordinance  be  with- 
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drawn  from  the  Council.  Adopted  by  tne  following  vote.  (Ayes  16  Nays  none) 
A motion  was  made  by  Dinneh  and  second  to  reintroduce  this 
Ordinance.  Adopted. 

This  Ordinance  was  read  the  first  time  in  full  and  on  motion 
the  Ordinance  was  read  the  second  time  by  its  title  and  a motion  to 
suspend  the  rules  prevailed  by  the  following  vote:-  (Ayes  16  Nays  none) 

This  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  (Ayes  16  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
tfayne,  Indiana,  at  a Regular  meeting,  held  on  the  24th  day  of  duly, 1934 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as 
GENERAL  ORDINANCE  No.  1806. 

M.  L.  BURNS  President.  ELVA  A.'  ^RANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  July,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  7th  day  of  August  1934. 

WM.  J.  HOSEY.  Mayor. 


GENERAL  ORDINANCE  NO.  1807. 


An  Ordinance  allowing  the  claim  of  Mrs.  Ella  McManus  for  in- 
juries sustained  by  reason  of  a fall  caused  by  defective  condition  of 
sidewalk. 


BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  That  the  claim  of  Mrs.  Ella  McManus  in  the  sum 
of  $50. CO  be  and  the  same  is  hereby  allowed.  Said  claim  for  in- 
juries was  sustained  by  reason  of  a fall  caused  by  defective  condi- 
tion of  sidewalk. 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ALBERT  MORAN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote;  (Ayes  15  Naysnone) 


Chief  of  Police: 


DEPARTMENT  OF  POLICE 
Fort  Wayne,  Indiana. 

May  12,  1934. 


The  attached  accident  of  Mrs  Ella  McManus  2534  Weiser  Eark 
Aye.  She  advised  me  she  fell  on  sidewalk  in  front  of  two  vacant  lots 
in  the  2500  block  Caroline  Street,  these  Lots  are  owned  by  Old  First 
Bank,  there  is  an  old  brick  sidewalk  in  front  of  these  lots  is  in 
bad  condition  very  uneven  should  be  repaired  or  new  walk  put  in.  I 
also  interviewed  Mrs.  A.  B.  Dunning  at  2534  Weiser  Park  Ave.  who 
nursed  Mrs.  McManus,  she  advised  me  Mrs.  McManus  was  unable  to  get  up 
and  down  stairs  and  she  thought  her  bill  was  very  reasonable,  also 
talked  to  Dr.  A.  L.  Schneider  and  Juan  Rodrigue?  and  they  advised  me 
their  Bills  were  correct. 


Mrs.  Ella  McMannus 
2534  Weiser  Park  Ave. 


GEO.  EISENHUT , Patrolman. 

Statement . 

Fort  Wayne,  Indiana  May  3,1934 


For 


In  account  with 
Dr.  A.  L. Schneider 
628  East  Lewis  Street 

Phone  A-922I. __ 

Professional  Services: 


$20.00 


Mrs.  Ella  MacNamara 
2534  Weiser  P&rk  Ave. 

City 

X-Ray  Examinations 


Statement. 

In  account  with 
Juan  Rodriguez,  M.D. 

X-Ray  Laboratory 
Duemling  Clinic  Building 
2902-6  S.  Fairfield  Ave. 

Fort  Wayne,  Ind.  4/1/34. 


at  home 


$15.00 


O.K.Juan  Rodriguez , M.D. 

Per  Clara  Lehnberg,  Sec'y. 

Mrs.  A.  B.  Dunning  Nursing  & care  rendered  for  three 
weeks  for  Mrs.  Ella  McMannus  $1 


REPORT  OF  ACCIDENT . 

Lame  of  Claimant  Mrs.  Ella  McMannis  2534  Weiser  Park  Ave. 

Place  of  Accident-  2500  Block  Caroline  Street  in  front  of  two  vacant  Lots 

owned  by  Old  First  Bank. 

Date  and  Time  March  11th,  8o' clock  P.M. 

WITNESSES 

Name  Residence. 

No  Witnesses. 

If  defect  in  sidewalk  is  alleged,  find  out  from  neighbors 
and  other  source  how  long  alleged  defect  has  been  in  existence  prior 
to  date  of  accident. 


Interview  person  claiming  injury, 
occired,  indicate  on 


How 


accident 
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Doctor  and 
diagram. 


Hospital. 


Remarks:  Accident  happened  March  11th  1934  8. o'  clock  P.M. 

on  Sidewalk  in  front  of  Vacant  Lots  in  2500  Block  Caroline  Street, 
injuring  Ankle  and  knee  Dr.  A.  L.  Schneider  attended  her  Ex  Ray  was 
taken  at  the  of  Mrs  Me  Hannis  by  Dr  Juan  Rodriguez. 

GEO.  F.  EISENHuT. 

Officer  Making  Investigation. 

CITY  OF  FORT  WAYNE,  INDIANA . 

Law  Department 

Wm.  H.  Fruechtenicht,  City  Attorney,. 

May  10,  1934. 

Chief  of  Police  Brennan, 

City  Hall, 

Fort  Jayne,  Indiana. 

Dear  Chief: 

Jill  you  please  have  the  enclosed  claim  investigated.  I 
am  sending  ilong  the  bills  of  the  Doctors  employed.  Will  you  have 
Bisenbut  also  interview  them  as  to  the  amount  of  injury  and  bill. 

Very  truly  yours, 

Wm.  Fruechtenicht. 

City  Attorney. 

WF  . MP . 

Enel  • 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  tne  Common  Council  of  tne  City  of  Fott 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  14th  day  of  August, 1934 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1807 

M.  L.  BURNS,  President.  ELVA  A.  PRANGER,City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  27  day  of  August  1934. 

ELVA  A.  PRANGER,City  Clerk 


Approved  this  28th  day  of  August  1934. 


WM.  J.  H0SEY.  Mayor. 


GENERAL  ORDINANCE  No.  1808. 


AN  ORDINANCE  APPROVING  A GRANT  AGREEMENT  BETWEEN  THE  CITY 
OP  PORT  WAYNE,  ALLEN  COUNTY,  INDIANA,  AND  THE  UNITED  STATES  OP  AMERICA 
AND  RATIFYING  THE  EXECUTION  THEREOF. 

BE  IT  ORDAINED,  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  the  Grant  Agreement  between  the  City  of 
Port  Wayne,  Indiana,  and  tne  United  States  of  America  under  and 
subject  to  the  terms  of  which  the  United  States  wilL  by  Grant,  not 
exceeding  $53,000.00,  aid  said  City  of  Port  Wayne,  Indiana,  in 
financing  the  construction  of  a dam  in  the  St.  Joseph  River,  for 
the  purpose  of  forming  a reserve  water  storage  basis  for  the  Port 
Wayne  Water  Works , a copy  of  which  Grant  Agreement  is  filed  among 
the  public  records  of  the  City  of  Port  Wayne,  Indiana,  in  tne  office 
of  the  Board  of  Public  Works  of  the  City  of  Port  Wayne,  and  which 
Grant  Agreement  is  hereby  make  a part  hereof,  be  and  the  same  is  here- 
by in  all  respects  approved. 

Section  2.  That  the  action  of  the  Board  of  Public  Works 
of  the  City  of  Port  Wayne,  Indiana,  whereby  said  Board  directed  the 
Mayor  and  members  of  the  Board  of  Works  of  said  City  to  execute  such 
Grant  Agreement  in  triplicate  on  behalf  of  the  City  of  Port  Wayne,  and 
the  Clerk  of  said  City  to  impress  or  affix  the  official  seal  of  said 
oity  to  each  of  said  three  copies  of  said  Grant  agreement  and  to  attest 
such  seal,  is  hereby  in  all  respects  ratified  and  approved. 

Section  3.  That  the  execution  of  such  Grant  Agreement  by 
the  Mayor  and  members  of  the  Board  of  Public  Works  of  the  City  of 
Fort  Wayne,  Indiana,  is  hereby  ratified  and  approved. 

Section  4.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

J.J.  FERRE Y. 

Motion  made  by  Dinnen,  seconded  by  Langard  that  ordinance  be  placed 
on  second  reading.  Adopted. 

Motion  made  by  Dinnen,  seconded  by  Perrey  that  ordinance  be  placed 
under  suspension  of  rules,  Adopted. 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion  the  Ordin- 
ance was  read  the  second  time  by  its  title  and  a motion  to  suspend 
the  rules  prevailed  by  the  following  vote:—  (Ayes  16  Nays  nonej 
Motion  made  by  Dinnen,  seconded  by  Perrey  that  Ordinance  be  placed  on 
third  reading.  Adopted. 

Motion  made  by  Weisenburger,  seconded  by  Langard  that  Ordinance  be  plac- 
ed on  its  passage.  Adapted. 

Tne  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  pass 


ed  by  the  following  vote:  ( ayes  16  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  28  day  of 
August,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  No.  1808. 

/ 

M.  L.  BURNS,  President.  ELYA. A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5 day  of  Sept.  1934. 

ELVA  A.  PRANGER,  City  Clerk 

Approved  this  15th  day  of  September  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1809 


An  Ordinance  annexing  certain  described  territory  into  the 
limits  of  the  City  of  Port  Wayne,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  the  following  territory  not  a part  of  the 
City  of  Port  Wayne,  Indiana,  to  wit: 

Lots  Numbered  21,22,66,67,68,  and  69  Elizabeth  C.  Hanna’s 
Subdivision;  also  Lot  numbered  112  Driving  Park  Addition;  also  Lots 
numbered  16,  17,  18,  19,'  20,  21,  22,  and  23  Loidl  and  Bayer’s  Addition; 
also  Lots  No.  49,  50,  and  51  Paramount  Place  Extended  Addition;  also 
the  south  Two  Hundred  (200)  feet  of  Lot  Numbered  4 Pred  J.  Hayden's 
Amended  Plat,  being  all  the  Lots  on  both  sides  of  Crescent  Avenue 
from  the  north  property  line  of  Curdes  Avenue  to  the  west  property 
line  of  Anthony  Boulevard,--- 

be  and  the  same  is  hereby  annexed  and  made  a part  of  the  corporate 
limits  of  the  City  of  Fort  Wayne,  Allen  County,  Indiana. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  C.  LANGARD. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  nov/ 
passed  by  the  following  vote:  (Ayes  16  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  28  day  of 
August,  1934,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1809. 

M.L. BURNS,  President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  Sept.  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  15th  day  of  September  1934. 


WM.J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  No.  1810. 


An  Ordinance  amending  Section  37,  of  General  Ordinance  No. 1555 
being  an  Ordinance  regulating  traffic  on  the  public  streets  in  the  City 
of  Fort  tfayne,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne 

Indiana : 

Section  1.  That  Section  37  of  General  Ordinance  No.  1555  be 
amended  by  adding  thereto  a Sub-section  (t)  to  read  as  follows: 

(t)  Washington  Street  from  Harmer  Street  to  Glasgow  Ave . 
Section  2.  That  this  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

J.J.  PERREY. 

ihe  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 

passed  by  the  following  vote;  (Ayes  16  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

’WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 

Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  28  day  of  August, 1934, 

by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1810. 

M.  L.  BURNS.  President . ELVA  A.  PRANGER,  City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  Sept.  1934. 

ELVA  A.  PRANGER,  City  Clerk 

Approved  this  15th  day  of  September  1934. 


WM.  J.  HOSEY.  Mayor. 


GENERAL  ORDINANCE  NO.  I8II. 

An  Ordinance  concerning  the  use  of  water  of  the  Port  Wayne 
Water  Works. 

BE  IT  ORDAINED  by  the  Common  Counci L of  the  City  of  Fort 
Wayne,  Indiana: 

Section  1.  Whoever  unlawfully  and  intentionally  injures  or 
destroys  or  permits  to  be  injured  or  destroyed  any  meter,  pipe, 
hydrant,  curb  box,  shut  off  valve,  at  any  curb  box  or  any  other  kind 
of  valve,  or  other  apparatus  belonging  to  the  Fort  Wayne  Water  Works, 
or  whoever  unlawfully  and  intentionally  prevents  a water  meter  from 
duly  registering  the  quantity  of  water  supplied,  or  in  any  way  in- 
terferes with  its  proper  action  or  just  registration;  or,  whoever, 
without  the  consent  of  such  Fort  Wayne  Water  Works,  by  its  proper 
officers,  unlawfully  and  intentionally  diverts  any  water  from  any 
pipe  line  of  said  Fort  Wayne  Water  Works,  or  otherwise  unlawfully 
and  intentionally  uses  or  cause  to  be  used,  without  the  consent  of 
said  Fort  Wayne  Water  Works,  any  water  distributed  by  the  Fort  'Wayne 
Water  Works , ^shaRl , upon  conviction,  for  each  such  offense  be  pun- 
ished  by  fine  in  any  sum  not  exceeding  One  Hundred  ($100)  Dollars, 
or  by  imprisonment  in  the  County  Jail  for  any  period  not  exceeding 
six  months,  or  by  both  fine  and  imprisonment. 

Section  2 This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor,  and  legal 
pub  li  cati  o.n . 

LOUIS  SCHMOE. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  (Ayes  16  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  28  day  of  August, 1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1811. 

M.  L.  BURNS,  President.  ELYA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  Sept  1034. 

ELVA  A.  PRANGER,  City  Clerk. 
Approved  this  15th  day  of  September  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1812 


An  Ordinance  fixing  the  tax  levy  for  City  purposes  for  the 

year  1935. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City 
of  Eort  «iayne , Indiana,  that  a levy  of  Eighty-four  and  five  tenths 
cents  ($.845)  upon  each  One  Hundred  Dollars  of  the  assessed  valuation 
of  all  property  within  the  corporate  limits  of  said  City  be  and  the 
same  is  hereby  made  for  the  year  1935,  same  to  be  divided  as  follows: 


General  Fund  $ .645 

Sinking  Fund  .085 

Police  Pension  Fund  .01 

Firemen's  Pension  Fund  .01 

River  Impr.  & Flood  Prev.  .001 

City  Plan  & Zoning  .002 

Art  School  .002 

Judgments  -Civil  City  .008 

Aviation  Commission  .01 

Park  General  .05 

Park  Playgrounds  .008 

Park  Tree  Preservation  .005 

Park  Judgments  ' Assessments  .009 

TOTAL  $ .845 


Section  2 That  there  shall  be  collected  from  each  male  inhabit- 
ant liable  according  to  law,  a poll  tax  of  Two  Dollars  ($2.00)  during  the 
said  year  1935. 

Section  3.  That  all  taxes  shall  be  collected  in  semi-annual  in- 
stallments. 

Section  4.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

LOUIS  SCHMOE. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  pass- 
ed by  the  following  vote:  (Ayes  14  Nays  l) 

THIS  ORDINANCE  HAS  BERN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

YfE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of 

Fort  Wayne , Indiana,  at  a Recessed  meeting,  held  on  the  31st  day  of  August 

1934,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 

hereunto  attached,  and  known  as 
GENERAL  0RDI:  ANC3  NO  1812. 

M.  L.  BURNS  , President.  MILDRED  W.  FUHRMAN, Dept . City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  Sept.  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  15th  day  of  September,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1813. 


An  Ordinance  ratifying  and  approving  a certain  contract  by 
and  between  tne  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board 
of  Public  Yorks , and  the  Indiana  Service  Corporation,  for  the  purchase 
of  real  estate  and  the  operation  of  dam  or  dams  in  the  St.  Joseph  River. 

WHEREAS  the  City  of  Fort  Wayne,  Indiana,  on  the  17th  day  of 
August,  1934,  by  and  through  its  Board  of  Public  Works,  entered  into  a 
certain  contract  and  agreement  for  the  purchase  of  real  eajjate  and  the 
operation  of  dam  or  dams  in  the  St.  Joseph  River,  with  the  Indiana  Ser- 
vice Corporation,  which  contract  is  in  the  following  words  and  figures, 
to  wit: 

AGREE  MEET. 

THIS  AGREEMENT,  made  and  executed  in  duplicate  this  17th  day 
of  August,  1934,  by  and  between  the  City  of  FORT  WAYNE,  INDIANA,  a 
municipal  corporation,  acting  by  and  through  its  Board  of  Public  Works, 
hereinafter  sometimes  called  the  "City,"  and  INDIANA  SERVICE  CORPORATION, 
an  Indiana  corporation  with  its  principal  place  of  business  in  tiie  City 
of  Fort  Wayne,  Indiana,  hereinafter  sometimes  called  the  "Company," 
WITNESSETH,  THAT: 

HERE AS , the  City,  in  connection  with  the  development  of  a 
river  water  filtration  plant  and  water  supply  development  in  and  along 
the  St.  Joseph  River,  is  desirous  of  acquiring  certain  lands  fronting 
upon  said  river  and  certain  rights  now  ov/ned  by  the  Company  for  the 
construction  of  dams  in  said  river  and  the  overflowing  of  lands  border- 
ing upon  said  river,  which  lands  and  rights  the  Company  is  willing  to 
grant  to  the  City  for  the  consideration  and  upon  the  conditions  here- 
inafter expressed, 

NOW,  THEREFORE,  for  and  in  consideration  of  the  mutual  and 
several  covenants  of  the  parties  hereto,  it  is  agreed  by  and  between 
the  parties  as  follows: 

1.  lhe  Company  agrees  to  sell  and  convey  to  the  City  by 
warranty  deed,  free  of  liens  and  encumbrances  (excepting  taxes  for  the 
year  1934,  which  shall  be  assumed  and  paid  by  the  City)  the  following 
desciibed  tracts  of  real  estate,  "A"  to  "F",  both  inclusive,  located  in 
Allen  County,  Indiana,  expressly  excepting  from  such  conveyance  and 
reserving  to  the  Company,  its  grantees,  lessees,  successors,  and  assigns, 
each  of  the  easements  hereinafter  specifically  described  in  Section  2 to 
C,  both  inclusive,  of  this  agreement. 

Tract  A"  being  a marginal  strip  of  land  along  the  west  bank 
of  the  St.  Joseph  River  in  Robinson  Park. 

Beginning  at  the  northeast  corner  of  Bequettes  Land  as  located 
in  the  first  division  of  the  Richardville  Reservation  in  Township  31  North, 


Range  13  East;  thence  west  along  said  north  line  of  said  Bequettes  Land 
to  a point  one  hundred  fourteen  and  nine  tenths  (114.9)  feet  east  of  the 
west  right-of-way  line  of  tne  Indiana  Service  Corporation;  thence  by  de- 
flection angle  to  the  right  one  hundred  fifteen  (115)  degrees  and  forty- 
seven  (47)  minutes  a distance  of  five  hundred  eighty-seven  and  nineteen 
hundredths  (587.19)  feet;  thence  by  deflection  angle  to  the  right  twenty 
eight  (28)  degrees,  ten  (10)  minutes  and  thirty  (30)  seconds  a distance 
of  five  hundred  twenty-four  and  sixty-nine  hundredths  (524.69)  feet; 
thence  by  deflection  angle  to  the  right  of  eighty-nine  (89)  degrees, 
twenty  (20)  minutes  and  thirty  (30)  seconds  a distance  of  four  hundred 
sixty  (460)  feet;  thence  by  deflection  angle  to  tne  left  thirty-nine 
(39)  degrees,  fifteen  (15)  minutes  a distance  of  four  hundred  fifty- 
five  (455)  feet;  thence  by  deflection  angle  to  tne  rig!  t of  eighty- 
nine  (89)  degrees,  twenty  (20)  minutes  and  thirty  (30)  seconds  a dis- 
tance of  two  hundred  seventy-eight  (278)  feet;  thence  by  deflection 
angle  to  tne  left  of  sixty-nine  (69)  degrees,  fifty-two  (52)  minutes 
forty-two  (42)  seconds  a distance  of  three  hundred  ninety-five  and 
twenty-four  hundredths  (395.24)  feet;  thence  by  deflection  angle  to 
the  left  of  twenty-four  (24)  degrees,  thirty-seven  (37)  minutes  and 
eighteen  (18)  seconds  a distance  of  two  hundred  fifty-six  and  sixty- 
five  hundredt  s (256.65)  feet;  thence  by  deflection  angle  to  the 
left  twenty-seven  (27)  degrees,  thirty-seven  (37)  minutes  and  twenty- 
five  (25)  seconds  a distance  of  two  hundred  twenty-three  and  seventy- 
eight  hundredths  (223.78)  feet;  thence  by  deflection  angle  to  the  left 
twenty-four  (24)  degrees,  four  (4)  minutes  and  fifty-five  (55)  seconds 
a distance  of  three  hundred  fifty-one  and  fifteen  hundredths  (351.15) 
feet;  thence  by  deflection  angle  to  the  left  forty-six  (46)  degrees, 
fifty-one  (51)  minutes  and  forty-two  (42)  seconds  a distance  of  two 
hundred  thirty-two  and  twelve  hundredths  ( 232. 12 )_ f eet ; thence  by  deflec 
tion  angle  to  the  left  thirty-three  (33)  degrees,  eighteen  (18)  minutes 
and  tv/enty-eight  (28)  seconds  a distance  of  one  hundred  seventy- three 
and  forty-five  hundredths  (173,450  feet;  thence  by  deflection  angle  to 
the  left  foutteen  (14)  degrees  and  forty-four  (44)  minutes  a' distance 
of  three  hundred  thirty-nine  and  four  tenths  (339.4)  feet;  thence  by 
deflection  ang  e to  the  left  fifty-five  (55)  degrees  and  eleven  (ll) 
minutes  a distance  of  three  hundred  eig  ty-five  and  nine  tenths  (385.9) 
feet;  thence  by  deflection  angle  to  the  right  fifty-two  (52)  degrees 
a distance  of  six  hundred  nineteen  and  five  hundredths  (619.05)  feet; 
thence  by  deflection  angle  to  the  right  ten  (10)  degrees,  ten  (10) 
minutes  and  thirty  (30)  seconds  a distance  of  three  hundred  thirty- 
seven  and  eighty-six  hundredths  (337.86)  feet;  thence  by  deflection 
angle  to  the  right  six  (6)  degrees,  eleven  (ll)  minutes  and  fifty 
(50)  seconds  a distance  of  one  .thousand  and  thirty-one  and  thirty-n?  tll; 


hundredths  (1031.39)  feet;  thence  by  deflection  angle  to  the  rignt 
seven  (7)  degrees,  thirty-nine  (39)  minutes  and  forty  ( 40 ) seconds  a 
distance  of  four  hundred  ninety-three  and  three  tenths  (493.3)  feet  to 
a point  which  is  twenty  (20)  feet  east  of  the  center  line  of  the  High 
Tension  Tower  Line  as  now  established;  thence  by  deflection  angle  to  the 
right  twenty-six  (26)  degrees  and  twenty-four  (24)  minutes  a distance 
of  two  hundred  seventy  and  eighty-one  hundredths  (270.81)  feet  parallel 
to  said  tower  line;  thence  by  deflection  angle  to  the  left  eighty  (80) 
degrees  a distance  of  four  hundred  fourteen  and  forty-three  hundredths 
(414.43)  feet;  thence  by  deflection  angle  to  the  rignt  ninety-one  (91) 
degrees  and  nine  (9)  minutes  a distance  of  four  hundred  two  and  fifty- 
three  hundredths  (402.53)  feet;  thence  by  deflection  angle  to  the  right 
sixty-five  (65)  degrees  and  thirty-seven  (37)  minutes  a distance  of 
three  hundred  ninety-four  and  twenty-nine  hundredths  (394.29)  feet 
to  a point  which  is  twenty  (20)  feet  east  of  the  center  line  of  the 
said  High  Tension  Tower  Line;  thence  by  deflection  angle  to  the  left 
forty-five  (45)  degrees,  thirty-seven  (37)  minutes  and  thirty  (30) 
seconds  a distance  of  three  hundred  fifty-one  and  fourteen  hundredths 
(351.14)  feet  parallel  to  said  tower  line;  thence  by  deflection  angle 
to  the  left  seventy-six  (76)  degrees  a distance  of  six  hundred  forty- 
three  amd  fifty-eight  hundredths  (643.58)  feet;  thence  by  deflection 
angle  to  the  right  thirty-six  (36)  degrees  a distance  of  two  hundred 
sixty  (260)  feet;  thence  by  deflection  angle  to  the  right  seventy  (76) 
degrees,  fifty-one  (5l)  minutes  and  thirty  (30)  seconds  a distance  of 
two  hundred  fifty  and  eight  tenths  (250.8)  feet;  thence  by  deflection 
angle  to  the  right  thirty-six  (36)  degrees,  five  ,(5)  minutes  and  thirty 
(30)  seconds  a distance  of  two  hundred  thirty-six  and  twenty- seven 
hundredths  (236.27)  feet;  thence  by  deflection  angle  to  the  right 
twenty-six  (26)  degrees  and  thirty-three  (33)  minutes  a distance  of 
five  hundred  ninety-seven  and  seventy-four  hundredths  (597.74) 
feet  to  a point  which  is  eighty  (80)  feet  northwesterly  of  the  center 
line  of  said  tower  line;  thence  by  deflection  angle  to  the  left  one 
hundred  nine  (109)  degrees,  eleven  (11)  minutes  and  fifty-three  (53) 
seconds  a distance  of  four  hundred  forty- tv/ o and  thirty-two  hundredths 
(442.32)  feet;  thence  by  deflection  angle  to  the  right  seventy- three 
(73)  degrees,  thirty-seven  (37)  minutes  and  fifty-three  (53)  seconds  a 
distance  of  four  hundred  eighty-two  and  tweny-eight  hundredths 
(482.28)  feet;  to  a point  which  is  twent^(20)  feet  west  of  the  center 
line  of  the  west  Tower  Line  as  now  established;  thence  by  deflection 
angle  to  the  right  eighty-seven  .(87)  degrees  and  twenty  (20)  minutes 
a distance  of  four  hundred  fifty-one.  and  fifty-one  hundredths  (451.51) 
feet  parallel  to  said  tower  line;  thence  by  deflection  angle  to  the 


left  eighty-eigut  (88 ) degrees,  tv/enty-one  (21)  minutes  and  thirty 
( 3C ) seconds  a distance  of  four  hundred  eighty-four  and  sixty-one 
hundredths  (484.61)  feet  to  a point  in  the  east  line  of  the  Indiana 
Service  Corporation  property;  thence  bye  deflection  angle  to  the  right 
thirty-eight  (38)  degrees  and  thirty-two  (32)  minutes  a distance  of 
seven  (700)  hundred  feet  along  the  east  line  of  the  Indiana  Service 
corporation  property;  thence  by  deflection  angle  to  the  right  ninety 
(90)  degrees,  one  (l)  minute  and  thirty  (30)  seconds  a distance  of 
four  hundred  (400)  feet  along  said  east  line  to  a stone  corner;  thence 
on  said  line  produced  to  the  thread  of  the  St.  Joseph  River;  thence  along 
the  meanderings  of  said  thread  of  the  St.  Joseph  River  in  a southwesterly 
direction  to  the  place  of  beginning,  containing  seventy-five  (75)  acres, 
more  or  less. 

Tract  UB"  being  a marginal  strip  of  ground  between  the  Feeder 
Canal  and  the  St.  Joseph  River  in  St.  Joseph  Township. 

Commencing  at  a point  in  the  north  line  of  the  Clarence 
Eleke  et  al.  property  sixteen  (16)  feet  east  of  the  center  line  of 
the  east  track  of  the  former  Robison  Park  car  line  of  the  Fort 
Wayr.e  and  northern  Indiana  Traction  Company;  thence  northeast 
parallel  to  and  sixteen  (16)  feet  east  of  said  east  track  to  the 
north  line  of  Bequettes  Land  as  located  in  the  first  division  of 
Richardville  Reserve  in  Township  31  Forth,  Range  13  East;  thence 
easterly  along  said  north  line  to  the  thread  of  the  St.  Joseph 
River;  thence  southwesterly  following  the  thread  of  the  St.  Joseph 
River  to  the  north  line  of  the  Clarence  Bleke  et  al.  property; 
thence  westerly  along  said  north  line  to  the  place  of  beginning, 
excepting  therefrom  thv  following  described  two  parcels  of  land, 
to  wit: 

(l)  Beginning  at  a point  twelve  (12)  feet  east  of  and 
at  right  angles  from  the  center  line  of  the  east  track  of  the  Fort 
■>ayne  and  northern  Indiana  Traction  Company's  Robison  Park  car  line 
eighty  hundred  forty- tv/o  (842)  feet  southwardly  measured  along  the 
center  line  of  said  east  track  from  its  intersection  with  the 
north  line,  of  Section  19,  Township  31  Forth,  Range  13  East;  thence 
south  forty-eight  (48)  feet  to  the  right  bank  of  the  St.  Joseph 
River;  thence  eastwardly  and  northwardly  on  the  right  bank  of  said 
river  with  the  meanderings  thereof  two  thousand  four  hundred  ninety 
(2490)  feet  to  the  north  line  produced  of  a piece  of  land  owned  by 
L.  Rosselot;  thence  west  along  said,  north  line  produced  forty  (40) 
feet  to  a point  twelve  (12)  feet  east  and  at  right  angles  from  the 
center  line  of  said  east  track;  thence  southwardly  parallel  to  and 
twelve  (12)  feet  east  of  the  center  line  of  said  east  track  two 


thousand  thirty-two  (2032)  feet  to  the  place  of  beginning,  said 
excepted  tract  containing  12.71  acres,  more  or  less. 

(2)  Beginning  at  the  north  side  of  the  first  culvert 
north  of  the  Paper  Mill  bridge  under  the  Feeder  Canal  and  the 
Robison  Park  Car  line  and  five  (5}  feet  east  of  the  east  rail  of 
said  car  line;  thence  north  parallel  to  the  east  rail  of  said  car 
line  six  hundred  sixty  (660)  feet  to  a point  where  the  north  line 
produced  to  the  grounds  of  the  Corner  Rod  and  Gun  Club  Park  Associa- 
tion on  the  east  side  of  the  St.  Joseph  River  would  intersect;  thenc 
east  along  said  north  line  produced  to  the  west  bank  of  the  St. 
Joseph  River;  thence  southerly  along  the  west  bank  of  said  river 
to  a point  east  of  the  north  line  of  said  culvert;  thence  west  to 
the  place  of  beginning,  said  excepted  tract  containing  2 acres 
more  or  less,  leaving  in  the  entire  Tract  "B"  after  said  exceptions 
have  been  deducted  approximately  15  acres  of  land,  more  or  less. 

Also  TEact  "C"  being  the  Dam  Site  on  the  east  side  of 
the  St.  Joseph  River  at  Paper  Mill  Bridge,  more  particularly 
described  as  follows,  to  wit: 

Commencing  at  the  southwest  corner  of  the  DeRome  Reserva- 
tion in  Township  31  North,  Range  13  East;  thence  running  east  on  the 
south  line  of  said  reservation  two  hundred  (200)  feet;  thence  nor- 
therly and  parallel  with  the  east  bank  of  the  St.  Joseph  River  about 
four  hundred  sixty-two  (462)  feet;  thence  west  to  the  thread  of  the 
St.  Joseph  River;  thence  south  a ong  the  thread  of  the  St.  Joseph 
River  to  the  place  of  beginning,  containing  2 acres,  more  or  less. 

Tract  "D"  being  the  Dam  Site  and  guard  Bank  on  the  left 
bank  of  the  St.  Joseph  River  on  Martin  farm,  more  particularly  des- 
cribed as  follows,  to  wit: 

Commencing  at  the  southeast  corner  of  the  north  abutment 
of  the  Feeder  Dam  at  low  water  mark;  thence  easterly  parallel  with 
said  abutment  two  hundred  (200)  feet;  thence  northwardly  parallel 
with  the  Feeder  Dam  two  hundred  (200)  feet;  thence  westerly  at 
right  angles  to  said  Dam  to  the  thread  of  the  St.  Joseph  River; 
thence  with  the  meanderings  of  the  thread  of  said  river  to  the 
place  of  beginning. 

Also,  commencing  on  the  center  line  of  the  guard  bank 
where  the  north  line  of  the  last  described  tract  crosses  the  same; 
thence  west  on  said  north  line  one  hundred  ( 100 ) feet;  thence  in  a 
northerly  direction  parallel  with  the  center  of  said  guard  bank  to 
the  north  end  thereof;  thence  eastwardly  one  hundred  (100)  feet; 
thence  south  to  the  place  of  beginning/  Aiso  a strip  of  land  on 
the  e%st  side  of  said  guard  bank  and  parallel  with  said  center  line 
and  of  the  width  of  thirty  (30)  feet  from  said  center  line  extending 


the  whole  length  of  ssid  guard  bank,  except  however  tne  right  to 
keep,  maintain  and  use  a private  road  across  said  guard  bank  where 
same  now  exists,  said  tract  "DM  containing  7 acres,  more  or  less. 

Tract  "E"  being  a roadway  from  land  conveyed  in  Tract 
“A"  hereof  to  tne  east  line  of  Section  7,  Township  31  North,  Range 
13  ^ast,  more  particularly  described  as  follows,  to  witi 

Beginning  at  the  point  in  the  east  line  of  Section  7, 
Township  31  North,  Range  13  East,  nine  hundred  thirty-three  and 
four  tenths  (933.4)  feet  north  of  the- north  line  of  Richardville 
Reservation;  thence  north  along  tne  east  line  of  said  Section  7 a 
distance  of  fifty  and  three  tenths  (50.3)  feet;  thence  by  deflection 
angle  to  tne  right  ninety-six  (96)  degrees,  thirteen  (13)  minutes 
and  thirty  (30)  seconds  a distance  of  eleven  hundred  twenty-three 
and  seven  tenths  (1123.7)  feet;  thence  by  deflection  angle  to  tne 
right  forty-nine  (49)  degrees,  forty-eight  (48)  minutes  and  fifty 
(50)  seconds  a distance  of  sixty-five  and  forty-five  hundredths 
(65.45)  feet;  thence  by  deflection  angle  to  the  right  ane  hundred 
thirty  (130)  degrees,  eleven  (11)  minutes  and  ten  (10)  seconds  a 
distance  of  eleven  hundred  sixty-one  and  forty-nine  hundredths 
(1161.49)  feet  to  the  place  of  beginning. 

Tract  *F'‘  being  the  roadway  extending  from  said  east 
line  of  Section  7 to  the  Leo  Road,  more  particularly  described  as 
follows,  to  wit: 

A strip  of  land  through  the  southeast  quarter  of  Section 
7,  Township  31  North,  Range  13  East  on  the  line  dividing  the  lands 
of  the  auman  and  Bartels  farms,  described  as  follow:  Beginning  at 
a point  in  the  east  line  of  Section  7,  Township  31  North,  Range  13 
East  which  is  nine  hundred  fifty-seven  (957)  feet  north  of  the  north 
line  of  Richardville  Reservation;  thence  north  fifty-five  (55)  degrees 
west,  fourteen  hundred  sixty  and  fifty-eight  hundredths  (1460.58)  feet 
to  the  center  of  the  Leo  Road;  thence  north  twenty-two  (22)  degrees 
fifteen  (15)  minutes  east,  along  the  center  line  of  said  leo  Road 
twenty-eight  (28)  feet;  thence  south  fifty-five  (55)  degrees  east, 
to  the  east' line  of  Section  7,  Township  31  North,  Range  13  East; 
thence  south  along  said  east  line  of  said  Section  7 to  the  place  of 
beginning.  Tracts  "E"  and  "F"  contain  3.25  acres,  more  or  less. 

Tracts  "A"  to  '*F " , both  inclusive,  hereinbefore  described  contain 
102.25  acres,  more  or  less. 

2.  The  Company  expressly  reserves  to  itself,  its  successors, 
assigns,  grantees  and  lessees,  an  easement  for  use  as  a roadway 
furnishing  to  the  Company,  its  grantees,  lessees,  successors  and 
assigns,  ingress  and  egress  to  and  from  other  lands  owned  by  the 


Company  constituting  a part  of  what  is  generally  Known  as  the 
"Robison  i-’ark  Farm"  in  Allen  County,  Indiana,  extending  over,  along 
and  across  that  part  of  tne  above  described  Tract  "A"  formerly  occu- 
pied by  the  double  track  car  line  operating  to  Robison  Park  in  said 
Allen  County,  Indiana,  situated  just  west  of  the  terminus  of  said 
car  line,  which  easement  is  more  particularlu  described  as  follows: 

Commencing  at  the  east  one-quarter  (i)  post  of  Section 
Seven  (7),  Township  31  North,  Range  13  East  and  continuing  in  a due 
easterly  direction  therefrom  five  hundred  seventy  (570)  feet  to  the 
intersection  with  the  grade  of  the  former  car  line,  the  same  being 
the  point  of  beginning;  thence  three  hundred  fifty  (350)  feet  in  a 
northwesterly  direction;  thence  at  right  angles  sixty  (60)  feet; 
thence  northeastwardly  and  parallel  with  the  aforementioned  line  three 
hundred  fifty  (350)  feet;  hence  at  right  angles  sixty  (60)  feet  to 
the  point  of  beginning. 

3.  The  Company  expressly  reserves  to  itself,  its 
grantees,  lessees,  successors  and  assigns,  from  Tract  "A"  herein 
before  described,  the  portion  of  the  barn  situated  upon  said  tract 
at  a point  approximately  one  hundred  seventy  (170)  feet  southeast- 

wardly  from  the  intersection  of  the  roadway  hereinafter  described 
with  the  northerly  boundary  of  Tract  "A"  with  the  right  to  itself, 
its  lessees,  successors,  assigns  and  grantees  to  use  the  same  for 
farm  purposes  and  the  right  of  ingress  and  egress  to  and  from  said 
barn,  over,  on  and  across  the  adjacent  lands  hereby  conveyed  and  the 
further  right  to  maintain  that  portion  of  said  barn  situated  upon 
the  real  estate  hereby  conveyed  and  also  the  right  to  remove  the  same 
therefrom. 

4.  The  Company  expressly  reserves  to  itself,  its  grantees, 
lessees,  successors  and  assigns,  easements  along,  over  and  across 
each  of  the  following  strips  of  land  included  in  Tracts  "A",  "h", 

,lE",  and  "F"  which  it  has  hereinbefore  agreed  to  convey  to  the  City, 
said  easements  being  for  the  construction,  reconstruction,  operation, 
and  maintenance  of  its  electrical  transmission  lines,  together  with 
the  right  to  the  Company,  its  grantees,  lessees,  successors,  and 
assigns,  to  operate,  maintain,  renew,  replace,  or  repair  such  trans- 
mission lines  and  all  of  the  appurtenances  thereto,  and  with  the 
further  right  to  construct  additional  lines  if  deemed  necessary  by 
the  Company,  its  successors,  assigns,  lessees,  or  grantees,  on,  along, 
over,  above,  and  across  either  of  said  strips  hereinafter  described, 
and  with  the  additional  right  of  ingress  and  egress  over  adjoining 
lands  owned  or  to  be  owned  by  the  City  for  the  purpose  of  constructing, 


maintaining,  operating,  renewing,  replacing,  or  repairing  such  trans- 
mission lines  and  other  appurtenances • 

Strip  No.  1,  described  as  follows,  to  wit: 

A part  of  the  Bourie  Reserve  on  the  right  bank  of  the  St. 
Joseph  River  in  Township  31  North,  Range  13  East,  in  Allen  County, 
Indiana,  being  a strip  of  land  one  hundred  (100)  feet  wide  of  even 
width,  seventy  (70)  feet  on  the  easterly  side  and  thirty  (30)  feet 
on  the  westerly  side  of  the  following  described  center  line,  to  wit: 

Commencing  at  a point  on  the  west  line  of  the  Bourie 
Reserve  on  said  Township  and  Range  six  hundred  thirty-six  (636) 
feet  south  of  the  north  line  of  Section  8;  thence  south  seventy 
(70)  degrees  east  on  a line  which  divides  the  land  of  Arthur  H. 

Kramer  and  said  Indiana  Service  Corporation  seven  hundred  sixty- 
three  and  four  thenths  (765.4)  feet  to  the  place  of  beginning; 
thence  in  a southerly  direction  on  a deflection  angle  to  the  rignt 
of  sixty-five  (65)  degrees  twelve  hundred  sixty-five  (1265)  feet 
to  the  center  thread  of  tne  St.  Joseph  River. 

Strip  No.  2,  described  as  follows,  to  wit: 

A part  of  the  Bourie  Reserve  on  the  right  bank  of  the 
St.  Joseph  River  in  Township  31  North,  Range  13  East  and  part  of 
Section  8 in  said  Township  and  Range  in  Allen  County,  Indiana,  beting 
a strip  of  land  one  hundred  (100)  feet  wide  of  even  width,  thirty 
(30)  feet  on  tne  easterly  side  and  seventy  (70)  feet  on  the  westerly 
side  of  the  following  described  center  line,  to  wit: 

Beginning  at  a point  in  the  line  which  bears  south  seventy 
(70)  degrees  east  , (said  line  being  the  line  which  divides  the  lands 
of  Arthur  H.  Kramer  and  said  Indiana  Service  Corporation)  measured 
sixty  (60)  feet  west  from  and  at  right  angles  to  the  af oredescribed 
center  line;  thence  southerly  on  a line  which  is  sixty  (60)  feet 
west  from  and  parallel  with  the  af’oredescribed  center  line  'a  distance 
of  five  hundred  seven  (507)  feet;  thence  on  a deflection  angle  to 
the  right  of  fifty  (50)  degrees  two  hundred  seventy-one  and  five 
tenths  (271.5)  feet;  thence  on  a deflection  angle  to  the  right  of 
fifteen  (15)  degrees  and  forty  (40)  minutes  nine  hundred  eighty- three 
and  five  tenths  (983.5)  feet;  thence  on  a deflection  angle  to  the 
left  of  thirty-one  (31)  degrees  six  hundred  fifty-seven  (657)  feet; 
thence  on  a deflection  angle  to  the  left  of  thirty-one  (31)  degrees 
approximately  twenty-six  hundred  thirty-five  (2635)  feet  to  the 
south  line  of  the  said  Robison  Bark  Property. 

Strip  No.  3,  described  as  follows,  to  wit: 

That  portion  of  the  following  described  strip  of  land 
which  crosses  and  is  embraced  in  the  Guard  Bank  on  the  south,  or 


left  bank  of  the  St.  Joseph  River,  in  Township  31. North,  Range  13 
East,  Alien  County,  Indiana,  being  part  of  the  Richardville  Reserve, 
and  being  more  particularly  described  as  follows: 

A strip  of  land  sixty  (60)  feet  wide,  thirty  (30)  feet  on 
each  side  of  the  following  described  center  line,  to  wit:  Beginning 
at  the  intersection  of  the  center  line  of  the  guard  bank  of  the 
Indiana  Service  Corporation  as  located  on  lands  now  owned  by  the 
heirs  of  Henry  J.  and  Matilda  Martin  and  the  center  line  of  the 
33,000  Volt  Transmission  Line  as  now  located  upon  said  property; 
thence  northerly  on  the  center  line  of  the  Transmission  Line  as  now 
located  eight  hundred  thirty-four  (834)  feet;  thence  on  an  angle  to 
the  left  of  thirteen  (13)  degrees  and  twenty-two  (22)  minutes  three 
hundred  (300)  feet  to  the  center  thread  of  the  St.  Joseph  River. 

5.  It  is  agreed  by  the  parties  that  whatever  rights  the  City 
may  now  have  or  acquire  in  and  to  the  real  estate  on  the  left  bank 
of  the  St.  Joseph  River  described  as  follows, to  wit: 

A part  of  the  Richardville  Reserve  South  of  the  St.  Joseph 
River  in  Township  31  North,  Range  13  East,  in  the  County  of  Allen, 

State  of  Indiana,  being  a strip  of  land  sixty  (60)  feet  wide  secured 
through  condemnation  proceedings  by  order  of  the  Allen  County  Circuit 
Court  in  Indiana  Service  Corporation  vs.  Henry  J.  and  Matilda  Martin 
as  filed  in  Circuit  Court  Order  No.  19242  and  dated  July  20,  1928, 
and  more  particularly  described  as  follows,  to  wit: 

Being  a strip  of  land  sixty  (6)0  feet  wide,  thirty  (30) 
feet  on  each  side  of  the  following  described  center  line,  to  wit:’ 
Beginning  at  the  intersection  of  the  center  line  of  the  guard  bank 
of  the  Indiana  Service  Corporation  as  located  on  said  Martins  Lands 
and  the  center  line  of  the  33,000  Volt,  Transmission  Line  as  now 
located  upon  said  property;  thence  northerly  on  the  center  line  of 
the  Transmission  Line  as  now  located  eight  hundred  thirty-four 
(834)  feet;  thence  on  an  angle  to  the  left  of  thirteen  (13)  degrees 
and  twenty-two  (22)  minutes  three  hundred  (300)  feet  to  the  center 
thread  of  the  St.  Joseph  River, 

shall  be  taken,  held  and  used  by  the  City  subject  to  an  easement  to 
the  Company,  its  successors,  assigns,  grantees  and  or  lessees,  over, 
along,  above  and  across  said  real  estate  for  the  maintenance,  use, 
operation,  replacement  and  or  repair  of  the  Company’s  existing 
transmission  lines,  with  the  right  of  ingress  and  egress  to  such 
land  forthe  purpose  of  such  easement,  which  easement  the  City 
hereby  recognizes  and  grants  to  the  Company,  and  provided  that  if 
any  of  the  steel  towers  now  constituting  a part  of  such  transmission 


lines  shall  be  located  on  land  which  will  or  may  be  overflowed,  the 
oity  will  fill  sufficient  dirt  around  any  such  tower  so  as  to  keep 
the  base  of  such  tower  at  all  times  out  of  water. 

6.  The  Company  agrees  to  grant  and  convey  to  the  City  by 
deed  without  warranty  all  of  the  rights,  powers,  franchises,  privileges, 
easements,  and  contracts  formerly  owned  by  Wayne  Water  Power  Company 
and  no w owned  by  the  Company  to  the  use  and  flow  of  the  water  of  the 
St.  Joseph  River  over  all  lands  which  the  said  Wayne  Water  Power  Com- 
pany acquired  the  right  to  overflow,  and  in  the  body  of  said  river 

in  connection  with  and  in  order  to  maintain  two  (2)  dams  across  said 
river  located  at  the  sites  formerly  known  as  the  "Feeder  Dam'*  and 
the  Taper  Mill  Dam",  the  first  of  said  dams  being  located  at  a point 
in  said  river  where  the  southerly  line  of  the  Richardville  Reserve  on 
the  left  bank  of  the  St.  Joseph  River  intersects  the  same,  and  the 
second  at  a point  in  said  river  approximately  four  hundred  fifty 
(450)  feet  nortn  along  the  center  thread  of  said  river  measured 
northerly  fr^m  the  south  line  of  the  intersection  of  the  DeRorae  Reserve 
on  the  left  bank  rf  said  river, -and  to  flow  water  back  by  said  dams  in 
the  bed  of  said  river  as  the  same  has  heretofore  been  done,  and  also 
all  water  rights,  privileges,  and  easements  of  every  kind  and  description, 
convenient  or  necessary  for  the  ownership,  maintenance,  or  operation  of 
said  dams  formerly  owned  by  said  Wayne  Water  Power  Company,  together  with 
all  and  singular  the  tenements,  hereditaments  and  appurtenances  thereunto 
belonging  or  in  any  wise. 

appertaining  thereto,  and  also  that  portion  of  the  guard  bank  which 
runs  in  a southeasterly  direction  from  the  north  end  of  the  guard 
bank  described  in  Tract  "D"  hereof  a distance  of  approximately  one 
thousand  five  hundred  (1,500)  feet  to  said  St.  Joseph  River,  not 
including,  however,  the  property  commonly  known  as  the  "Feeder  Canal 
Property"  which  runs  from  the  "Feeder  Dam"  site  described  to  the  City 
of  Fort  ^ayne,  except,  however,  so  much  of  said  Feeder  Canal  Property 
as  may  be  located  within  the  land  agreed  to  be  conveyed  by  the  Company 
pursuant  to  paragraph  one  hereof.  Nothing  by  this  paragraph  agreed 
to  be  granted  to  the  City  or  any  other  agree  ment  ofthe  Company  con- 
tained in  this  contract  shall  interfere  with  the  rights  of  the  Company, 
its  sucessors,  assigns,  grantees  and  or  lessees  to  use  water  from 
the  St.  Joseph  River  in  connection  with  the  operation  of  the  Company’s 
power  plant  on  said  river  in  the  City  of  Fort  Wayne. 

7.  Upon  the  delivery  of  the  deeds  or  instruments  of  con- 
veyance to  be  executed  to  the  City  pursuant  to  the  provisions  of 
paragraphs  one  and  six  hereof,  the  City  agrees  to  pay  to  the  Company 


the  sum  of  Five  Thousand  Two  Hundred  Fourteen  and  75/100  Dollars 
$5,214.75 ) . 

The  City  agrees  so  to  operate  its  said  water  works  system 
in  the  usual  and  ordinary  manner  for  the  operation  of  like  systems 
as  to  impound  as  much  water  as  practicable  in  the  pools  or  reservoirs 
created  by  its  dams  in  the  St.  Joseph  River  during  periods  of  normal 
or  maximum  rainfall. 

6.  The  provisions  of  this  contract  shall  inure  to  the 
benefit  of  and  be  binding  upon  the  successors,  assigns,  grantees, 
and  or  lessees  of  the  Company. 

7.  It  is  understood  and  agreed  that  before  the  Company 
can  execute  a deed  or  deeds  to  the  property  hereinbefore  described 
it  must  obtain  releases  of  its  First  and  Refunding  Mortgage  and  its 
First  Lien  and  Refunding  Mortgage,  which  are  now  liens  against  the 
real  estate  hereinbefore  described,  which  releases  the  Company  agrees 
to  use  its  best  efforts  to  obtain  for  the  consideration  agreed  by 

the  City  to  be  paid,  but  if  the  Company  is  unable  so  to  obtain  such 


releases  then  this  contract  shall  be  null  and  void. 

8.  This  contract  shall  be  in  full  force  and  effect  after 
its  approval  by  ordinance  duly  passed  by  the  Common  Council  of  the 
City  of  Fort  Wayne. 


IN  WITNESS  WHEREOF,  the  City  of  Fort  Wayne  has  caused  its 
name  to  be  hereunto  subscribed  by  its  Board  of  Public  Works,  and  the 
Company  has  caused  its  corporate  name  to  be  hereunto  subscribed  by 
one  of  its  Vice  Presidents,  and  its  corporate  seal  hereunto  affixed 
and  attested  by  its  Secretary,  the  day  and  year  first  above  written. 


CITY  OF  FORT  WAYNE 
BY  WM.  J.  HOSEY'  (Signed)  Mayor 
JOHN  C.  TRIER ( Signed ) Chairman . 

Approved  as  to  form 

and  execution:  DAVID  ERWIN-HARVEY  E.  CRANE  (Signed) 

Its  Board  of  Public  Works. 

WMFRUE CHTENI CHT (Signed) 

City  Attorney. 

INDIANA  SERVICE  CORPORATION 
BY  S.E.MULHOLLAND  (Signed)  Vice  ^resident. 

ATTEST : 

B.  P.  SHEARON( Signed) 

Secretary. 


NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council  of  the  City 


of  Fort  Wayne,  Indiana: 

Section  1 That  the ■ forego ing  contract  made  and  executed  by  and 
between  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
Works,  and  The  Indiana  Service  Corporation,  for  the  purchase  of  real  estate 


and  the  operation  of  a darn  or  dams  in  tue  St.  Joseph  River,  which-contract 
is  more  specifically  set  forth  in  the  preamble  hereto,  be  and  the  same 
is  hereby  in  all  things  ratified  and  approved,  and  the  Board  of  Public 
^orks  of  the  City  of  Port  ^ayne  is  hereby  authorized  to  purchase  said 
real  estate. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
v/as  no.v  passed  by  the  following  vote;  (Ayes  16  Rays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  NORM  AS  RE- 
QUIRED BY  LAW.  , 

¥E  HEREBY  CERTIEY,  That  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  11th  day  of  September , 1934 , 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1813 

M.L.  BURNS,  President.  FRANK  A.  WYSS, Acting  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  18th  day  of  September,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  26tn  day  of  September,  1934. 


Will.  J..  HOSEY,  Mayor. 


GENERAL  ORDINANCE  NO.  1814. 


An  Ordinance  fixing  the  compensation  for  certain  City 
Officials  and  employes. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana? 

Sectionl.  That  in  accordance  with  Chapter  23  of  an  Act  of  the 
General  Assembly  of  the  State  of  Indiana  of  the  year  1927,  the  compensa- 
tion of  certain  City  Officials  and  Employes  is  hereby  fixed  and  establish- 
ed as  set  out  in  this  section  from  and  after  January  1,  1935: 

The  Mayor  at  the  rate  of  Pifty-two  .Hundred  ($5200. 00)  Dollars  per 


year; 


per  year; 


per  year; 


The  Controller  at  the'rate  of  Thirty-rSix  Hundred( $3600 .00 ) Dollars 


A Deputy  Controller  at  the  rate  of  Eighteen  Hundred($1800 .00)Dollars 


The  City  Clerk  at  the  rate  of  Three  Thousand ($3, 000 .00 ) Dollars 

per  year; 

A Deputy  City  Clerk  at  the  rate  of  Twelve  Hundred  ( $1200 ,00 )Dollars 

per  year; 

The  City  Treasurer  at  the  rate  of  Eighteen  Hundred ($1800 .00)  Dollars 

per  year; 

The  City  Judge  at  the  rate  of  Thirty-Six  Hundred  ($3600.00)  Dollars 
per  year  for  Crimnial  Matters,  and  one  Hundred  ($100.00)  Dollars  for  Civil 
matters'.  The  Members  of  the  Board  of  Public  Works  at  the  rate  of  Twenty- 
Pour  Hundred ( $2400 .00 ) Dollars  each  per  year; 

The  Clerk  of  the  Board  of  Public  Works  at  the  rate  of  Pifteen 
Hundred  ($1500,00)  Dollars  per  year; 

The  Members  of  the  Board  of  Public  Safety  at  tne  rate  of  Six 
Hundred  ($600.00)  Dollars  per  year; 

The  Clerk  of  the  Board  of  Public  Safety  at  the  rate  of  Pifteen 
Hundred ( $1500 .00 ) Dollars  per  year; 

The  Civil  Engineer  at  the  rate  of  Thirty-Six  Hundred  ($3600.00) 
Dollars  per  years; 

The  Members  of  the  Common  Council  at  the  rate  of  Six  Hundred 
($600,00)  Dollars  per  year; 

The  City  Attorney  at  the  rate  of  Thirty-Six  ijundred(  $3600 .00 ) 

Dollars  per  year; 

Section  2.  General  Ordinance  No.  1327,  passed  by  the  Common 
Council  on  December  14,  1926,  is  hereby  repealed. 

Section  3.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


LOUIS  C.  LANGARD. 


ine  Ordinance  was  read  the  third  time  in  full  and  on  motion  whs 
now  passed  by  the  following  vote;  (Ayes  14.  Nays  none] 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

YU  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
dayne,  Indiana,  at  a Recessed  meeting,  held  on  the  28th  day  of  September , 1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1814 

L.  BURNS,  President.  ELVA  A.  PRANGER , City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  3rd  day  of  October,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  6th  day  of  October,  4934. 


WM.  J.  HOSEY,  Mayor. 


GENERAL  ORDINANCE  NO.  1815 


An  Ordinance  authorizing  the  Board  of  Park  Commissioners  of  the 
City  of  Eort  Wayne,  Indiana,  to  grant  and  convey  an  easement  of  right  of 
way  over  certain  real  estate. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of 
Eort  Wayne,  Indiana; 

Section  1.  That  the  Board  of  Park  Commissioners  of  the  City 
of  Eort  Wayne,  Indiana,  be  and  it  is  hereby  authorized  to  grant  and  convey 
to  the  Rt.  Rev.  John  G.  Noll,  Bishop  of  the  Catholic  Diocese  of  Eort 
Wayne,  an  easement  and  right  of  way  in,  to  and  over  the  following  describ- 
ed real  estate,  to  wit: 

Commencing  on  the  east  property  line  of  Swinney  Park  at  a point 
thirteen  and  one  half  (13-5-4  feet  south  of  the  south  line  of  Washington 
Boulevard  produced  west;  thence  south  along  said  east  line  of  Swinney  Park 
a distance  od  one  hundred  six  (106)  feet  thence  at  an  angle  to  the  right 
of  one  hundred  forty  (140)  degrees  a distance  of  ninety-three  ( 9 3 j feet 
more  or  less,  to  theState  Highway  south  right  of  way  line;  thence  morth- 
easterly  following  said  south  right  of  way  line  a distance  of  seventy 
(70)  feet  to  the  place  of  beginning. 

to  have  and  to  hold  as  long  as  the  premises  adjoining  said  real  estate 
on  the  east  is  used  for  residence  purposes. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

L0UI8  SCHMOE 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion 
the  Ordinance  was  read  the  second  time  by  its  title  and  a motion  to  sus- 
pend the  rules  prevailei  by  the  following  vote:  (Ayes  14  Nays  none) 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  (Ayes  14  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  EORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Eort 
Wayne,  Indiana,  at  a Recessed  meeting,  held  an  the  28th  day  of  September  ,1934 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1815. 

M.  J.  BURNS , President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  3rd  day  of  October,  1934. 

ELYA  A.  PRANGER,  City  Clerk. 

Approved  this  6th  day  of  October,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  I 8 16. 


ad  Ordinance  prohibiting  the  sounding  of  any  siren  or  any  other 
sound  producing  device  at  or  within  the  quiet  zone  as  designated  by  appro 
priate  signs  of  any  hospital  or  sanitarium  in  the  City  of  Fort  Wayne, 
Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne, 

Indiana: 

Section  1.  That  it  shall  be  unlawful  for  any  person,  firm  or 
corporation,  or  driver  of  any  vehicle  to  sound  any  siren  or  other  noise 
making  producing  device  within  the  quiet  zone  as  designated  by  appropri- 
ate signs  of  any  hospital  or  sanitarium  in  the  City  of  Fort  Wayne, 
Indiana. 

Section  2.  Any  person,  firm  or  corporation  violating  any  of 
the  provisions  of  this  Ordinance  shall,  upon  conviction  be  fined  in 
a y sum  not  exceeding  One  Hundred  ($100.00)  Dollars. 

AUGUST  1EISENBURGER. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 

was  now  passed  by  the  following  vote;  (Ayes  14  Nays  ) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

>VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  23rd  day  of  October,  19 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1816. 

M.  L.  BURNS,  President.  ELVA.  A.  PRANGER,  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  26th  day  of  Octber  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  1st  day  of  November  1934. 


WM.  J.  HOSEY,  Mayor. 


GENERAL  ORDINANCE  NO  1817. 


I 


An  Ordinance  transferring  certain  sums  of  money  in  different 
departments  of  the  City  of  Port  Wayne,  Indiana. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana: 

Section  1.  That  the  following  sums  of  money  are  hereby  trans- 


ferred as  herein  set  out,  to  wit: 

Prom  Item  215  Police  Payroll  to  Item  205  of  the  Budget, 

Salary  Inspector  Weights  and  Measures y 268.00 

Prom  Item  215  xolice  Payroll  to  Item  208  bf  the  Budget, 

Salary  Weightmaster  and  incidentals 218.00 

From  Item  215  xolice  Oayroll  to  Item  210  of  the  Budget, 

Salary  Karketmaster 312.00 

Prom  Item  215  Police  Payroll  to  Item  211  of  the  Budget, 

Upkeep  and  repairs  Markethouse T 450.00 

Prom  Item  215  Police  Payroll  to  Item  225  of  the  Budget, 

Salary  Traffic  Clerk 168.00 

Prom  Item  215  Police  Payroll  to  Item  222  od  tne  Budget, 

Garage  rent _ 300.00 

Prom  Item  215  Police  Payroll  to  Item  218  of  the  Budget, 

Police  Dept.  Maintenance  of  equipment,  Gas  & Oil 2500.00 


From  Item  303  Prevention  and  suppression  of  disease 

to  Item  301  of  the  Budget,  selary  Officers  of  Bd. 

of  Health 423.00 

Prom  Item  303  Prevention  and  Suppression  of  Disease 

to  Item  305  of  the  Budget , Venereal  Disease  Clinic — 450.00 

From  Item  303  Prevention  and  Suppression  of  Disease 
to  item  308  of  the  Budget,  Examination  School  Child- 
ren  300.00 


Prom  Item  250  Fire  Payroll  to  Item  252  of  the  Budget, 

Fire  Dept.  Maintenance  of  Equip.,  Gas  and  Oil “ 500.00 

Prom  Item  250  Fire  Payroll  to  Item  253  of  tne  Budget, 

Fire  Dept.,  Heat,  Light  and  Power _ 800.00 


Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Ifayor. 

LCUIS  SCHMOE. 

The  Ordinance  was  read  the  third  time  in  full  and-. on  motion  was 
now  passed  by  the  following  vote:  (Ayes  14  Nays  none] 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

W,  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held 'on  the  23rd,  day  of  October,  1934, 

by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 

GENERAL  ORDINANCE  No.  1817. 

'*  L*  BURNS, President.  ELYA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  October,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  1st  day  of  November,  1934. 

WM.  J.  HOSEY,  Mayor. 


GENERAL  ORDINANCE  NO.  1818. 

Am  Ordinance  allowing  the  claim  of  Mrs.  Inez  Beckes  in  the 
sum  of  Or«  Hundred  Twenty-Three  ($123.00)  Dollars  for  injuries  sustain- 
ed by  reason  of  defects  in  parking  strip  between  the  street  and  sidewalk 
on  the  south  side  of  Columbia  Avenue,  and  opposite  the  dwelling  designated 
and  known  as  714  Columbia  Avenue,  Port.  Wayne,  Indiana. 

BP  IT  ORDAINED  by  the •Common  Council  of  the  City  of  Port 
Wayne,  Indiana. 

Section  1.  That  the  claim  of  Mrs.  Inez  Beckes  in  the  sum 
of  One  nundred  Twenty-Three  ($123.00)  Dollars  for  injuries  and  damages' 
sustained  by  reason  of  defects  in  parking  strip  between  the  street  and 
sidewalk  on  the  south  side  of  Columbia  venue,  and  opposite  the  dwell- 
ing designed  and  know  as  714  Columbia  Avenue,  Port  Wayne,  Indiana, 
be  and  the  same  is  hereby  in  all  things  ratified  and  approved  and  allow- 
ed. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  (Ayes  14  Nays  none) 

The  Council  then  Adjourned. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of  Port 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  23rd  day  of  October,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1818. 

M.  L.  BURNS,  President.  ELYA.  A.  PRANGER,  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  26th  day  of  October,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  1st  dey  of  November,  1934. 

WM.  J.  HOSEY,  Mayor. 


f 


GENERAL  ORDINANCE  NO.  1819. 


An  Ordinance  inserting  Section  1 in  General  Ordinance  No. 1768, 
passed  December  12,  1933,  by  the  Common  Council. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana!  k 

Section  1. .That  Section  1 of  General  Ordinance  No.  1768,  pass- 
ed December  12,  1933,  by  re-inacted  to  read  as  follow: 

"Section  1.  Any  person,  firm  or  corporation  engaged  in  the 
business  of  photography  or  photo  finishing  or  maintaining  a photographic 
studio  in  the  City  of  Fort  Wayne,  Indiana,  shall  pay  a license  fee  of 
Two  Hundred  dollars  ($200.00)  for  thefirst  year  and  a license  fee  of  $5.00 
per  year  for  each  yearthereaf ter ; providing  that  this  ordinance  shall  not 
apply  to  persons,  firms  or  corporations  engaged  in  the  business  of  photo- 
graphy or  photo  finishing  and  maintaining  a photographic  studio  at  the  time 
of  the  passage  of  this  ordinance  except  the  annual  license  fee  of  $5.00." 

Section  2.  That  General  Ordinance  No  1791  passed  by  the  Common 
Council  on  May  10,  1934,  be  and  the  same  is  hereby  repealed. 

Section  3.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

CHARLES  H.  YOUNG. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote;  (Ayes  15  Nays  1) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  27  day  of  November , 1934 , 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1819. 

M.  L.  BURNS,  President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  5 day  of  December  1934. 

ELVA  A.  PRANGER,  City  Clerk. 

Approved  this  lOtn  day  of  December,  1934. 

WM.  J.  HOSEY,  Mayor. 


GENERAL  ORDINANCE  NO.  1820. 

An  Ordinance  allowing  the  claim  of  Matilda  Stewart  in  the  sum 

of  $102.00  for  injuries  sustained  in  a fall  as  a result  of  a defective 
sidewalk  in  the  City  of  Port  Wayne,  Ind. 

BE  IT  ORDAINED  "by  the  Common  Council  of  the  City  of  Port 
wayne,  Indiana: 

Section  1.  That  there  be  and  is  hereby  allowed  the  claim  of 
Matilda  Stewart  in  the  sum  of  $102.00  for  injuries  sustained  in  a fall 
as  a result  of  a defective  sidewalk  in  the  City  of  Port  Wayne,  Indiana, 
vtnich  amount  shall  be  in  full  for  all  hospital,  doctors,  x-rays,  nurs- 
ing services  and  pain  and  suffering. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

JACOB  HARTMAN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote;  (Ayes  15  Nays  nonej 
THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  11  day  of  December,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1820. 

M.  L.  BURNS,  President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayer  for  approval  on  the  18  day  of  December  1934, 

ELVA  A.  PRANGER,  City  Clerk. 
Approved  this  18th  day  of  December,  1934. 


WM.  J.  H0SEY,  Mayor. 


GENERAL  ORDINANCE  NO.  1821. 


AN  ORDINANCE  authorizing  the  Mayor  of  the  City  of  Ft.  Wayne, 

to  petition  and  request  the  State  Highway  Commission  of  Indiana 
to  improve  certain  streets  in  said  City  with  Federal  funds,  ard 
to  enter  into  an  Agreement  binding  said  City  to  maintain  such 
streets,  providing  for  the  future  maintenance  of  said  streets 
and  for  the  enactment  of  Ordinance  for  protection  of  said  streets 
and  the  regulation  of  traffic  thereon  and  matters  connected  there- 
with. 

Be  it  Ordained  by  Common  Council  of  the  City  of  Fort  Wayne,  in 
the  State  of  Indiana: 

Section  1.  That  William  J.  Hosey  the  Mayor  of  said  City  of  Ft. 
Wayne  is  hereby  authorized  directed  and  empowered  on  behalf  of  said  City, 
to  petition  and  request  the  State  Highway  Commission  of  Indiana  to  sub- 
mit to  the  Secretary  of  Agriculture  of  the  United  States  of  America  for 
the  construction  with  Federal  funds,  apportioned  to  the  State  of  Indiana 
under  Section  204  of  the  National  Recovery  Act,  the  following  projects  in 
said  City  of  Ft.  Wayne,  to  wit: 

(l)  For  the  improvement  of  Maumee  Avenue  from  Harmar  Street  to 
the  east  corp*  line  constituting  a part  of  Federal  Aid  Highway  Route  No.  12 
through  said  City  and  being  designated  as  Project  No.  ERM  365. 

Section  2.  Said  City  of  Ft.  Wayne  hereby  forever  pledges  itself 
and  its  funds,  after  the  construction  of  said  street,  at  its  own  cost  and 
expense,  to  maintain  said  project  in  good  condition  and  repair  and  in  a 
manner  satisfactory  to  said  State  Highway  Commission  and/or  said  Secretary 
of  Agriculture,  or  their  authorized  representatives,  and  said  City  will 
make  ample  provision  each  year  for  such  maintenance  of  said  street. 

Section  3.  The  Mayor  of  said  City,  to-wit: 

William  I.  Hosey,  is  hereby  authorized  and  empowered  on  behalf  of  said 
City  of  Ft.  Wayne  to  enter  into  such  agreement  or  agreements,  in  dupli- 
cate, as  may  be  required  by  said  State  Highway  Commission  and/  or  said 
Secretary  of  Agriculture  to  maintain  said  several  projects  set  out  in 
Section  one  (l)  of  this  Ordinance,  or  such  of  them  as  said  Secretary  of 
Agriculture  shall  finally  approve,  and  said  City  of  Ft.  Wayne  does 
hereby  ratily  and  confirm  each  act  of  said  Mayor  done  and  performed  un- 
der the  authority  hereof. 

Section  4.  Said  agreement  so  to  be  executed  by  said  Mayor 
of  the  City  of  Ft.  Wayne  shall  be  substantially  in  the  following  form: 

"The  ^ State  of 

(municipality  or'political  subdivision)  ’ 

hereinafter  referred  to  as  and  the 

(State  highway 

> hereinafter  referred  to  as  the  Highway  Department , hereby  agree 

organi zatiop ) ’ J B 

As  follow: 

1.  lhat  the  Highway  Department  will  submit  a project  for  the 
improvement  of miles  of  the 


(minicipal ) 


known  as 


highway  from 


to 


— , and  to  be  designated  as 

(local  name  of  street  or  road)  [State! 

project  No. , and  will  recommend  its  approval  by  tne  Secretary 

cf  Agriculture  for  tne  construction  with  funds  apportioned  to  the  State  under 

section  204  of  the  National  Industrial  Recovery  Act:  subject, however,  to 


the  condition  that  the 


(municipality  or  political  subdivision) 


shall  pro- 


vide for  its  proper  maintenance  after  completion  of  its  improvement. 


2.  That  the  said 


hereby 


(municipality  or  political  subdivision) 
requests  tne  Hignway  Department  to  submit  the  aforementioned  project  with 

recommendation  that  it  be  approved  by  the  Secretary  of-  Agriculture,  and 
agrees  that  if  such  project  is  approved  and  constructed  by  the  Highway  De- 
partment and  the  Secretary  of  Agriculture  it  thereafter,  at  its  own  cost  and 
expense,  will  maintain  the  project  in  a manner  satisfactory  to  them,  or  their 
authorized  representatives,  and  will  make  ample  provision  each  year  for  such 
maintenance . 

IN  WITNESS  WHEREOF,  the  parties  have  hereunto  affix-ed  their 

signature,  the on  the 

[municipality  or  political  subdivision) 

day  of , 19 , and  the  Highway  Department 


on  the 


day  of 


19 


"[municipality  or  political  subdivision)  (Official  title  of  Highway  Department 


By. 

By. 


Section  5.  When  said  agreement  or  agreements  are  so  executed  on 
behalf  of  said  City  of  Ft.  Wayne,  said  Mayor  on  behalf  of  said  City  is  here- 
by authorized  and  empowered  to  deliver  said  agreements  in  duplicate  with  a 
certified  copy  of  this  Ordinance  to  said  State  Highway  Commission-  for  its 
use  and  the  use  of  the  Secretary  of  Agriculture. 

Section  6.  Said  City  agrees  whenever  called  upon  by  said  State 
Highway  Commission  of  Indiana,  to  enact  and  enforce  an  Ordinance  of  daid 
City,  containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct 
signal  light  standards  or  other  obstruct- 
ions in  the  portion  or  portions  of  stree-ts 
improved  under  the  authority  herein  con- 
tained . 

2.  Limiting  the  parking  on  said  street'  or 
streets  to  one  side  of  such  street  or 
streets  where  t£e  same  is  less  than  thirty- 
six  (36)  feet  in  width  from  curb  to  curb. 

3.  Forbidding  diagonal  parking  on  said  street 
or  streets  where  the  same  is  less  than 
forty  (40)  feet  in  width  from  curb  to  curb. 

4.  Forbidding  the  maintenance  on  said  street 
or  streets  of  "stop  and  go"  signals  unless 
approved  by  the  State  Highway  Commission 
of  Indiana,  and  then  only  of  such  design 
as  may  be  approved  by  such  Commission. 


5.  For  the  establishment  and  maintenance  of 
"Stop  and  go"  signals  in  said  street  or 
streets  when  required  by  said  State  High- 
way Commission. 

6.  Forbidding  the  cutting  into  or  disturb- 

y ing  the  pavement  of  said  street  or  streets 

without  the  consent  of  said  City,  and  then 
only  under  its  inspection  and  proper  regu- 
lation. 

7.  Forbidding  the  building  of  fires  and  the 
doing  of  other  practices  in  said  street  or 
streets,  which  would  be  injurious  to  the 
paveme n t there  of . 

8.  Forbidding  the  piling,  storage  or  placing 
of  materia.!  or  other  obstructions  in  said 
street  or  streets. 

9.  Forbidding  the  placing  or  maintenance  of 
gasoline  or  other  pumps  in  the  sidewalks 
of  said  street  or  streets  where  the  same 
is  less  than  thirty-six  (36)  feet  in  width 
from  curb  to  curb. 

Section  7.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage.  J.  J.  PERREY. 


Approved 


, 193 


Mayor  of  the  City  of 


Attests 


Indiana. 


Clerk  of  said  City. 

ihe  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote;  (Ayes  15  Hays  none) 

THIS  ORDIHAHCE  HAS  BEEH  DULY  PUBLISHED  IH  BOCK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  11  day  of  December,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
^attached,  and  known  as 
GEHERAL  ORDINAHCE  Ho.  1821. 

M.  L.  BURHS,  President.  ELYA  A.  PRAHGER , City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  18  day  of  December,  1934. 

ELVA  A.  PRAHGER,  City  Clerk. 
Approved  this  18th  day  of  December,  1934. 


WM.  J.  HOSEY,  Mayor 


GENERAL  ORDINANCE  NO.  1822 


An  Ordinance  changing  the  name  of  the  one  block  of  Main  Street 
between  Union  Street  and  Rockhill  Street,  north  of  Aqueduct  Park,  to  Thieme 
Drive . 


BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne, 

Indiana: 

Section  1.  That  the  name  of  the  one  block  of  Main  Street 
between  Rockhill  and  Union  Streets,  south  of  Aqueduct  Park  be  changed 
to  Thieme  Drive. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
irom  and  after  its  passage  and  approval  by  the  Mayor. 

EQWIN  C.  LINDENBERG. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  ( Ayes  15  Nays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET'  FORM  AS  RE- 
QUIRED BY  LAW. 

ME  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  11  day  of  December,  1934, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1822. 

M.  L.  BURNS,  President.  ELYA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  18  day  of  December,  1934. 

ELVA  A.  PRANGER,  City  Clerk. 
Approved  this  18th  day  of  December,  1934. 


wy.  J.  HOSEY,  Mayor. 


GENRA1  ORDINANCE  NO.  1822-A. 


An  Ordinance  ratifying  and  approving  a certain  contract  and 
bond  made  and  entered  into  by  and  between  the  Journal  Gazette  Company  of 
Fort  Wayne , and  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board 
of  Public  Works. 

WHEREAS,  the  City  of  Fort  Wayne,  by  and  through  its  Board  of 
Public  Works,  and  the  Journal  Gazette  Company,  of  Fort  Wayne,  entered  into 
a certain  contract  and  agreement,  on  the  18th  day  of  December,  1934,  by 
which  contract  the  said  Company  agrees  to  print  in  the  Fort  Wayne  Journal 
Gazette  proceedings  of  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  from  January  1st,  1935,  until  December  31st,  1935, 
and  to  furnish  the  parties  of  the  second  part,  One  Hundred  and 
Twenty-Five  (125)  copies  of  the  Proceedings  of  each  Council  Meeting 
bound  in  pamphlet  form,  and  to  furnish  and  complete,  upon  the  termination 
of  this  contract,  on  December  31st,  1935,  one  hundred  ( 100 ) copies  of 
the  proceedings  of  the  entire  year,  bound,  together  with  an  index  of  each 
of  said  copies.  All  of  said  One  Hundred  copies  to  be  found  with  Buckram, 
and  also  Twenty-five  (25)  copies  to  be  bound  in  cloth,  which  contract 
is  in  the  following  words  and  figures,  to  v/it: 

CONTRACT. 

THIS  AGREEMENT,  made  and  entered  into  18th  day  of  December,  1934, 
by  and  between  the  Journal  Gazette  Company,  party  of  the  first  part,  and 
the  City  of  Fort  Wayne,  Allen  County,  State  of  Indiana,  by  and  through  its 
Board  of  Public  Works,  party  of  tfce  second  part,  WITNESSETH: 

That  the  party  of  the  first  part  convenants  and  agrees 
to  print  in  the  FORT  WAYNE  JOURNAL-GAZETTE 

Proceedings  of  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana 
from  January  1st,  1935  until  December  31st,  1935,  and  to  furnish  the 
parties  of  the  second  part,  One  Hundred  and  Twenty-five  (125)  copies 
of  the  proceedings  of  each  Council  Meeting  bound  in  pamphlet  form, 
and  to  furnish  and  complete,  upon  the  termination  of  this  contract, 
on  December  31st,  1935,  one  Hundred  (100)  copies  of  the  Proceedings 
of  the  entire  year,  bound  to-gether  with  an  index  for  each  of  said 
copies.  All  of  said  One  Hundred  (100)  copies  to  be  bound  with 
Buckram,  and  also  Twenty-five  (25)  copies  to  be  bound  in  cloth. 

The  party  of  the  first  part  expressly  agrees  to  perform 
all  the  work  and  furnish  all  material,  in  accordance  with  the  terms 
and  conditions  of  the  specifications  on  file  in  toe  office  of  the 
Department  of  Public  Works  of  said  City,  and  to  the  entire  satisfaction 
of  the  Board  of  Public  Works. 

It  is  understood  and  agreed  by  the  parties  hereto  that 
the  specifications  shall  be  and  are  hereby  made  a part  of  this  contract 


as  fully  and  effectually  as  if  copied  in  full  length. 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne, 

Indiana,  for  printing  and  binding  the  Council  Proceedings  and  for 

publishing  the  same  to  the  foregoing  JOURNAL-GAZETTE  COMPANY. 

shall  be  at  the  rate  of  NINETY^ JIVE  CENTS  (,;.9Q per  lineal  inch, 

actual  measurement,  measured  in  the  column  as  particularly  set  forth  in 
said  specifications,  including  the  index  which  shall  be  measured  as  two 
(2)  columns  the  same  as  any  page  of  the  proceedings,  when  the  width  of 
tue  entire  page  is  used  for  said  index,  and  that  the  price  for  publishing 
all  ordinances  and  other  publication  required  to  be  made  by  law, 

shdl  1 be  NljLE T Y- F I VE  CENTS (4.95) , per  inch,  column  width, 

to  be  measured  as  the  same  appear  in  said  paper,  Plus  ONE -HUNDRED 

AND  TEN  DOLLARS ($110.00)  for  printing  and  binding  Fifty  (50) 

additional  copies  in  buckram  or  cloth. 

It  is  further  agreed  by  the  parties  hereto,  that  in  case 
the  first  party  fails  to  perform  all  the  conditions  required  by  this 
contract,  to  be  performed  by  it,  the  parties  of  the  second  part  shall 
have  the  right  to  take  charge  of  said  work  and  the  same  done  and  deduct 
thereof  from  any  amount  then  due  the  party  of  the  first  part. 

The  party  of  the  first  part  agrees  that  in  the  prosecution 
of  said  work  all  proper  skill  will  be  exercised  and  the  party  of  the 
first  part  agrees  to  furnish  a good  and  sufficient  bond  in  the  sum 
of  Two  Thousand  ($2,000.00)  Dollars  payable  to  the  City  of  Fort 
Wayne,  Indiana,  for  the  faithful  performance  of  all  of  the  conditions 
of  this  contract. 


IT  IS  HEREBY  AGREED  THAT  NO  ASSIGNMENT  OF  THIS  CONTRACT 
shall  be  made  without  the  written  consent  of  said  parties  of  the 
second  part. 


IN-  TESTIMONY  THEREOF,  THE  FOREGOING  NAMED  PARTIES  HEREUNTO 
SET  their  hands  and  seals  this  18th  day  of  December,  1934. 

By  JOURNAL-GAZETTE  C0. 

L.G.  ELL  INGHAM,  Pres. _ 

PARTY  OF  THE  FIRST  PART. 


ATTEST.  SCOTT  S.  SNYDER. 

SECRETARY. 


JOHN  J.  TRIER 


DAVID  ERWIN 


HARVEY  E.  CRANE. 

CITY  OF  FORT  WAYNE,  INDIANA. 

THROUGH  ITS  BOARD  OF  PUBLIC  WORKS, 

WM.  J.  HOSEY  PARTY  OF  THE  2nd.  PART. 

Mayor. 

NOW  THEREFORE,  BE  IT  ORDAINED  by  the  Common  Council 


of  the  City  of  Fort  Wayne,  Indiana: 

Section  1.  That  the  foregoing  contract  made  and  entered  into 
on  tne  18th  day  of  December,  1934,  by  and  between  the  City  of  Fort  Wayne, 


by  and  through  its  Board  of  Public  Works,  and  the  Journal  Gazette  Company, 

by  the  terms  of  which  contract  the  said  Company  agreed  to  print  in  the 

Fort  Wayne  Journal  Gazette  proceedings  of  the  Common  Council  of  the  City 

of  Fort  Wayne,  Indiana,  from  January  1,  1935,  until  December  31,  1935, 

and  to  furnish  the  parties  of  the  second  part,  One  Hundred  and  Twenty- 

Five  (125)  copies  of  the  proceedings  of  each  Council  meeting  and 

bind  the  same  in  pamphlet  form,  and  to  furnish  and  complete, 

upon  the  termination  of  this  contract,  on  December  31st,  1935, 

one  hundred  (100)  copies  of  the  Proceedings  of  the  entire  year, 

bound,  together  with  an  index  of  each  of  said  copies.  All  of 

said  One  Hundred  copies  to  be  bound  in  Buckram, .and  also  twenty- 

five  (25)  copies  to  be  bound  in  cloth,  which  contract  is  more- 

specifically  set  forth  in  the  preamble  hereto,  be  and  the  same 

is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

AUGUST  WEISENBURGER 

The  Ordinance  was  read  the  third  time  in  full  and.  on  motion  was 
now  passed  by  the  following  vote;  (Ayes  14  Hays  none) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  RE- 
QUIRED BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Special  meeting,  held  on  the  27th  day  of  December , 1934 , 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  18 22- A. 

MICHAEL  L.  BURNS,  President.  ELVA  A.  PRANGER,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  January  1935. 

LEONARD  H.  ELLENWOOD,  City  Clerk. 

Approved  this  8th  day  of  January,  1935. 


H.  W.  BAALS.  Mayor. 


GENERAL  ORDINANCE  NO.  1823 


An  Ordinance  authorizing  the  City  of  Fort  Wayne,  Indiana,  to 
borrow  funds  from  the  City  Light  and  Power  and  the  City  Water  Works 
Department  for  the  use  of  the  General  Fund  in  paying  current  "expenses . 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana. 

Section  I.  That  the  City  of  Fort  Wayne  is  hereby  authorized 
and  empowered  to  borrow  from  the  City  Light  and  Power  and  the  City 
Water  Works  Department  such  funds  as  may  be  necessary  to  use  in  the 
General  Fund  in  paying  current  expenses  of  said  City  in  anticipation 
of  collection  and  distribution  of  taxes  payable  to  the  City  of  Fort 
Wayne  in  the  year  of  1935. 

Section  2.  That  this  Ordinance  be  in  full  force  and  effect 
after  passage  and  approval  by  the  Mayor. 

Arno  C.  Spiegel. 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion 
the  Ordinance  was  read  the  second  time  by  its  title  and  a motion  to 
suspend  the  rules  prevailed  by  the  following  vote:  (Ayes  8 Nays  none). 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  (Ayes  8 Nays  none). 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

'WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  'Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  22  day  of 
January,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1823. 

Frank  A.  Wyss,  President.  Leonard  H.  Bllenwood,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24  day  of  January  1935. 

Leonard  H.  Ellenwood,  City  Clerk. 

Approved  this  24th  day  of  January  1935. 


H.  W.  Baals,  Mayor. 


GENERAL  ORDINANCE  NO.  1824 


An  Ordinance  Fixing  the  Salaries,  Compensation  and  Wages  of 
Officers  and  Employees  of  the  City  of  -B'ort  Wayne,  Indiana,  for  the 
Fiscal  Year  of  1935  as  amended. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana. 

Section  I.  That  the  salaries,  wages  and  compensation  of 
officers  and  employees  of  the  City  of  Fort  Wj^yne,  Indiana,  shall  be  as 
follows,  for  the  fiscal  year  of  1935,  to-wit: 


DEPARTMENT  OF  FINANCE. 


ITEM 

6 

Salary 

of 

the 

Assistant  Deputy  Controller 

$1,320.00 

6 

Salary 

of 

the 

Cashier,  Barrett  Law  Department 

1,500.00 

6 

Salary 

of 

the 

Two  Clerks,  Barrett  Law  Department, 
each  $1,320.00 

2,640.00 

15 

Salary 

of 

the 

City  Court  Bailiff 

1,500.00 

DEPARTMENT  OF  PUBLIC  V/0RKS. 

105 

Salary 

of 

the 

Building  Commissioner 

2,000.00 

105 

Salary 

of 

the 

Plumbing  Inspector 

1,800.00 

105 

Salary 

of 

the 

Building  Commissioner's  Clerk 

960.00 

108 

Salary 

of 

Street  Commissioner 

2,200.00 

108 

Salary 

of 

Assistant  Street  Commissioner 

1,500.00 

109 

Salary 

of 

the 

Stenographer 

960.00 

109 

Salary 

of 

the 

Bookeeper 

1,200.00 

109 

Salary 

of 

the 

Minute  Clerk 

960.00 

I30A 

Salary 

of 

the 

Assistant  City  Engineer 

1,800.00 

131 

Salary 

of 

Jr . 

Assistant  Engineer 

1,800.00 

13  L 

Salary 

of 

Clerk  Engineer's  office 

1,500.00 

131 

Salary 

of 

Draftsman 

1,500.00 

131 

Salary 

of 

Two 

Chainmen,  each  $1,320.00 

2,640.00 

131 

Salary 

of 

One 

Rodman 

1,320.00 

141 

Salary 

of 

Custodian  of  City  office  Buildings 

I ,,200  .00 

14 1 

Salary 

of 

Day 

Jan itor 

1,000.00 

141 

Salary 

of 

Night  Janitor 

1,068.20 

154 

Salary 

of 

the 

Superintendent  of  Asphalt  Plant 

2,300.00 

DEPARTMENT  OF  PUBLIC  SAFETY. 

201 

Salary 

of 

the 

Clerk  of  the  Board  of  Public  Safety 

1,560.00 

205 

Salary 

of 

Inspector  of  Weights  and  Measures 

2,220.00 

208 

Salary 

of 

the 

We ighmas  ter 

960.00 

210 

Salary 

of 

Marketmaster 

1,320.00 

215 

Salary 

of 

the 

Chief  of  Police 

2,772.00 

215 

Salary 

of 

the 

Captain  of  Police  Department 

2,400.00 

215 

Salary 

of 

the 

Captain  of  Detectives 

2,400.00 

215 

Salary 

of 

the 

Two  Lieutenants,  each  $2,041.80 

4,083.60 

215 

Salary 

of 

the 

Nine  Detectives,  each  $1,864.80 

16,773.20 

215 


Salary  of  tne  Eight  Sergeants,  each  $1,774.50 
215  Salary  of  the  Traffic  Sergeant 
215  Salary  of  the  109  Patrolmen,  each  #1,680.00 
215  Salary  of  the  Garage  Attendant 
215  Salary  of  the  Humane  Officer 
215  Salary  of  the  Secretary  to  the  Chief 
225  Salary  of  the  Traffic  Clerk 

240  Salary  of  the  Superintendent  of  Signal  Department 
240  Salary  of  the  Assistant  Superintendent 
240  Salary  of  the  Hour  Linemen,  each  $1,864.80 
240  Salary  of  the  Electrician 

240  Salary  of  the  Three  Operators,  each  $1,680.00 

241  Salary  of  the  One  Operator,  radio 

241  Salary  of  the  Two  Operators,  radiw,  each  $1,560.00 

250  Salary  of  the  Chief  of  Fire  Department 

250  Salary  of  the  Assistant  Chief  of  Fire  Department 

250  Salary  of  the  Two  Battalion  Chiefs,  each  $2,128.50 

250  Salary  of  the  Fire  Prevention  Captain 

250  Salary  of  the  22  Captains,  each  $1,774.50 

250  Salary  of  the  4 Lieutenants,  each  $ 1,708.50 

250  Salary  ofthe  123  Firemen,  each  $1,680.00 

250  Salary  of  the  Two  Firemen,  each  $1,548.00 

250  Salary  of  the  One  Mechanic 

250  Salary  of  the  One  Assistant  Mechanic 

DEPARTMENT  OF  PUBLIC  HEALTH. 

301  Salary  of  the  President  of  Board  of  Health 

301  Salary  of  the  Vice-President  of  Board  of  Health 

302  Salary  of  the  Assistant  Secretary 
304  Salary  of  the  Bacteriologist 

304  Salary  of  the  Dairy  and  Meat  Inspector 
Salary  of  the  Deputy  Meat  Inspector 

304  Salary  of  Five  Sanitary  Officers,  each  $1,680.00 

305  Salary  of  Investigator 

305  Salary  of  Assistant  Director  and  Technician  of  the 
Veneral  Clinic. 

308  Salary  of  School  Nurse 

308  Salary  of  Examining  Physicians 


$14,196.00 

1.825.20 

183.120.00 
1,680.00 
1,680.00 
1,312.50 
1,200.00 

2.400.00 

1.992.00 

7.459.20 

1.864.80 

5.040.00 

1.680.00 

3.120.00 

2.772.00 

2.400.00 

4.257.00 

1.915.20 
39,039.00 

6.834.00 

206.640.00 

3.096.00 

2.164.80 

1.992.00 

360.00 

135.00 
1,312.50 

1.800.00 
2,000.00 
1,680.00 

8.400.00 

1.680.00 

1.500.00 

1.380.00 

2.700.00 


Section  2.  Be  it  further  Ordained  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  that  should  any  fireman  of  policeman  be 
appointed  during  the  year  1935,  the  Board  of  Public  Safety  may  fix  his 
salary  for  said  year  at  less  than  One  Hundred  Forty  ($140.00)  Dollars 


per  month 


Section  2-A.  All  salaries,  compensation  ox  wages  herein  of 
officers  and  employees  of  the  City  of  Port  Wayne,  Indiana,  as  fixed 
herein,  shall  be  for  each  calendar  month  and  shall  be  on  a monthly  basis 
and  payable  as  now  provided. 

Section  3,  This  Ordinance  shall  not  repeal  any  ordinances  now 
existing  relating  to  salaries  and  wages  of  officers  and  employees  but 
shall  suspend  such  ordinances  during  the  time  that  this  Ordinance  is  in 
full  force  and  effect.  This  Ordinance  shall  expire  by  limitation  on 
December  31st,  1935. 

Section  4.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  G.  SPIEGEL. 

BEN  E.  BENNETT. 

C.  E.  MOELLER IPG. 

HARRY  M.  McMILLEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  (Ayes  8 Nays  none). 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS 
REQUIRED  BY  LAW. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a Regular  meeting,  held  on  the  22  day  of  January,  1935, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1824 

FRANK  A.  WYSS,  President.  LEONARD  H.  ELLENWOOD , City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  24  day  of  January  1935. 

LEONARD  H.  ELLENWOOD,  City  Clerk 
, Approved  this  24th.  day  of  January  1935. 


H.  W.  BAALS,  Mayor. 


GENERAL  ORDINANCE  No.  1825. 


An  Ordinance  authorizing  the  Board  of  Public  Works  to  sell 
a certain  unused  leather  belt  as  amended  February  12,  1935. 

Be  it  authorized  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana: 

Section  I.  That  the  Board  of  Public  'Works  be  and  is  hereby 
authorized  to  sell  and  dispose  of  one  (I)  unused  two-ply  leather 
belt,  formerly  used  in  the  Water  Works  Department.  The  amount 
thereof  to  be  sold  is  not  to  exceed  the  sum.  of  One  Hundred  ($100.00) 
Dollars,  and  in  view  of  the  amount  net  exceeding  said  sum,  tne  same 
is  to  be  sold  without  appraisement. 

Section  IA.  That  the  Board  of  Public  'Works  snail  advertise 
said  belt  for  sale  by  posting  a written  notice  in  the  corridor  of 
the  City  Hall  on  tne  first  floor  for  a period  of  ten  days,  and 
sell  said  belt  at  tne  hour  and  date  so  advertised  to  the  highest 
and  best  bidder  for  cash. 

Section  2.  That  this  Ordinance-  be  in  full  force  and  take 
effect  on  and  after  its  approval  by  the  hay or . 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  tnird  time  in  full  and  on  motion 
was  now  passed  by  tne  following  vote;  Ayes  ( 9)  Nays  ( none  ) 

„E  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  I2th  day 
of  February,  1935,  by  a majority  vote  of  all  members  elect,  did 
pass  the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  N© . 1825. 

FRANK  A.  WYSS  . LEONARD  H.  ELLEN  WOOD. 

President.  City  Clerk. 

Presented  to  the  Layor  for  approval  on  tne  I4th  day  of  February  1935. 

Leonard  H.  Sllenwood. 

City  Clerk. 

Approved  this  I4th  day  of  February  1935. 

H.  Y/.  Baals. 

Mayor. 


GENERAL  ORDINANCE  NO.  1626. 


An  Ordinance  authorizing  the  Board  of  Public  Safety  to  sell 
an  automobile  and  two  Motorcycles  used  in  the  Police  Department. 

Be  it  authorized  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana; 

Section  I.  That  the  Board  of  Public  Safety  be  and  is  hereby 
authorized  to  sell  one  Studebaker  automobile.  Motor  No.  C7704, 
and  two  Henderson  Motorcycles,  now  in  use  in  the  Police  Department, 
and  do  file  its  petition  by  and  through  the  City  Attorney  in  the 
Allen  Circuit  Court  for  tne  appointment  of  appraisers  to  appraise 
said  property. 

Section  2.  That  this  Ordinance  be  in  full  force  and  take 
effect  on  and  after  its  approval  by  the  Mayor. 

BEN.  P.  BENNETT. 

The  Ordinance  was  read  trie  third  time  in  full  and  on  motion 
was  now  passed  by  the  following- vote ; Ayes  ( 9 ) Nays  ( none  ). 

YfE  HEREBY  CERTIFY,  That  tne  Common  Council  of  the  City  of 
Fort  wayne , Indiana,  at  a regular  meeting,  held  on  the  26th  day  of 
February,  1935,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  No.  1826. 

FRANK  A.  WYSS,  LEONARD  H.  ELLEN Y/OOD . 

President.  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  26th  day  of  February,  1935 

LEONARD  H.  ELLEN  v/CQB . 

City  Clerk. 


Approved  this  28th  day  of  February,  1935. 

H.  . BAALS , 

Mayor . 
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ORDINANCE  No.  1827 

An  ordinance  authorizing  the  Mayor  of  the  City  of 
__  Fort  Wayne 

to  petition  and  request  the  State  Highway  Commission 
of  Indiana  to  improve  certain  streets  in  said  City 
with  Federal  Funds,  and  to  enter  into  an  Agreement 
binding  said  City  to  maintain  such  streets,  providing 
for  the  future  maintenance  of  said  streets  and  for  trie 
enactment  of  Ordinance  for  protection  of  said  streets 
and  tne  regulation  of  traffic  thereon  and  matters 
connected  tnerewi t-h. 

Be  it  ordained  by  Common  Council  of  tne  City  of  Fort 
Wayne,  in  the  State  of  Indiana; 

Section  I.  That  Harry  Baals,  tne  Mayor  of  said  City  of 
Fort  .V'ayne,  is  hereby  authorised,  directed  and  empowered  on  behalf  of 
said  City,  to  petition  and  request  the  State  Highway  Commission  of 
Indiana  to  submit  to  the  Secretary  of  Agriculture  of  tne  United  States 
of  America  for  the  construction  with  Federal  Funds,  apportioned  to  the 
State  of  Indiana  under  Section  204  of  the  National  Recovery  Act,  the 
following  projects  in  said  City  of  Fort  Wayne,  to-wit: 

(t)  For  the  improvement  of  Maumee  Avenue  from  Ilarmar 
Street  to  the  East  Corp.  Line  constituting  a part  of  Federal  Aid  High- 
way Route  No.  12  through  said  City  and  being  designated  as  Project  No. 

N.  R.  M.  365 . 

Section  2.  Said  City  of  Fort  ./ayne  hereby  forever 
pledges  itself  and  its  funds,  after  tne  construction  of  said  street, 
at  its  own  cost  and  expense,  to  maintain  said  project  in  good  condition 
and  repair  and  in  a manner  satisfactory  to  said  State  Highway  commission 
and/or  said  Secretary  of  Agriculture,  or  their  authorized  representatives, 
and  said  City  will  make  ample  provision  eacn  year  for  such  maintenance 
of  said  street. 

Section  3.  The  Mayor  of  said  City,  to-wit:  Harry  Baals, 
is  hereby  authorized  and  empowered  on  behalf  of  said  City  of  Fort  Wayne 
to  enter  into  wuch  agreement  or  agreements,  in  duplicate,  as  may  be 
required  by  said  State  Highway  Commission  and/or  said  Secretary  of 
Agriculture  to  maintain  said  several  projects  set  out  in  Section  one 
(l()  of  this  Ordinance,  or  such  of  them  as  said  Secretary  of  Agriculture 
shall  finally  approve,  and  said  City  of  Fort  Wayne  does  hereby  ratify 
and  confirm  each  act  of  said  Mayor  done  and  performed  under  the  author- 
ity hereof. 

Section  4.  Said  agreement  so  to  be  executed  by  said 
Mayor  of  the  City  of  Fort  Jayne  shall  be  substantially  in  the  following 
form: 


*•  liis  j bests  ci ______ __ 9 

(municipality  or  political  subdivision) 

hereinafter  referred  to  as , and  the  _ 

(State  highway  organization} 

hereinafter  referred  to  as  trie  Highway  Department,  hereby  agree  as  follows: 

I.  That  trie  Highway  Department  will  submit  a project  for  the  improvement 

of  miles  of  the  highway,  from 

”(Mun  i c i pa  l) 

to  _ 9 known  as 


, and  to  be  designated  as 

(local  name  of  street  or  road ) _ ••  (3  cate") 

project  Ho.  , and  will  recommend  its  approval  by  the  Secretary  of 

Agriculture  for  the  construction  with  funds  apportioned  to  trie  State  under 

Section  204  of  trie  national  Industrial  Recovery  Act;  subject,  however,  to 

the  condition  that  the shall 

(Municipality  or  political  subdivision) 
provide  for  its  proper  maintenance  after  completion  of  its  improvement. 

2.  That  the  said hereby 

(Municipality  or  political  subdivision) 
requests  the  Highway  Department  to  submit  the  aforementioned  projedt  with 

recommendation  that  ir  be  approved  by  the  Secretary  of  Agriculture,  and 

agrees  that  if  such  projedt  is  approved  and  constructed  by  the  Highway 

Department  and  the  Secretary  of  Agriculture  it  thereafter,  at  its  own 

cost  and  expense,  will  maintain  the  project  in  a manner  satisfactory  to 

them,  or  their  authorized  representatives,  and  will  make  ample  provision 

each  year  for  such  maintenance. 

IN  WITNESS  (THEREOF , tne  parties  have  hereunto  affixed  tneir  signature, 

the on  the day  of 

(Municipality  or  political  subdivision ) 

19 _,  and  the  Highway  Department  on  tne day  of 


, 19 


("Municipality  of  political  subdivision!  (Official  title  of  Highway  Dept. 


B y B y 

By 

By 


Section  5.  ./hen  sa.id  agreement  or  agreements  are  so  executed  on  behalf  of 
said  City  of  Fort : .Wayne , said  Mayor  on  .behalf  of  said  City  is  hereby  author- 
ized  and  empowered  to  deliver  said  agreements  in  duplicate  with  a.  certified 
copy  of  this  Ordinance  to  said  State  Highway  Commission  for  its  use  and  tne 
use  of  the  Secretary  of  Agriculture. 

Section  6.  Said  City  Agrees  whenever  called  upon  by  said  State  High- 
way Commission  of  Indiana,  to  enact  and  enforce  an  Ordinance  of  said  City, 
containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct 
signal  light  standards  or  other  obstruct- 
ions in  the  portion  or  portions  of  streets 
improved  under  the  authority  nerein  con- 
tained . 

2.  Limiting  the  parking  on  said  street  or 
streets  to  one  side  of  such  street  of 
streets  wiiere  the  same  is  less  than  thirty- 
six  (36)  feet  in  width  from  curb  to  curb. 

. Forbidding  diagonal  parking  on  said  street 
or  streets  where  the  same  is  less  than 
forty  (40)  feet  in  width  from  curb  to  curb. 
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4.  Forbidding  the  maintenance  on  said  street 
or  streets  of  “stop  and  go"  signals  unless 
approved  by  the  State  Highway  Commission 
of  Indiana,  and  then  only  of  such  design 
as  may  be  approved  by  such  Commission. 

5.  For  the  establishment  and  maintenance  of 
“stop  and  go"  signals  in  said  street  or 
streets  when  required  b said  State  High- 
way Commission. 

6.  Foroidding  the  cutting  into  or  disturbing 
tne  pavement  of  said  street  or  streets  w 
without  the  consent  of  said  City,  and  then 
only  under  its  inspection  and  proper  reg- 
ulation. 

7.  Forbidding  the  building  of  fires  and  the 
doing  of  other  practices  in  said  street 
or  streets,  which  would  be  injurious  to 
the  pavement  thereof. 

8.  Forbidding  the  piling,  storage  or  placing 
of  material  or  other  obstructions  in  said 
street  or  streets. 

9.  Forbidding  the  placing  or  maintenance  of 
gasoline  or  other  pumps  in  the  sidewalks 
of  said  street  or  streets  where  the  same 
is  less  than  thirty-six  (56)  feet  in  width 
from  curb  to  curb. 


Section  7.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 


GEO.  DINNEN 
BEN  F.  BENNETT 
Approved __ ,19 


Mayor 


City  of 


Indiana. 


Attest : 


Clerk  of  said  City 7 

Tne  Ordinance  was  read  the  first  time  in  full  and  on  motion  the 
Ordinance  was  read  tne  second  time  b its  title  and  a motion  to  suspend 
t ne  rules  prevailed  by  tne  following  vote  Ayes  ( 9)  Nays  ( none  ). 

Tne  Ordinance  was  read  tne  third  time  in  full  and  on  motion  was 
now  passed  by  tne  following  vote;  Ayes  ( 9 ) Nays  ( none  ). 

uE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  .Vayne , Indiana,  at  a regular  meeting,  held  on  the  I2th  day  of  March 
IS35,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GE  SRAL  ORDINANCE  No.  1827 

FRA-  K A.  ,/YSS  , LEONARD  H.  ELLEN  WOOD. 

President  City  Clerk 

Presented  to  tne  Mayor  for  approval  on  the  I3th  day  of  March  1935. 

LEONARD  H.  ELLEN WOOD. 

City  Clerk 

Approved  this  I3tn  day  of  March  1935. 

Mayor . 


H.  Yf.  BAALS, 


GENERAL  ORDINANCE  No.  1828. 


An  Ordinance  authorizing  the  Board  of  Public  .Yorks  to 
sell  one  (I)  gas  driven  winch  for  truck  attachment. 

Be  it  ordained  by  the  Common  Council  of  She  City  of  Port 
Wayne,  Indiana 

Section  I.  That  the  Board  of  Public  Works  be  and  is  hereby 
authorized  to  sell  and  dispose  of  one  (i)  gas  driven  winch  for  true/, 
attachment,  formerly  used  in  tne  municipal  electric  light  and  power 
works.  The  value  thereof  not  to  exceed  the  sum  of  One  Hundred 
($100.00)  Dollars,  and  in  view  of  the  amount  not  exceeding  said  sura, 
the  same  is  to  be  sold  without  appraisement. 

Section  2.  That  the  Board  of  Public  Works  shall  advertise 
said  gas  driven  winch  for  truck  attachment  for  sale  by  posting  a 
written  notice  in  the  corridor  of  the  city  hall  on  tne  first  floor 
for  a period  of  ten  days,  and  sell  said  gas  driven  winch  for  truck 
attachment  at  the  hour  and  date  so  advertised  to  the  highest  and 
best  bidder  for  cash. 

Section  3.  That  this  ordinance  shall  be  in  full  force 
and  effect  on  and  after  its  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  ( Ayes  Nine  )--(  Nays  None  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  tne  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26th  day  of 
March,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  tne 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1828 

FRANK  A.  WYSS  LEONARD  H.  ELLENWOOD 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  March,  1935. 

LEONARD  H.  ELLENWOOD. 

City  Clerk. 


Approved  this  28th  day  of  March,  1935. 


H.  W.  Baals 

Mayor . 


GENERAL  ORDINANCE  No.  1829. 


An  Ordinance  authorizing  the  Board  of  Public  Safety  to 
sell  certain  scrap  copper,  lead  and  iron  used  in  the  Signal  Depart- 
ment. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana. 

Section  I.  That  the  Board  of  Public  Safety  be  and  is 
hereby  authorized  to  sell  certain  scrap  copper,  lead  and  iron  which 
has  accumulated  in  the  Signal  Department,  and  do  file  its  petition 
by  and  through  the  City  Attorney  in  the  Allen  Circuit  Court  for  the 
appointment  of  appraisers  to  appraise  said  property. 

Section  2.  That  this  Ordinance  bp  in  full  force  and  take 
effect  on  and  after  its  approval  by  the  Mayor. 


WALTER  C.  VETTER. 

The  Ordinance  was  read  tne  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote:  ( Ayes  Nine  ) (Nays  None 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Eort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  26th  day 
of  March,  1935,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1829 

FRANK  A.  WYSS  LEONARD  H.  ELLENWOOD. 

President.  City  Clerk. 

Presented  to  tne  Mayor  for  approval  on  the  28th  day  of  March,  1935. 

LEONARD  H.  ELLENWOOD. 

City  Clerk. 


U 
. - • 


Approved  this  28tn  day  of  March,  1935. 


W.  BAALS 

Mayor . 


GENERAL  ORDINANCE  No.  1830 


AN  ORDINANCE  authorizing  the  Board  of  Public  ..orks  to  sell 
Six  (6)  automobi les  used  in  the  Municipal  Electric  Light  and  Power 
Works , the  Street  Department,  the  Port  Wayne  </ater  Works  and  the 
Asphalt  Plant. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE , INDIANA. 

SECTION  I.  That  the  Board  of  Public  Works  be  and  hereby  is 
authorized  to  sell  the  following  automobiles,  to-wit: 

I Ford  Roadster,  "1928"  Model,  Engine  No.  142375. 

I Ford  Coupe,  Model  A-I928,  Engine  No.  A6332SI. 

I Ford  Coupe,  Model  A-I928,  Engine  No.  AI68026. 

I Ford  I-g-T  Truck,  Model  AA-I928,  Serial  No.  329157. 

I International  3/4T  Truck,  Spec.  Del.  - 1928,  SPD82I70. 

I Ford  Coupe,  Model  A-I928,  Engine  No.  180500. 
and  that  said  Board  of  Works,  through  the  City  Attorney,  file  in 
the  Circuit  Court  a petition  for  s.ppointment  of  appraisers  to  appraise 
said  property. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect 
on  and  after  its  passage  and  approval  by  the  Mayor. 

C.  E.  MOELLER ING 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  ( Ayes  ) ( Eight  )-(  Nays  ) ( None 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne , Indiana,  at  a regular  meeting,  held  on  the  23rd  day  of  April,  1935 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 


GENERAL  ORDINANCE  No.  1830. 

FRANK  A.  WYSS  , LEONARD  H.  ELLEN  WO  CD, 

President.  City  Clerk! 


Presented  to  the  Mayor  for  approval  on  the  25th  day  of  April,  1935. 

LEONARD  H.  ELLEN WOOD, 
City  Clerk. 


H.  W.  BAALS, 

Mayor . 


Approved  this  25th  day  of  April,  1935. 


GENERAL  ORDINANCE  No.  1831 


An  ORDINANCE  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  into  by  and  between  Schwegman-Wi tte  Company 
and  the  City  of  Port  Wayne,  Indiana. 

WHEREAS,  the  City  of  Port  Wayne,  Indiana,  on  the  25th  day 
of  April,  1935,  made  and  entered  into  a certain  contract  and  agreement 
with  Schwegraan— Witte  Company,  by  the  terms  of  which  said  Company  agrees 
to  sell  and  furnish  certain  water  pipe  to  the  City  of  Fort  Wayne,  to 
be  used  in  the  Port  Wayne  Country  Club  Water  extension  line,  which 
contract  is  more  particularly  described  as  follows,  to— wit: 

CONTRACT 

THIS  AGREEMENT , Made  and  entered  into  this  25th  day  of  April, 
1935,  by  and  between  the  Schwegman-Wi tte  Company,  of  Allen  County, 

State  of  Indiana,  party  of  the  first  part,  and  the  City  of  Fort  Wayne, 
County  of  Allen,  State  of  Indiana,  by  and  through  its  Board  of  .Public 
Works,  party  of  the  second  part,  WITNESSETH: 

The  party  of  the  first  part  covenants  and  agrees  to  sell  and 
furnish  to  the  party  of  the  second  part  pipe  of  the  following  type, 
character  and  description: 

One  Hundred  Fifty-six  (156)  Tons  of  Ten  (10)  inch  Water 

Main  Pipe,  Class  *BW  AWWA  standard  in  Twelve  (12)  feet 

lengths,  weighing  Sixty-ei&ht  and  eight-tenths  (68.8) 

pounds  per  foot. 

That  the  party  of  the  second  part  agrees  to  pay  the  party 
of  the  first  part  for  said  aforementioned  pipe  on  the  basis  of  Forty- 
Five  Dollars  and  Sixty  Cents,  ($45.60),  per  net  Ton  for  said  One 
Hundred  Fifty-six  (156)  Ton  of  said  pipe,  namely,  the  sum  of  Seven 
Thousand  One  Hundred  Thirteen  Dollars  and  Sixty  Cents,  ($7,113.60). 

It  is  specifically  understood  and  agreed  by  and  between  the 
parties  hereto  tnat  the  party  of  the  first  part  shall  pay  the  freight 
of  the  said  pipe  from  Anniston,  Alabama  to  the  Fort  Wayne,  Indiana, 
with  full  present  car-load  freight  allowed  from  Foundry  at  Anniston, 
Alabama  to  Fort  Wayne,  Indiana,  at  Seven  Dollars  and  Sixty  Cents, 

($7.60)  per  Ton  with  minimum  carloads  of  Forty  Thousand  (40,000)  pounds. 

The  party  of  the  first  part  agrees  to  furnish  and  deliver 
said  aforementioned  pipe  to  the  City  of  Fort  Wayne  within  Ten  (10) 
days  after  approval  of  tnis  contract  by  the  Common  Council  of  the 
City  of  Fort  Wayne. 

This  contract,  although  executed  on  behalf  of  the  City  by 
the  Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  nor 
obligatory  upon  the  City  unless  and  until  it  shall  have  first  been 
approved  by  tne  Common  Council  of  said  City,  and  should  the  Common 
Council  of  said  City  fail  to  approve  the  same  within  thirty  (30)  days 
after  date  hereof,  this  contract  shall  become  and  be  wholly  void. 


To  each  of  the  conditions  and  stipulations  of  this  Contract, 
the  undersigned,  each  for  himself,  binds  himself,  and  his  successors 
and  assigns. 


IN  WITNESS  WHEREOF,  We,  the  foregoing  named  parties,  have 
hereunto  set  our  hands  and  seals  on  the  day  and  year  first  above  writte 

CITY  OF  FORT  WAYNE 

BY:  H.  W.  BAALS  - Mayor 

BY:  BOARD  OF  PUBLIC  WORKS 


Chas . F.  Hess 
Secretary 

Approved  as  to  form  by 

Walter  E.  Helmke, 

City  Attorney. 


Robert  G.  Beams,  Chairman 
A.  T.  Andersen 
John  H.  Hohnson 


SCHWEGMAN  - WITTE  COMPANY 
BY:  J.  F.  SCHWEGMAN  President 
A.  H.  WITTE  Secretary 

NOW  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA. 

SECTION  I.  That  the  foregoing  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne  and  Schwegman  - 
Witte  Company  by  the  terms  of  which  the  said  company  agrees  to  furnish 
and  deliver  the  following  described  pipe,  to-^it: 

One  Hundred  Fifty-six  (156)  Tons  of  Ten  (10)  inch  Water 
Main  Pipe,  Class  "B”  AWWA  standard  in  Twelve  ( 12 ) feet 
lengths,  weighing  Sixty-eight  and  eight-tenths  (68.8) 
pounds  per  foot, 

to  be  used  in  the  extension  of  the  Fort  Wayne  Country  Club  Water 
Extension  system,  be  and  the  same  is  hereby  in  all  things  ratified 
and  approved. 


SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

G.  A.  DINNEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  Ayes  ( nine)  - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  I4th  day  of 
May, 1935,  by  a majority  vote  of  allmembers  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1831 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD , 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I6th  day  of  May  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


H.  W.  Baals, 

Mayor. 


Approved  this  I6th  day  of  May  1935. 


GENERAL  ORDINANCE  No.  1832. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement, 
and  Supplemental  Contract  and  Agreement  made  and  entered  into  by 
and  between  the  City  of  Fort  Wayne,  by  and  through  its  Board  of 
Public  Works,  and  Fort  Wayne  Country  Club. 

WHEREAS,  on  the  31st  day  of  December,  1934,  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  ®f  Public  Works,  entered  into  a 
certain  contract  and  agreement  with  the  Fort  Wayne  Country  Club, 
and,  on  the  20th  day  of  March,  1935,  the  City  of  Fort  Wayne,  Indiana, 
by  and  tnrough  its  Board  of  Public  Works,  entered  into  a supplemental 
agreement  and  contract  with  the  Fort  Wayne  Country  Club,  for  the 
extension  of  water  line  to  the  Fort  Wayne  Country  Club,  which 
contract  and  supplemental  contract  are  in  the  following  words  and 
figures,  to-wits 

AGREEMENT . 

THIS  AGREEMENT,  Made  and  entered  into  in  duplicate  this  31st 
day  of  December,  1934,  by  and  between  the  City  of  Fort  Wayne,  Indiana, 
hereinafter  called  the  uCity“  and  Fort  Wayne  Country  Club,  and  Indiana 
corporation,  hereinafter  called  the  “Club",  WITNESSETH  THAT: 

'.THERE AS , the  Club  is  about  to  install  a sprinkler  system  on 
its  golf  course  and  in  the  operation  thereof  will  require  an  increase 
in  its  water  supply,  and 

WHEREAS,  the  Club  is  desirous  that  tne  City  construct  a 
water  main  from  its  present  water  distribution  system  to  the  property 
line  of  the  Club  at  a point  hereinafter  designated  to  supply  the  Club 
with  a sufficient  water  supply  for  its  said  sprinkling  system. 

NOW,  THEREFORE,  in  consideration  of  their  respective  covenants 
it  is  hereby  mutually  agreed  by  and  between  the  parties  hereto  as  follows 

1.  The  City  agrees  to  purchase  material  for  the  construction 
of  a water  main  not  less  than  eight(8J  inches  in  diameter  to  a point 

on  the  north  property  line  of  the  golf  course  owned  and  maintained 
by  the  Club  500  feet  west  of  the  present  entrance  to  the  ulub  house 
owned  and  maintained  by  the  Club  on  its  property.  The  City  will, 
therefore,  construct  said  water  main  if  construction  and  labor  can  be 
furnished  by  F.  E.  R.  A.  labor  or  labor  furnished  by  the  Federal  or 
State  Government  without  andy  cost  to  the  City  of  Fort  Wayne, 

2.  If  the  conditions  are  fulfilled  as  herein  provided,  the 
City  agrees  that  construction  shall  commence  immediately  as  soon  as 
practical  after  the  execution  of  the  said  agreement  and  that  construct- 
ion will  be  completed  on  or  before  April  I,  1935. 

3.  The  Club  agrees  that  at  its  own  expense  it  will  attach 
its  sprinkler  distribution  system  and  booster  pump  to  said  main  at 
the  point  aforesaid. 

4.  The  City  agrees,  at  its  own  expense,  to  keep  and  maintain 


said  main  in  serviceable  condition  so  long  as  the  Club  shall  continue 
to  use  water  therefrom,  and  the  City  further  agrees  that  so  long  as 
the  Club  continues  to  use  water  from  said  main  that  said  main  will 
at  all  times  supply  to  the  Club  a flow  of  water  equal  to  the  capacity 
thereof. 

5.  The  Club  hereby  guarantees  that  the  City  will  receive 
in  water  rental  from  the  customers,  including  the  Club,  served  by 
the  main  aforesaid  not  less  that  One  Thousand  Six  Hundred  Hollars 
($1,600}  each  year  for  the  period  of  five  (5)  $ears,  beginning  April 
I,  1935.  The  Club  agrees  that  at  the  expiration  of  each  twelve  (12) 
month  period  from  and  after  April  I,  1935,  during  the  Five  (5)  year 
period  aforesaid,  in  the  event  that  water  rentals  from  this  new  line 
do  not  total  $1,600.00  for  any  one  year,  it  will  pay  to  the  City  the 
difference,  if  any,  between  the  gross  receipts  in  water  rentals  from 
customers  served  by  said  main,  including  the  Club,  during  the  preced- 
ing period  of  twelve  (120  months,  and  the  sum  of  One  Thousand  Six 
Hundred  Hollars  ($1,600).  The  rights  of  the  Club  and  the  obligations 
of  the  City  shall  be  the  same  as  is  now  provided  by  law  and  the  reg- 
ulation of  the  Public  Service  Commission,  except  that  the  Club 
guarantees  the  sum  herein  provided. 

IN  WITNESS  WHEREOF,  the  parties  nereto  have  executed  this 
agreement  in  duplicate  as  of  the  day  and  year  first  above  written. 


CITY  OF  FORT  WAYNE,  INDIANA 
BY:  JOHN  C.  TRIER 

DAVID  ERWIN 

Wm . J . Hosey 

Mayor  Its  Board  of  Public  Works. 

ATTEST: 


Scott  S.  Snyder 

Secretary.  FORT  WAYNE  COUNTRY  CLUB 

BY:  Wm.  T.  McKay 

Its  President 

Approved  by  me  this  31st  day  of 

Carl  J.  Sued^off 

Country  Club  Secretary.  December,  1934. 


W.  Fruechtenicht 

City  Attorney  for  the  City  of  Fort  Wayne. 


SUPPLEMENTAL  AGREEMENT 

THIS  SUPPLEMENTAL  AND  AMENDED  AGREEMENT,  Made  and  entered 
into  in  duplicate  this  20th  day  of  March,  1935,  by  and  between  the 
City  of  Port  Wayne,  Indiana,  a municipal  corporation,  hereinafter 
called  the  “City",  and  the  Fort  Wayne  Country  Club,  an  Indiana  Corp- 
oration, hereinafter  dal led  the  “Club",  WITNESSETH  THAT: 

WHEREAS,  the  City  and  the  Club  entered  into  an  agreement 
dated  the  31st  day  of  December,  1934,  by  the  terms  of  which  the  City 
agreed  to  purchase  material  for  the  construction  of  a weter  main  and 
install  said  water  main  with  the  use  of  FERA  labor  to  a point  on  the 

North  boundary  line  of  the  golf  course,  owned  and  maintained  by  the  Club;  and, 
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WHEREAS,  the  hlub  guaranteed  certain  specified  water  rental 
for  the  use  of  the  water  furnished  by  the  City,  as  more  specifically 
set  out  in  said  original  agreement;  and, 

WHEREAS , upon  investigation  the  City  has  ascertained  that 
it  is  manifestly  impossible  to  construct  and  install  said  water  main 
under  the  terms  and  conditions  as  provided  for  in  said  aforementioned 
agreement  without  suffering  an  extensive  financial  loss  by  said  project; 
and, 

WHEREAS,  the  Club  is  desirous  that  said  project  as  contemp- 
lated under  the  terms  of  said  agreement  be  consummated  without  delay 
and  in  order  to  prevent  an  abandonment  of  said  project  by  said  City, 
it  desires  to  have  said  aforementioned  agreement  amended  to  comply 
with  the  wishes  of  the  City  of  Fort  Wayne;  and, 

WHEREAS , it  will  be  of  distinct  advantage  to  the  Club  to 
have  such  project  begun  immediately  and  completed  without  delay; 

NOW,  THEREFORE,  in  consideration  of  the  mutual  covenants 
herein  expressed  and  agreed  to  by  and  between  the  parties  hereto,  it 
is  hereby  mutually  agreed  as  follows,  to-wits 

I*  The  Club  hereby  waives  any  and  all  rights,  privileges 
and  causes  of  action  that  have  or  may  have  accrued  to  it  by  virtue 
of  the  non-compliance  and  non-fulfillment  by  the  City  of  the  Terms  of 
the  contract  entered  into  by  and  between  the  parties  hereto  on  the 
31st  day  of  December,  I934r 

2.  It  is  strictly  understood  by  and  between  the  City  and  tne 
Club  that  this  agreement  executed  by  the  parties  is  not  and  original 
agreement,  but  and  amendment  and  supplemental  agreement  to  tne  agree- 
ment dated  December  31,  1934. 

3.  The  City  agrees  to  purchase  material  for  the  construction 
of  a water  main  of  not  less  than  ten(IO)  inches  in  diameter  and  to 
begin  construction  of  said  water  main  to  a point  specifically  set  out 
in  said  original  agreement  as  soon  as  it  is  legally  possible  after  the 
execution  of  the  within  supplemental  agreement,  agreeing  that  said 
construction  of  said  water  main  be  completed  as  speedily  as  possible 

if  construction  and  labor  can  be  furnished  by  FERA  labor  of  labor 
furnished  by  the  Federal  or  State  government  without  andy  cost  to  the 
City  of  Fort  Wayne.  This  Item  of  the  supplemental  agreement  cancels 
Item  Two  (2)  of  the  original  agreement  and  is  in  lieu  of  said  Item 
Two  (2)  of  the  said  original  agreement. 

4.  The  Club  hereby  guarantees  to  the  City  that  upon  the 
completion  of  said  project  and  the  turning  in  of  water  into  said  main, 
that  from  and  after  said  date  the  Club  shall  continue  to  use  said  water 
for  a period  of  Ten  (10)  years  and  that  said  Club  further  guarantees 
the  City  that  it  will  pay  to  the  said  City  the  sum  of  Sixteen  Thousand 

($16,000)  Dollar  during  said  period  of  Ten  (10)  years,  payable  in 


yearly  installments  of  One  Thousand  Six  Hundred  ($1,600.00)  Dollars  in 
the  manner  hereinafter  provided.  It  is  expressly  understood  by  and 
between  said  Club  and  the  City  that  One  Thousand  Six  Hundred  ($1,600.00) 
Dollars  shall  be  considered  a minimum  water  rental  for  each  year  during 
the  period  of  Ten  (10)  years. 

It  is  further  specifically  understood  by  and  between  the  Club 
and  the  City  that  the  charge  for  said  water  consummed  shall  be  on  the 
basis  of  the  prevailing  water  rate  current  during  the  year,  and  that  in 
the  event  the  amount  of  water  consummed  exceeds  the  base  water  rental 
charge  of  Sixteen  Hundred  Dollars  per  year,  the  Club  agrees  to  pay  to  the 
City  of  Fort  Wayne  for  the  water  used  in  excess  of  the  minimum  water 
rental  charge.  It  is  further  specifically  understood  and  agreed  that 
the  Club  will  pay  to  the  City  on  a monthly  basis  for  all  water  consummed 
during  the  current  month.  At  the  expiration  of  each  twelve  (12)  months’ 
period  the  Club  agrees  to  pay  to  the  City  the  difference,  if  any,  between 
the  total  cost  of  tne  water  consummed  during  the  current  year  and  the 
annual  water  guarantee  of  Sixteen  Hundred  ($1,600.00)  Dollars. 

It  is  understood  by  and  between  the  City  and  the  Club  that 
the  Club  consumes  and  uses  a large  supply  of  water  during  the  months 
of  May,  June,  July,  August,  and  September  and  October  of  each  year, 
and  that  practically  no  water  is  consumed  by  the  Club  during  the  months 
of  November,  December,  January,  February,  March  and  April  of  each  year. 

It  is  specifically  understood  and  agreed  that  in  the  event  the  Club  does 
not  desire  to  use  City  water  during  the  months  of  November,  December, 
January  February,  March  and  April,  that  the  meter  shall  be  disconnected 
and  no  base  rental  meter  charge  shall  be  assessed  against  the  Club 
during  taid  months.  However,  in  the  event  the  Club  should  desire  to 
use  City  water  during  aforementioned  months  of  November,  December,  January 
February,  March  and  April,  then  the  Club  agrees  to  p^y  the  minimum  base 
rental  charge  for  the  use  of  said  meter  and  water  consumed  and  pay  for 
all  water  consumed  in  excess  of  the  base  rental  charge,  if  any. 

The  City  reserves  to  itself  the  right  to  solicit  any  and  all 
customers  for  the  use  of  City  water  along  the  route  where  said  water 
main  shall  be  constructed.  The  collection  of  water  rental  from  said 
additional  customers  shall  not  in  any  way  effect  or  alter  the  aforemen- 
tioned rental  agreement  by  and  between  the  City  and  the  Club.  It  is  ex- 
pressly understood  and  agreed  that  this  section  shall  supplement  and 
amend  section  Five  (5)  of  the  original  agreement  and  shall  be  in  lieu  of 
all  terms  and  conditions  as  set  out  in  section  Five  (5)  of  the  original 
agreement. 

5.  The  rights  of  the  Club  and  obligations  of  the  City  shall 
at  all  times  be  governed  by  the  laws  of  the  State  of  Indiana  and  the 
regulations  as  set  up  by  the  Public  Service  Commission  of  the  State  of 
Indiana  as  they  may  exist  from  time  to  time,  except  the  guarantee  of 
Sixteen  Thousand  ($16,000)  Dollars  by  the  Club  to  the  City  shall  at  all 


times  remain  in  force  and  effect  through  the  entire  period  of  said  contract 
as  more  specifically  hereinbefore  provided. 

6.  In  the  wvent  extraordinary  conflagration  shall  occur  in  the 
City  of  Fort  Wayne,  which  conflagration  would  threaten  the  entire  City, 
the  City  reserves  the  right  to  shut  off  the  flow  of  water  to  the  Club, 
and  in  no  way  shall  the  cessation  of  said  service  be  construed  as  a 
breach  of  the  within  contract  and  supplement  agreement  thereto  by  the 
City.  The  City  shall  be  the  sole  judge  to  determine  when  an  extra 
haxardous  conflagration  threatens  the  City  of  Fort  Wayne. 

7.  It  is  specifically  understood  and  agreed  by  and  between 
the  City  and  the  Club  that  this  agreement  is  a supplement  and  amendment 
to  the  original  agreement  dated  December  31,  1934,  and  said  original 
agreement  and  said  supplement  shall  be  construed  together,  except  if  a 
conflict  exists  between  the  terms  and  provisions  in  the  within  supplement 
and  the  original  agreement;  the  terms  and  provisions  as  they  are  set 
forth  in  the  within  supplement  and  amendment  shall  supersede  the  terms 
and  conditions  as  set  forth  tn  the  original  agreement. 

1ST  WITNESS  WHEREOF,  the  parties  have  hereto  set  their  hands 
and  seals  to  this  supplemental  agreement  in  duplicate  as  of  the  day  and 
year  first  above  written  by  the  respective  duly  authorized  officers  of 
the  City  of  Fort  Wayne  and  the  Fort  Wayne  Country  Club,  having  first 
been  duly  authorized  by  the  Board  of  Works  of  said  City  of  Fort  Wayne, 
and  the  Board  of  Directors  of  the  Fort  Wayne  Country  Club. 

CITY  OF  FORT  WAYNE , INDIANA 
BY:  ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

JOHN  H.  HO  HNS  ON 

Board  of  Public  Works  of  City 
of  Fort  Wayne. 


FORT  WAYNE  COUNTRY  CLUB 

BY : Win . T . McKay 

President  of  Country  Club 

Carl  J.  Suedhoff 

Secretary  of  Country  Club 

NOW  THEREFORE, BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT 
WAYNE,  INDIANA: 

SECTION  I.  That  the  foregoing  contract  and  agreement  and 
supplemental  contract  and  agreement  made  and  entered  into  by  and  between 
the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
Works,  and  tne  Fort  Wayne  Country  Club,  City  of  Fort  Wayne,  County  of 
Allen,  State  of  Indiana,  for  the  construction  of  a water  line  to  the 
Fort  Wayne  Country  Club  and  providing  for  the  method  of  payment  for 
said  service  by  the  Fort  'Wayne  Country  Club,  which  contract  is  more  fully 
set  forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all 
things  ratified  and  approved. 

SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 


H.  W.  Baals 

Mayor  of  City  of  Fort  Wayne. 

'Walter  E.  Helmke 
Approved  by  City  Attorney  of 
City  of  Fort  Wayne. 

ATTEST: 

Chas . F.  Hess 

Secretary  of  Board  of  Works 


from  and  after  its  passage  and  approval  by  the  Mayor. 

BEM  F.  BENNETT 

The  Ordinance  v/as  read  the  third  time  in  full  and  on  motion 
vras  now  passed  by  the  following  vote;  Ayes  ( nine  ) - Mays  ( none  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  I4th  day  of 
May,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  No. 

FRANK  A.  WY5S , 

President. 

Presented  to  the  Mayor 


1832 


LEONARD  H.  ELLENWOOD, 
City  Clerk. 

for  approval  on  the  I6th  day  of  May  1935. 


LEONARD  H.  ELLENWOOD, 
City  Clerk. 

Approved  this  I6th  day  of  May  1935. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1833. 


AN  ORDINANCE  authorizing  the  issuance  and  sale  of  warrants  in  the  sum  of 
One  Hundred  Twenty  Thousand  ($120,000)  Dollars  in  anticipation  of  the 
collection  of  delinquent  taxes  due  the  General  Fund  of  the  City  of  Fort 
Wayne,  Allen  County,  Indiana,  for  the  year  of  1933  and  prior  years,  said 
warrants  bearing  interest  at  the  rate  of  Four  (4%)  per  cent  per  annum, 
and  due  on  the  1st  day  of  June,  1945,  known  as  Series  "W" , and  providing 
for  the  method  of  payment  and  redemption  thereof  as  amended  May  14,  1935. 
BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

SECTION  I.  That  pursuant  to  and  under  the  authority  of  the  1933 
Acts  of  the  General  Assembly  of  the  State  of  Indiana,  Chapter  161,  said 
City  borrow  the  sum  of  One  hundred  and  Twenty  Thousand  ($120,000)  Dollars 
and  issue  and  sell  ANTICIPATORY  DELINQUENT  TAX  WARRANTS,  payable  solely 
out  of  the  funds  derived  from  its  portion  of  delinquent  taxes  due  the 
General  Fund  for  the  year  1833  and  prior  years,  said  Warrants  shall  be  due 
and  payable  on  the  1st  day  of  June,  1945,  and  shall  be  known  as  Series 
HW , bearing  interest  at  the  rate  of  Four  [4%)  per  cent  per  annum,  and 
shall  be  solely  equally  and  ratably  secured  by  said  aforementioned 
delinquent  taxes. 

SECTION  2.  That  in  order  to  procure  said  loan  tnat  said  Warrants 
of  said  City  be  issued  in  the  amount  of  One  Hundred  Twenty  Thousand 
($120,000)  Dollars,  being  not  more  ihan  Seventy-five  175^)  per  cent  of 
delinquent  taxes  due  the  General  Fund  of  the  City  of  Fort  Wayne,  for  the 
year  1933  and  prior  years,  said  delinquent  taxes  due  said  General  Fund 
of  the  City  of  Fort  Wayne  amounting  to  Two  Hundred  and  Eight  Thousand  hind 
Hundred  and  Forty-four  Dollars  and  Seventy-six  Cents,  ($208,944.76). 

Said  'Warrants  shall  be  in  the  following  aenominati ons  and  of  the  par 
value,  to-wit: 

One  Hundred  (100)  Bonds  at  a par  value  of  $500.00 
Seventy  (70)  Bonds  at  a par  value  of  $1,000.00 
All  of  said  Warrants  to  be  dated  June  1st,  1035,  and  to  bear  interest  from 
that  date  at  the  rate  of  Four  {4%)  per  cent  per  annum,  payable  semi- 
annually, on  the  1st  day  of  June  and  the  1st  day  of  December,  of  each 
year,  and  evidenced  by  interest  coupons  attached  to  said  Warrant  and  bear- 
ing the  lithographed  facsimile  signatures  of  the  Mayor  and  controller  of 
said  City,  and  all  of  said  Warrants  to  be  signed  by  the  Mayor  and  Controller 
of  said  City  and  attested  by  the  City  Clerk  and  sealed  with  the  seal  of 
said  City,  and  to  be  designated  as  Series  "W" , and  numbered  consecutively 
from  One  (i)  to  One  Hundred  Seventy  (170),  inclusive,  and  to  be  designated 
as  ANTICIPATORY  DELINQUENT  TAX  WARRANTS  OF  THE  CITY  OF  FORT  WAYNE. 

All  of  said  Warrants  and  coupons  shall  be  payable  at  the  office 
of  the  City  Treasurer  of  the  City  of  Fort  Wayne,  Fort  Wayne,  Indiana. 

The  Warrants  shall  not  be  registered  in  the  name  of  the  purchaser 

or  any  subsequent  purchaser  thereof,  but  the  City  Controller,  at  the  time 


of  issuing  said  Warrants,  shall  register  the  same  in  a book  kept  for  that 
purpose  giving  the  number  thereof,  the  date  of  the  issue  and  the  date  of 
maturities,  rate  of  interest,  and  the  time  and  place  where  the  same  shall 
be  payable.  Purchasers  of  Warrants  may  notify  the  City  Controller  of 
their  Post-office  addresses,  or  any  change  in  such  addresses,  and  of  the 
Warrants  owned  or  held  by  them. 

SECTION  3.  That  said  Warrants  shall  be  substantially  in  the 
following  form: 

SERIES  "W"  NUMBER  $ 

ANTICIPATORY  DELINQUENT  TAX  WARRANTS 
OS  THE 

CITY  OP  FORT  WAYNE,  ALLEN  COUNTY,  INDIANA. 

The  City  of  Fort  Wayne,  a municipal  corporation,  of  the  County 
of  Allen,  State  of  Indiana,  promises  to  pay  to  bearer  the  sum  of 

DOLLARS , 

on  the  1st  day  of  June,  1945,  with  interest  at  the  rate  of  Four  (4%) 
per  cent  per  annum,  payable  semi-annually,  as  evidenced  by  interest 
coupons  attached  hereto,  from  funds  derived  from  the  collection  of 
delinquent  taxes  due  the  General  Fund  of  the  City  of  Fort  Wayne.  The 
amount  of  delinquent  taxes  due  and  unpaid  the  General  Fund  of  the  City 
of  Fort  Wayne  for  the  year  1933  and  prior  years  is  Two  Hundred  Eight 
Thousand  Nine  Hundred  Forty-four  Dollars  and  Seventy-six  Cents, 
($208,944.76).  This  Warrant  is  one  of  a Series  of  One  Hundred  and 
Seventy  Warrants,  all  of  even  date  herewith,  which  total  One  Hundred  and 
Twenty  Thousand  ($120,000)  Dollars,  being  not  more  than  Seventy-five 
(75%)  per  cent  of  the  tatal  delinquent  taxes  due  the  General  Fund  of 
the  City  of  Fort  Wayne,  which  are  equally,  ratably  and  solely  secured 
by  said  aforementioned  delinquent  taxes. 

This  Warrant  is  an  obligation  of  the  Funds  derived  from 
the  collection  of  delinquent  taxes  due  the  General  Fund  for  the  year 
1933,  and  prior  years.  Said  Warrants  are  callable  on  the  giving  of  a 
ten  (10)  day  notice  as  provided  by  the  1933  Acts  of  the  General  Assembly 
of  the  State  of  Indiana,  Chapter  161,  Section  5.  Said  Warrants  shall 
cease  to  draw  interest  ten  days  from  the  date  of  such  notice. 

The  delinquent  taxes  due  the  General  Fund  of  the  City  of 
Port  Wayne,  Indiana,  for  the  year  1933,  and  prior  years,  are  hereby 
irrevocably  pledged  to  secure  the  prompt  payment  of  the  principal  and 
interest  of  the  within  series  of  warrants  and  said  warrants  shall  be  a 
prior  and  paramount  lien  against  said  delinquent  taxes  due  the  General 
Fund  of  the  City  of  Fort  Wayne,  Indiana  for  1933  and  prior  years. 

Negotiable  and  payable  at  the  office  of  the  City  Treasurer  of 
the  City  of  Fort  Wayne,  Allen  County,  Indiana. 

IN  WITNESS  WHEREOF,  The  City  of  Fort  Wayne,  by  its  Officers, 
has  hereunto  set  its  hand  and  the  seal  of  the  City  of  Fort  Wayne  this 
1st  day  of  June,  1935. 


MAYOR 


ATTEST  ? CITY  CONTROLLER 

CITY  CLERK. 

SECTION  4.  The  City  Controller  shall  manage  and  supervise  the 
preparation,  advertisement,  negotiation  and  sale  of  said  Warrant?,  subject 
to  the  terms  of  this  Ordinance,  which  sale  shall  be  by  sealed  bids  for  all 
of  said  Warrants  or  parcels  or  allotments  thereof,  to  the  highest  and  best 
bidder  for  cash  and  for  not  less  than  the  par  value  thereof,  after  Ten  (10) 
days*  notice  of  the  time  and  place  of  such  sale  shall  have  been  given 
one  time,  ten  (10)  days*  prior  to  the  date  of  sale  in  two  newspapers  rep- 
resenting opposite  political  parties  in  the  City  of  Port  Wayne,  published 
in  the  English  language.  Such  notice  shall  describe  such  Warrants  with 
such  minuteness  and  particularity  as  the  City  Controller  may  see  fit  and 
shall  set  forth  the  amount  of  the  warrants  to  be  sold,  and  the  rate  of 
interest  they  shall  bear,  and  that  the  bidder  may  bid  for  all  or  any 
part  of  said  warrants,  and  the  date  of  opening  bids  or  proposals  therefor, 
and  the  City  Controller  shall  have  the  right  to  reject  any  and  all  bids 
received.  Each  and  every  bid  and  proposal  shall  be  presented  to  the  City 
Controller  sealed  and  shall  be  accompanied  by  a non-collusion  affidavit 
and  by  a duly  certified  check  upon  some  responsible  bank  in  the  City  of 
Part  Wayne,  Indiana,  payable  to  the  order  of  the  City  Treasurer  of  the 
City  of  Port  Wayne,  Indiana,  in  a sum  eq.ua  1 to  two  and  one-half  (2|-)  per 
cen$  of  the  face  value  bid  and  the  City  Controller  shall  award  said  Warrants 
as  he  shall  sec  fit,  in  whole  or  any  part  thereof,  to  the  highest  and  best 
bidder  thereof,  but  said  City  Controller  shall  have  the  right  to  reject 
any  bids  or  proposals  or  any  part  thereof,  and  shall  have  the  right  to 
accept  a part  of  any  bid  or  to  award  an  any  bid  the  whole  or  less  number 
or  the  Warrants  covered  by  such  bids,  or  he  may  in  his  judgment  and  dis- 
cretion award  a part  of  said  Warrants  to  one  bidder  and  a part  to  another 
and  these  provisions  shall  apply  in  the  case  of  reoffering  and  re-advert- 
ising  said  Warrants  in  case  no  bids  are  received  and  in  case  any  bids  for 
said  Warrants  or  any  part  hereof  are  rejected.  In  the  event  no  bids  or 
proposals  are  received,  the  City  Controller  may  sell  or  dispose  of  such 
Warrants  at  any  time  and  in  any  amount  as  he  may  see  fit.  Such  Warrants 
and  the  interest  which  shall  have  accrued  thereon  shall  be  payable  by  the 
City  Controller  from  flunds  solely  derived  from  the  delinquent  taxes  due 
the  General  Fund  of  the  City  Of  Port  Wayne  for  the  year  1933  and  Prior 
years  as  and  when  such  delinquent  taxes  are  collected,  and  paid  to  said 
City,  as  provided  by  Law.  Whenever  the  City  Controller  shall  have  suffi- 
cient mone,.  in  the  Funds  derived  from  the  collection  of  said  delinquent 
taxes  to  pay  an^  Series  of  Warrants,  he  may  notify  the  person  or  persons, 
who,  according  to  his  records,  hold  the  ./arrant  or  Warrants  which  have 
been  selected  by  the  City  Controller  to  be  called,  and  the  method  of  call- 
more  Warrants  shall  be  determined  by  the  City  Controller, 


ing  any  one  or 


and  he  may  notify  the  person  or  persons  who,  according  to  his  record,  hold 
the  Warrant  or  Warrants,  which  have  been  called,  at  his  or  her  post-office 
address,  as  shown  by  the  record  of  sales,  and  that  such  V/arrant  or  Warrants 
will  be  paid  upon  presentation,  and  tne  interest  thereon  shall  cease  at 
the  expiration  of  such  ten  days*  from  date  upon  which  such  notice  is 
mailed,  interest  shall  cease  on  such  Warrant  or  Warrants. 

The  City  Controller  shall  give  notice  one  time  in  two  newspapers 
representing  opposite  Political  parties  circulating  in  such  municipal 
corporation,  and  by  posting  notices  in  three  public  places  in  the  City  of 
Port  Wayne,  that  the  Controller  has  sufficient  funds  with  which  to  pay  the 
Warrants  designated  in  said  notice,  giving  the  number  of  the  respective 
Warrants  which  are  to  be  redeemed,  and  stating  that  if  such  Warrants  are 
not  presented  for  payment  on  a date  designated  in  such  notice  all  interest 
thereon  will  dease. 

SECTION  5.  Delivery  of  said  Warrants  by  said  Controller  shall 
be  made  at  the  office  of  the  City  Treasurer  of  the  City  of  Port  Wayne, 
upon  the  payment  to  the  City  Treasurer  of  the  full  purchase  price  and  bid 
for  such  Warrants  as  certified  to  said  City  Treasurer  by  said  Controller 
and  in  event  that  said  bidder  fails  or  refuses  to  p§ty  for  said  7/arrants 
within  ten  days’  after  said  sale,  the  same  shall  be  treated  as  a breach 
of  contract  of  his  bid  or  proposal  on  account  of  which  the  deposit  made 
by  said  bidder  herein  provided  shall  become  the  property  of  the  said 
City  as  and  for  its  damages. 

SECTION  6.  When  said  Warrants  shall  have  been  signed  as  herein 
provided  and  paid  for  by  said  purchaser  and  delivered  to  the  purchaser 
thereof,  the  same  shall  be  and  constitute  the  binding  obligations  of  the 
funds  derived  from  the  collection  of  delinquent  taxes  due  the  General  Fund 
of  the  City  of  Fort  Wayne  for  the  year  1933,  and  prior  years. 

SECTION  6A.  That  the  delinquent  taxes  due  the  General  Fund  of 
the  City  of  Fort  Wayne,  Allen  County,  Indiana,  for  the  year  1933  and  prior 
years,  are  hereby  irrevocably  pledged  to  secure  the  prompt  payment  of  the 
principal  and  interest  of  the  within  series  of  warrants  and  said  warrants 
shall  be  a prior  and  paramount  lien  against  said  delinquent  taxes  due  the 
General  Fund  of  the  City  of  Fort  Wayne,  Indiana  for  the  year  1933  and  prior 
years . 

SECTION  7.  The  proceeds  derived  from  the  sale  of  said  Warrants 
shall  be  paid  into  the  Treasury  of  the  City  of  Fort  Wayne  and  shall  be 
allocated  to  the  General  Fund  of  said  City. 

SECTION  8.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor,  and  publication  as 
provided  by  Law. 

ALBERT  MORAN 
WALTER  C.  VETTER 
HARRY  M.  McMILLEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  AYES  ( nine  ) - NAYS  ( none  ). 


</E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
wayne , Indiana,  at  a regular  meeting,  held  on  the  I4th  day  of  May,  1955, 
by  a majority  Vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 


GENERAL  ORDINANCE  No.  1833 

FRANK  A.  WYSS , LEONARD  H.  BLLENWOOD, 

President.  Eity  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I6th  day  of  May  1935, 

LEONARD  H.  ELLENWOOD, 
City  Clerk. 


Approved  this  I6th  day  of  May  1935. 


H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1834 


AN  ORDINANCE  allowing  the  claim  of  Mildred  Montague  in  the  sum  of 
Seventy-five  ($75.00)  Dollars  for  injuries  sustained  in  a fall 
as  a result  of  collection  of  icfe  on  the  sidewalk  in  the  City  of 
Port  Wayhe,  Indiana,  on  the  27th  day  of  December,  1934. 

BE. IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE, 
INDIANA: 

SECTION  I.  That  there  be  and  is  hereby  allowed  the  claim  of 
Mildred  Montague  in  the  sum  of  Seventy-five  ($75.00)  Dollars  for 
injuries  sustained  in  a fall  as  a result  of  ice  collected  on  a 
sidewalk  in  the  City  of  Port  Wayne,  Indiana,  on  the  27th  day  of 
December,  1934,  which  amount  shall  be  in  full  for  hospital, 
doctor,  and  ex-ray,  nursing  services,  loss  of  time  and  pain  and 
suffering. 

SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  Ayes  ( eight  ) - Nays  { none  ). 


Vi/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  28th  day  of 
May,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  tne 
ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  No.  1834. 


FRANK  A.  WYSS, 

President, 


LEONARD  H.  ELLENWOOD , 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  May,  1935. 


LEONARD  H.  ELLENWOOD, 
City  Clerk. 


Approved  this  29th  day  of  May,  1935. 


H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1835. 


AN  ORDINANCE  allowing  the  claim  of  anna  K.  O'Harra  in  thesum  of 
Fifty  ($50.00)  Dollars  for  injuries  sustained  in  a fall  as  a 
result  of  a defective  sidewalk  in  the  City  of  Fort  Wayne,  Indiana, 
on  the  I4th  day  of  March,  1935. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, 

INDIANA: 

SECTION  I.  That  there  be  and  is  hereby  allowed  the  claim 
of  Anna  K.  O’Harra  in  the  sum  of  Fifty  ($J3>0.00)  Dollars  for  injuries 
sustained  in  a fall  as  a result  of  a defective  sidewalk  in  the 
City  of  Fort  Wayne,  Indiana,  on  the  I4th  day  of  March,  1935,  which 
amount  shall  be  in  full  settlement  for  all  doctor  and  medical 
expenses  and  pain  and  suffering. 

SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  ttte  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  Ayes  ( eight)  - Nays  (none  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  28tn  day  of 
May,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  No.  1835. 


FRANK  A WYSS, 

President. 


LEONARD  H.  ELLENWOOD , 
City  Clerk. 


Presednted  to  the  Mayor  for  approval  on  the  29th  day  of  May,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


Approved  this  29tn  day  of  May,  1935. 


H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1836. 


AN  ORDINANCE  allowing  the  claim  of  Conrad  Bayer  in  the  sum  of 

Seventy  Dollars  and  Fifty  Cents,  ($70.50,),  for  damages  sustained 
to  a plate  glass  window  on  the  property  of  Conrad  Bayer  as  a 
result  of  large  stones  placed  upon  the  street  by  the  Street 
Department  of  the  City  of  Fort  Wayne,  Indiana,  and  thrown  against 
said  window  by  passihg  vehicles. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, 
INDIANA: 

SECTION  I.  That  there  be  and  hereby  is  allwoed  the  claim  of 
Conrad  Bayer  in  the  sum  of  Seventy  Dollars  and  Fifty  Cents,  ($70.50) 
for  damages  sustained  to  a plate  glass  window  on  the  property  of 
Conrad  Bayer  as  result  of  large  stones  being  placed  upon  the  street 
by  the  Street  Department  of  the  City  of  Fort  Wayne  and  thrown  against 
this  plate  glass  window  on  the  property  of  dontad  Bayer,  by  an  auto- 
mobile striking  said  stone  and  hurling  it  against  the  plate  glass 
window  on  the  property  of  the  said  Conrad  Bayer  on  the  Ilth  day  of 
December,  1934,  whicn  amount  shall  be  in  full  settlement  of  the 
property  damage  sustained  by  the  said  Conrad  Bayer  aforesaid. 

SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote;  Ayes  ( eight  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  28th  day  of 
May,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1836 

FRANK  A WYSS , LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to. the  Mayor  for  approval  on  the  29tn  day  of  May,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  29th  day  of  May,  1935. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1837. 


AN  ORDINANCE  allowing  the  claim  of  Samantha  E.  France  and  William  H. 
Ward  in  the  Cum  of  One  Hundred  ($100)  Dollars  for  property  damages 
sustained  by  them  as  a result  of  cutting  a ditch  across  their  real 
estate  on  or  about  the  14th  day  of  June,  1933. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE, 
INDIANA: 

SECTION  I.  That  there  be  and  is  hereby  allowed  the  claim 

of  Samantha  E.  Fra.nce  and  William  H.  Ward  in  the  aum  of  One  Hundred 

($100)  Dollars  for  property  damages  sustained  by  them  as  a. result 

of  cutting  a ditch  across  the  following  described  real  estate,  to-wit 

Lot  Five  (5)  in  Bastwood  Addition  to  the  City  of  Port 
Wayne,  Alien  County,  Indiana, 

on  or  about  the  I4th  day  of  June,  1933,  which  amount  shall  be  in 
full  settlement  for  any  and  all  property  damages  sustained  by  them 
as  a result  of  said  damages. 

SECTION  2.  That  this  Ordinance  shall  be  in  full  force 
and  effect  on  and  after  its  passage  and  approval  by  the  Mayor. 


ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  tne  following  vote:  Ayes  ( eight  ) - $ays  ( none  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana,  at  a regular  meeting,  held  on  tne  Ilth  day  of 
June,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1837. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I3th  day  of  June,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


Approved  this  I3th  day  of  June,  1935. 


H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1838 


AN  ORDINANCE  amending  General  Ordinance  Number  1458  being  an 

Ordinance  creating  Safety  Zones  and  regulating  the  use  of  samd. 
EE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  FORT  WAYNE , 
INDIANA: 


SECTION  I.  That  Section  One  (I)  of  General  Ordinance  Number 
1458  being  an  ordinance  creating  Safety  Zones  and  regulating  the  use 
of  same  be  amended  to  read  as  follows,  to-wit: 

"That  upon  the  east  side  of  Clinton  Street,  adjacent 
to  the  rail  of  the  present  car  tracks  and  at  the  south 
side  of  each  intersection  with  Main,  Berry,  Wayne,  Wash- 
ington and  Jefferson  Streets,  safety  zones  shall  be 
established  under  the  direction  of  the  Board  of  Public 
Safety.  These  Safety  Zones  shall  be  three  and  one-half 
(3-g-)  feet  in  width  and  forty-six  and  one-half  (46-g-)  in 
length,  including  the  barrier  which  is  constructed  directly 
to  the  south  of  each  Safety  Zone,  and  so  constructed  as 
to  be  convenient  for  the  purpose  of  giving  safety  to 
pedestrians  or  persons  attempting  to  board  or  alight 
from  street  or  interurban  cars.  And  it  shall  be  unlawful 
for  any  person  to  drive  an£  animal,  or  to  drive,  push 
or  operate  an$  vehicle  over,  across  or  upon  any  portion 
of  said  safety  zones." 

SECTION  2.  That  this  Ordinance  shall  be  in  full  force 
and  effect  on  and  after  its  passage  and  approval  by  the  Mayor. 


ARNO  C.  SPIEGEL. 


The  Ordinance  was  read  tne  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote;  Ayes  (eight ) - Nays  (nonej. 


'WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Port  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  Ilth  day  of 
June,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 


GENERAL  ORDINANCE  No.  1838. 

FRANK  A.  WYSS,  LEONARD  H.  ELLEFWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I3th  day  of  June,  1935. 

LEONARD  H.  ELLEN WOOD, 
City  Clerk. 


Approved  this  I3th  day  of  June,  1935. 


H.  W.  BAALS, 


Mayor . 


GENERAL  ORDINANCE  No.  1839. 

AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  approx- 
imately Two  Thousand  (2000)  pounds  of  Scrap  Copper,  approximately 
One  Thousand  (1000)  pounds  of  Scrap  Iron,  and  one  lot  of  obsolete 
Type  A General  Electric  Transformers,  used  in  the  Municipal 
Electric  Light  and  Power  Works  of  the  City  of  Port  Wayne. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE, 

INDIANA: 

SECTION  I.  That  the  Board  of  Public  Works  be  and  hereby 

is  authorized  to  sell  the  following,  to-wit: 

Approximately  Two  Thousand  pounds  (2000)  of  Scrap  Copper 

Approximately  One  Thousand  founds  (1000)  of  Scrap  Iron. 

One  lot  of  obsolete  Type  "A"  General  Electric  Transformers, 
consisting  of 

41  - 3K.  V.  A.  Transformers 

42  - 5 K.  V.  A.  Transformers 
7 - 7-§-  K.  V.  A.  Transformers 

16  - 10  K.  V.  A.  Transformers 
7 - 15  K.  V.  A.  Transformers 
2 - 20  K.  V.  A.  Transformers 
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and  that  said  Board  of  Works,  through  the  City  Attornery,  files 
in  the  Circuit  Court  a petition  for  appointment  of  appraisers  to 
appraise  said  property. 

SECTION  2.  That  this  Ordinance  be  in  full  force  and 
effect  on  and  after  ins  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote;  Ayes  (dight)-  Nays  (none). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City 
of  Port  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  25th  day 
of  June,  1935,  by  a majority  vote  of  all  members  elect,  did  pass 
the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1839. 

PRANK  A.  WYSS,  LEONARD  H.  ELLEN WOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27th  day  of  June,  1935. 

LEONARD  H.  ELLENW00D, 

City  Clerk. 

H.  W.  BAALS, 

Mayor. 


Approved  this  27th  day  of  June,  1935 


GENERAL  ORDINANCE  No.  1840 


AN  ORDINANCE  authorizing  the  hoard  of  Public  Safety  to  sell  Two  (2) 
automobiles  used  in  the  Signal  Department  and  One  (i)  Motorcycle 
Side-car  used  in  the  Pfclice  Department. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OF  FORT  WAYNE,  INDIANA 

Section  I.  That  the  Board  of  Public  Safety  be  and  is  hereby 

authorized  to  sell  One  (i)  Studebaker  coupe,  Motor  number  27329  and 

One  (i)  Ford  Delivery  Truck,  Engine  number  4998553,  used  in  the  Signal 

Department  of  the  City  of  Fort  Wayne,  and  One  (i)  Indian  Motorcycle 

Side  Car  Complete  1932,  used  in  the  Police  Department,  and  to- file 

its  petition  by  and  through  the  City  Attorney  in  the  Allen  Circuit 

Court  for  the  appointment  of  appraisers  to  appraise  said  property. 

Section  2.  That  this  ordinance  be  in  full  force  and  effect 

after  its  passage  and  approval  by  the  Mayor. 


BEN  F.  BENNETT. 


The  Ordinance  was  read  the  third  time  in  full  and  on 
motion  was  no w passed  by  the  following  vote:  Ayes  (Nine)  - Nays  (none). 


WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meetin,  held  on  the  9th  day  of 
July,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1840. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  Ilth  day  of  July,  1935. 


Approved  this  Ilth  day  of  July,  1935. 


LEONARD  H.  ELLENWOOD, 
City  Clerk. 


H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1841. 


AN  ORDINANCE  providing  for  the  licensing  and  regulating  the  sanitation 
of  all  eating  places  and  drink  establishments  in  the  City  of  Port 
Wayne . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  FORT  WAYNE,  INDIANA: 

SECTION  I.  That  it  shall  be  unlawful  for  any  person,  firm 
or  corporation  to  operate  or  attempt  to  operate  any  establishment 
where  foor  or  drink  is  dispensed  or  sold  for  consumption  on  the  premises 
within  the  corporate  limits  of  the  City  of  Port  Wayne  without  first 
having  obtained  a license  so  to  do. 

SECTION  2.  Application  for  such  license  shall  be  made  to 
the  Board  of  Public  Health  on  forms  provided  by  the  Board  for  such 
purpose.  Such  forms,  shall,  when  completed,  show  the  name  of  the 
applicant,  the  name  under  which  he  or  it  intends  to  operate,  the 
address  of  the  establishment,  the  number  of  stools  and/or  chairs  to 
be  used  in  the  ordinary  conduct  of  the  establishment  and  the  report 
of  the  inspector  or  agent  making  the  initial  inspection  of  the  applicant 

The  Board  of  Public  Health  upon  receipt  of  such  application 
shall  within  one  week  inspect  the  premises  described  in  such  application 
and  approve  or  disapprove  the  application. 

LICENSE  PEE. 

Upon  approval  of  the  premises  described  in  tne  application 
the  Board  of  Public  Health  shall  issue  the  applicant  a permit  in 
duplicate  and  the  applicant  shall  pay  to  the  City  Controller  fee  as 
herein  prescribed: 

One  (I)  to  Fifty  (50)  stools  and/or  chairs,  Five  (#5.00) 

Dollars.  Fifty  (50 ) to  One  Hundred  (100)  stools  and/or  chairs, 

Ten  (#10.00)  Dollars. 

One  Hundred  (100)  to  One  Hundred  Fifty  (150)  stools,  and/or 
chairs,  Fifteen  (#15.00)  Dollars. 

One  Hundred  Fifty  (150)  to  Two  Hundred  (200)  stools  and/or 
chairs.  Twenty  (#20.00)  Dollars. 

Over  Two  Hundred  (200)  stools  and/or  chairs,  Twenty-five 
(#25.00)  Dollars. 

Upon  receipt  of  such  fee  the  City  Controller  shall  issue 
a license  to  the  applicant  as  hereinafter  provided,  for  the  conduct 
or  such  business. 

Licenses  shall  be  issued  for  a period  of  one  year  from 
January  1st;  licenses  issued  on  or  after  August  1st  shall  be  one- 
half  the  annual  fee;  all  licenses  shall  expire  on  December  31st. 

License  certificates  shall  be  displayed  in  full  view  in 
all  such  establishments  so  licensed. 

That  the  licensing  application  and  procedure  thus  described 
shall  not  apply  to  persons,  firms  or  corporations  desiring  to  operate 


eating  places  or  drink  stablishments  in  connection  with  circuses, 
carnivals,  Schools,  churches,  socials  or  other  similar  connections; 
however,  such  establishments  shall  be  subjected  to  the  sanitary 
construction,  operation  and  maintenance  as  hereinafter  provided. 

SECTION  3.  The  construction,  sanitation  and  sanitary 
maintenance  of  all  premises  included  in  this  ordinance  shall  be  in 
accordance  with  the  sanitary  food  law  of  the  State  of  Indiana  and  also 
all  rules  of  the  SAate  Board  of  Health  that  a ^ply  to  such  food  and/or 
drink  establishments. 

SEDTION.  4.  The  Board  of  Public  Health  through  its  rep- 
resentative shall  have  full  ingress  and  egress  to  any  such  premises 
described  in  theis  ordinance  during  their  open  hours  for  the  purpose 
of  inspection  or  investigation;  and  shall  publish  or  cause  to  be 
published  at  intervals  a rating  of  the  sanitation  of  such  premises 
licensed  by  this  ordinance. 

The  Board, of  Public  Health  shall  after  inspection  of  such 
establishments  loan  to  the  licensee  a certificat  of  cleanliness  and 
sanitation,  which  certificate  shall  remain  with  the  licensee  as  long 
as  the  establ ichraent  in  maintained  in  accordance  with  the  provisions 
of  this  ordinance. 

SECTION  5.  The  wilful  or  continued  violation  of  any  of  the 
provisions  of  this  ordinance  shall  be  unlawful.  The  Board  of  Public 
Health  shallnotify  either  by  written  or  verbal  notice  the  owner  or 
manager  of  any  such  premise,  of  the  occurance  of  any  violation  of 
the  provisions  of  this  ordinance,  and  shall  upon  a second  similar 
violation  refer  the  ihformation  to  the  City  Attorney  for  proper  legal 
disposition. 

Any  person,  firm  or  corporation  found  guilty  of  violating 
any  of  the  provisions  of  this  ordinance  not  covered  by  statute  bhall 
upon  conviction  be  fined  not  less  than  Ten  ($10. 00)  Dollars  nor  more 
than  One  Hundred  ($100. 00)  Dollars  and  upon  conviction  of  any  third 
offense,  his  or  its  license  shall  be  revoked. 

SECTION  6.  If  any  Section,  Paragraph,  Subdivision,  Clause, 
Sentence  or  Provision  of  this  Ordinance  shall  be  adjudged  by  any 
Court  of  competent  jurisdiction,  to  be  invalid,  such  judgment  shall 
not  affect,  impair,  invalidate  or  nullify  the  remainder  of  this 
ordinance,  by  the  effect  thereof  shall  be  confined  to  the  Section, 
Paragraph,  Subdivision,  Clause,  Sentence  or  Provision  immediately  in- 
volved in  the  controversy  in  which  judgment  or  decree  shall  be  rendered, 

SECTION  7.  That  this  ordinance  shall  be  in  full  force  and 
effect  on  and  after  its  passage  and  approval  of  the  Mayor  and  legal 
publication  thereof. 

G.  A.  DINNEN 

The  Ordinance  wq_s  read  tne  third  time  in  full  and  motion  was  now 
passed  by  the  following  bote:  Ayes  ( eight  ) - $ays  ( one  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9th  day  of 
July,  1935,  by  a majority  vote  of  all  members  elect,  did  pass  the 
ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1841. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  Ilth  day  of  July,  1935. 

LEONARD  H.  ELLENWOOD, 
City  Clerk. 


Approved  this  Ilth  day  of  July,  1935. 


H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1842. 

AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  Three  (3) 
automobiles  used  in  the  Municipal  Electric  Night  And  Poser  Works  of 
the  City  of  Port  Wayne, 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  FORT  WAYNE,  INDIANA: 

SECTION  I.  Tha  the  the  Board  of  Public  'Works  be  and  hereby  is  author- 
ized to  sell  the  following  automobiles,  to-wit: 

I Ford  Coupe,  "1928”  Model,  Motor  Number  613777,  Title  No.  1359255. 

I Ford  Coupe,  "1928"  Model,  Motor  Number  736746,  Title  No.  I6994I0. 

I FordCoupe,  "1928"  Model,  Motor  Number  586909,  Title  No.  1699408. 
and  tnat  said  Board  of  Works,  through  the  City  Attorney,  file  in  the 
Circuit  Court  a petition  for  appointment  of  appraisers  to  appraise  said 
property . 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect  on  and 
after  its  passage  and  approval  by  the  Mayor. 

HARRY  M.  McMILLEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  '■'ity  of  Fort 
Wayne,  indiana,  at  a regular  meeting,  held  on  the  23rd  day  of  July,  1935, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1842. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD , 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  25th  day  of  July,  1935. 

LEONARD  H.  ELLENWOOD , 

City  Clerk. 

Approved  this  25th  day  of  July,  1935. 

II.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1843. 


AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  obsolete  well 
pumps  and  equipment  as  amentded  August  14,  1935. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

S^CIION  I.  That  the  Board  of  lublic  Wor.cs  be  and  is  hereby  authorized 
to  sell  the  fallowing,  to-wit: 

Station  No.  2 - Pape  Avenue 

I - 2100  GPM,  143  foot  head  horizontal  Worthington 
centrifugal  pump,  8"  suction,  5"  discharge, 

Equipped  with  100  HP  General  Electric  Motor,  220  volt 
3-phase,  60  cycle,  Speed  1755  RPM,  drawing  234  amps. 
Electrical  starting  and  control  equipment. 

I - Worthington  Vacuum  Pump  - Size  8"  x 6"  No.  L-26253. 

Driven  by  5 HP,  220  volt,  3-phase,  60  cycle  General 
Electric  Motor,  drawing  12  amps.  (Belt  Driven). 

Station  No.  3 - Rudisill  & Broadway. 

I - Worthington  vertical  surface  type,  1400  GPM, 

Equipped  with  85  HP  General  Electric  motor,  2300 
volt,  3-phase,  60  cycle,  22  amps,  900  RPM. 

Pump  has  10"  suction,  8"  discharge.  Electrical 
starting  and  control  equipment. 

I - Worthington  vertical  surface  type,  2800  GPM,  12" 

suction,  10"  discharge.  Equipped  with  150  HP  General 
Electric  Motor,  2300  volt,  3-phase,  60  cycle,  36.5  amps, 

870  RPM.  Electrical  starting  and  control  equipment. 

Station  No.  4 - Swinney  Park 

I - 400  GPM  Dean-Hill  deep  well  pump,  Serial  No.  102732. 

1140  RPM,  6"  discharge  61  lb.  discharge  pressure. 

Equipped  with  40  HP  General  Electric  motor,  1145  RPM, 

2200  volt,  3-phase,  60  cycle,  10  amps. 

Station  No.  5 - On  Taylor  Street. 

I - DeLaval  horizontal  centrifugal  2100  GEM  pump,  143 
foot  head,  Pump  number  P848755,  8"  suction,  8"  dis- 
charge. Equipped  with  100  HP  General  Electric  motor, 

1745  RPM,  2200  volt,  3- phase,  60  cycle,  23.5  amps. 

Electrical  starting  and  control  equipment. 

Booster  Station  on  Taylor  Street 

I - Worthington  horizontal  centrifugal  pump  No.  10  GLOS 

No.  736073.  10"  suction,  10"  discharge.  Equipped  with 

30  HP  General  Electric  motor,  1165  RPM,  220  volt,  3- 
phase,  60  cycle,  76  amps.  Electrical  starting  and 
control  equipment. 

Station  No.  6 - Rudisill  and  Anthony  Blvds. 

I - Worthington  Deep  Well  vertical  pump.  Equipped  with 
60  HP  General  Electric  motor,  2300  volts,  3-phase, 

60  cycles,  13  amps,  1750  RpM.  Electrical  starting 
and  controlling  equipment. 

Station  No.  7 - Lawton  Park 

I - Pomona  deep  ‘well  pump  - Serial  No.  A-30I2,  600  GPM 

8"  discharge.  Equipped  with  50  HP  Y/estinghouse  motor, 

220  volts,  3-phase,  60  cycles,  1450  RPM,  128  amps. 

Electrical  starting  and  controlling  equipment. 

Station  No.  8 - Foster  Park. 

I - Lane-Bowler  deep  well  pump  No.  3970.  600  GPM, 

8"  discharge.  Equipped  with  60  Hp  General  Electric 
motor,  2300  volts,  3-phase,  60  cycles,  14.5  amps, 

1160  RPM.  Electrical  starting  and  control  equipment. 


Station  No.  9 


Foster  Park. 


I - Lane-Bowler  deep  well  pump  No.  4074.  600  GPM, 

8"  discharge.  Equipped  with  60  Hp  General  Electric 
motor,  2300  volts,  3-phase,  60  cycles,  14.5  amps, 

1160  RPM.  Electrical  starting  and  control  equipment. 

Station  No.  10  - Foster  Park. 

I - Dean-Hill  deep  well  pump,  700  GPM,  140  feet  head  dis- 
charge pressure,  6"  pump  discharge.  Equipped  with 
60  HP  General  Electric  motor,  2300  volt,  3-pnase,  60 
cycles,  1160  RPM,  14.5  amps.  Electrical  starting  and 
control  equipment. 

Station  No.  II  - Franke  Park 

I - Lane-Bowler  - Serial  No.  4161  deep  well  pump.  1400 
GPM,  173  foot  head  discharge  pressure,  12"  discharge, 
equipped  with  150  Hp  General  Electric  motor,  <;20  volt, 
3-phase,  60  cycle,  1165  RPM,  36  amps.  Electrical 
starting  and  control  equipment. 

Station  No.  12  - Franke  Park. 

I - Pomona  - Serial  No.  A- 7901  deep  well  pump,  600  GPM 

8"  discharge.  Equipped  with  50  HP  ./estinghouse  motor, 
440  volts,  3-phase,  60  cycles,  65  amps,  1450  RPM, 
Electrical  starting  and  control  equipment. 

Station  No.  14  - Taylor  Street. 

I - 650  GPM  Peerless  deep  well  pump.  Serial  No.  3650. 

120  foot  head,  8"  discharge.  Equipped  with  60  HP 
General  Electric  motor,  2200  volts,  3-phase,  60  cycles, 
1160  RPM,  14.5  amps.  Electrical  starting  and  control 
equipment. 

Station  No.  15  - Ardmore  Ave . 

I - Lane-Bowler  deep  well  pump  - Serial  No.  4812.  650  GPM, 

120  foot  head,  discharge  heard,  8"  discharge.  Equipped 
with  75  Hp  General  Electric  motor,  2200  volts,  3-phase, 
60  cycles,  18.5  amps,  1160  RPM.  Electrical  starting  and 
control  equipment. 

Station  No.  16  - Foster  Park. 

I - Pomona  deep  well  pump  No.  G-74I0,  600  GPM,  8"  discnarge. 
Equipped  with  50  Hp  General  Electric  motor,  440  volts, 

3- phase,  60  cycles,  65  amps,  1450  RPM.  Electrical 
starting  and  control  equipment. 

PUMPS  AND  EQUIPMENT  STORED  AT  STREET  DEPT.  WAREHOUSE. 

I - Dayton-Dowd  horizontal  centrifugal  pump  - Serial  No. 
10357,  2100  GPM,  170  foot  head,  10"  suction,  8"  dis- 
charge. Equipped  with  150  HP  General  Electric  motor, 
2200  volts,  3-phase,  60  cycles,  34  amps,  1750  RPM. 
Electrical  starting  and  control  equipment. 

I - Union  horizontal,  centrifugal  pump,  Serial  No.  137707. 
700  GPM,  40  foot  hesd,  6"  suction,  5"  discnarge. 

Equipped  with  40  Hp  General  Electric  motor,  440  volts, 

3 -phase , 60  cycles,  47  amps,  1740  RPM.  No  electrical 
starting  equipment. 

I - 12"  x 12"  Worthington  Air  Compressor  No.  L-28489 
Driven  by  General  Electric  75  HP  motor,  440  volts, 
3-phase,  60  cycles,  1150  RPM.  No  electrical  start- 
ing and  control  equipment. 

I - Lane-Bowler  deep  well  pump,  8"  discnarge.  Equipped 

with  60  HP  General  Electric  motor,  2 20  volts,  3-phase, 

60  cycles,  146  amps,  1165  RPM.  Electrical  starting 
and  control  equipment. 

- Lane-Bowler  deep  well  pump,  10"  discharge.  Equipped 
with  150  HP  General  Electric  motor,  A200  volts,  3- 
phase,  60  cycle,  1170  RPM,  35  amps.  Electrical  start- 
ing and  control  equipment. 


I 


I - 15"  x 16"  Worthington  "Laidlav;"  pattern  duplex,  single 
stage,  enclosed  frame,  self-oiling  feather  valve  com- 
pressor. Compressor  displacement  1420  cubic  feet  per 
minute,  operating  at  220  RPM  suitable  for  100  lb.  work- 
ing pressure.  Driven  by  1-265  HP,  2200  volt,  565  RPM, 

63.5  amps,  General  Electric  motor,  3-phase,  60  cycle. 

ana  that  said  Board  of  Works , through  the  City  Attorney,  file  in  the 
Circuit  coutt  petition  for  anointment  of  appraisers  to  aporaise  said 
property. 

SECTION  I-A.  That  the  Board  of  Public  Works  shall  advertise  said 
well  pumps  and  equipment  by  posting  a written  notice  in  the  corridor  of 
the  City  Hall,  on  the  first  floor,  for  a period  of  Fifteen  (15)  days,  and 
also  advertise  said  well  pumps  and  equipment  in  the  two  local  newspapers, 
and  in  three  trade  journals,  one  insertion,  and  sell  such  well  pumps  and 
equipment  at  the  hour  and  date  so  advertised  to  the  highest  and  best  bidder 
for  cash.  The  Board  of  Public  Works  shall  reserve  the  right  to  reject 
any  ar.d  all  bids. 


SECTION  2.  That  this  Ordinance  be  in  full  force  end  effect  upon  and 
after  its  approval  and  passage  by  the  Mayor. 


ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( 7 ) - Hays  ( I ) viz:  Moran. 

•VE  HEREBY  CERTIFY,  That  the  Common  Council  of  trie  City  of  Fort 
Wayne,  India;. a,  at  a Special  meeting,  held  on  the  I4th  day  of  August, 

1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GE FERAL  ORDINANCE  No.  1843. 

FRANK  A.  .7Y3S  , LEONARD  H.  ELLEN, vOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I7th  day  of  August,  1935. 

LEONARD  H.  ELLEN.''; 00D , 

City  Clerk. 

Approved  this  I7th  day  of  August,  1935. 

H.  .7.  Baals, 


Mayor . 


GENERAL  ORDINANCE  No.  1844. 


An  Ordinance  fixing  the  tax  levy  for  City  purposes  for  trie  year  1936. 

Section  I.  Be  it  ordained  by  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  that  a levy  Sixty-three  and  five-tenths  cents 
($.635)  upon  each  One  Hundred  Dollars  of  the  assessed  valuation  of 
all  property  within  the  corporate  limits  of  the  City  of  Port  Jayne, 
Indiana,  be  and  the  same  is  hereby  made  for  the  year  1936,  same  to  be 
divided  as  follows: 


General  Fund  $ .44 

Sinking  Fund  .075 

Police  Pension  Fund  .01 

Firemen's  Pension  Fund  .01 

River  Improvement  & Flood  Prevention  .001 

City  Plan  & Zoning  Commission  .002 

Fort  Wayne  Art  School  .002 

Aviation  Commission  .01 

Bridges  .027 

Park  General  .045 

Parle  Playground  .008 

Park  Tree  Preservation  .005 


Total  Levy  # .635 


Section  2.  That  there  shall  be  collected  from  each  male  inhabitant 
liable  according  to  law,  a poll  tax  of  Two  Dollars  ($2.00)  during  the 
said  year  1936. 

Section  3.  That  all  taxes  shall  be  collected  in  semi-annual 
instal Iments . 

Section  4.  That  this  ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Layor. 

ALBERT  MORAN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  27th  day  of  August, 
1935,  by  a majority  vote  of  allmembers  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1844. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENW00D , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  August,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  3rd  day  of  September,  1935. 

Mayor . 


H.  <7 . BAALS 


GENERAL  ORDINANCE  No.  1845. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Port  Wayne,  Indiana,  by  and 
through  its  Board  of  Public  Works,  and  Cole,  Moore  & Geupel,  Inc. /an 
Indiana  corporation. 

WHEREAS,  the  State  Board  of  Health  of  the  State  of  Indiana  £as  filed  a 
mandate  action  against  the  City  of  Port  Wayne  to  build  a- sewage  disposal 
plant  to  prevent  the  pollution  of  streams  in  the  vicinity  of  Port  Wayne;  and 

WHEREAS,  a public  necessity  exists  for  the  purpose  of  sanitation  to  build 
intercepting  sewers  and  sewage  treatment  plant;  and 

.'/HE REAS , the  United  States  Government,  through  its  Public  Works  Adminis- 
trator, is  willing  to  make  an  absolute  grant  of  Porty-five  (45^)  per  cent  of 
the  total  cost  of  construction  of  intercepting  sewers  and  sewage  disposal 
plant;  and 

WHEREAS , on  the  I9th  day  of  July,  1935,  the  City  of  Port  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  entered  into  a certain  contract 
and  agreement  with  Cole,  Moore  & Geupel,  Inc.,  a corporation  organized  and 
existing  under  and  by  virtue  of  the  laws  of  tne  State  of  Indiana,  for  the 
employment  of  the  said  Cole,  Moore  & Geupel,  Inc.,  as  Consultant  Engineers 
to  design  and  supervise  the  building  of  a sewage  treatment  plant,  inter- 
cepting sewers,  out-fall  sewers,  force  mains,  pumping  stations,  ejector 
stations,  and  all  other  appurtenances  necessary  or  useful  and  convenient 
for  tne  treatment,  purification  and  disposal,  in  a sanitary  manner,  of 
the  liquid  and  solid  waste,  sewage,  night  soil  and  industrial  waste,  which 
contract  is  in  tne  following  words  and  figures,  to-wit: 


CONTRACT 

THIS  AGREEMENT,  made  and  entered  into  this  I9th  day  of  July,  1935, 
by  and  between  the  MUNICIPAL  CITY  OP  FORT  WAYNE,  a municipal  corporation 
of  tne  State  of  Indiana,  hereinafter  designated  the  “CITY",  and  COLE, 
MOORE  & GEUPEL,  INC.,  a corporation  organized  and  existing  under  and  by 
virtue  of  tne  lav/s  of  tne  State  of  Indiana,  -hereinafter  designated  as 
“ENGINEERS* , 


-WITMESSETH- 

WHEREA3  the  City  is  desirous  of  constructing  c sewage  disposal  plant 
and  system  of  intercepting  sewers  to  serve  tne  City  of  Port  Jayne,  provided 
the  proper  financing  can  be  arranged  and  procured  from  the  Federal  Govern- 
ment through  its  Public  Works  Administrator,  or  from  other  soutces;  and 

WHEREAS  the  City  is  desirous  of  employing  COLE,  MOORE  & GEUPEL,  INC., 
to  perform  the  engineering  services  for  said  public  work; 

NO W , THEREFORE,  in  consideration  of  the  mutual  promises  and  agree- 
ments herein  contained,  it  is  agreed  as  follow? , to-wit : 

ARTICLE  i.  The  improvements  and  performances  upon  which  this  con- 
tract is  based  are  comprehensive  Drainage,  Sewerage  and  Sewer  Drainage 
Plants  and  appurtenances  thereto.  The  improvements  may  for  convenience  be 
sub-divided  into  major  items,  as  follows: 

SEWAGE  TREATMENT  PLANT 
INTER  CEPT I NG  SE  WERS 
OUT -FALL  SEWERS 
FORCE  MAINS 
PUMPING  STATIONS 
EJECTOR  STATIONS 

and  all  other  appurtenances  Rtcessary  or  useful  and  convenient  xor  the 


treatment,  puf if ieation  and  disposal,  in  a sanitary  manner,  of  the  liquid 
and  solid  wast,  sewage,  night  soil  and  industrial  waste. 

The  performances  are  special  engineering  services  in  the  locating, 
planning  and  designing  of  the  improvements  aforesaid;  and  in  supervising 
their  construction;  and  in  the  o.eration  of  the  disposal  works  thereof,  all 
to  the  extent  as  hereinafter  set  forthl 

ARTICLE  II.  The  Engineering  services  required  in  connection  with 
above  mentioned  improvements  are  classified  herein  as  follows: 

A.  Design  of  Improvements, 

B.  Supervision  of  Construction. 

ARTICLE  III.  The  ENGINEERS  shall,  under  the  direction  of  tne  Board 
of  Public  Works,  and  with  reasonable  diligence,  design  tne  improvements, 
said  designing  services  being  as  follows: 

(a)  Making  tne  necessary  location,  topographical  and  property 
and  right  of  way  surveys  and  obtaining  such  other  field  in- 
formation, test  hole  borings  and  soundings  as  may  be 
necessary.  The  Engineers  shall  plan,  direct  and  supervise 
the  making  of  all  boring  and  soil  bearing  tests,  and  shall 
pay  for  all  expenses  incident  thereto. 

(b)  The  prompt  preparation  and  furnishing  to  the  City  of  all 
such  maps,  plats,  drawings,  charts,  profiles,  blue  prints, 
reports  of  borings  and  soil  tests  and  other  field  information, 
contract  forms,  bond  forms  and  other  documents,  whither  of 
the  same  or  a different  kind  or  character  as  may  be  necessary 
or  convenient  in  the  establishment  and  ordering  of  said  im- 
provements, or  any  of  them,  or  in  advertising  for  bids  for 
the  construction  thereof,  or  in  the  letting  or  making  of 
contracts  therefor,  all  to  be  prepared  and  furnished  in  such 
order,  sewuence  and  manner  as,  in  the  judgment  of  the  Board 

of  Public  ’Works  of  the  CITY,  will,  in  the  best  and  most  orderly 
and  expeditious  manner,  accomplish  end  affect  tne  establish- 
ment of  said  improvements,  the  contracts  therefor  and  the 
construction  thereof,  and  all  to  be  prepared  and 
furnished  in  such  form  and  manner  as  will  i.eet  the  approval 
of  the  State  Board  of  Health,  the  State  Board  of  Accounts 
and  the  Department  of  Inspection  tnereof,  and  tne  State 
Engineer  of  the  Federal  Emergency  Administration  of  Public 
'Works , and  of  any  other  body  at  any  time  having  authority 
to  approve  or  disapprove  tne  same  or  to  approve,  disapprove, 
inspect  or  su  ervise  the  improvements  hereinbefore  referred 
to.  All  such  forms  shall  be  subject  to  the  approval  of 
the  City  Attorney  and  shall  be  so  prepared  as  to  meet  his 
approval . 

(c)  The  Engineers  shall  also,  and  without  extra  compensation 

therefor,  prepare  and  fuenish  the  CITY  all  such  maps,  plats, 
drawings,  profiles,  charts,  blue  prints,  reports,  of  borings, 
and  soil  tests  and  other  field  information,  and  copies  of 
all  such  proposals,  estimates,  specifications  and  contracts  as 
may  be  required  to  be  filed  in  the  office  of  the  Board  of 
Public  Workd  or  in  any  other  department  of  the  City,  of  that 
may  be  required  to  be  filed  in  the  office  of  the  State  Board 
of  Health,  the  State  Board  of  Accounts  or  the  Department  of 
Inspection  thereof,  or  with  andy  other  public  authority. 

ARTICLE  IV.  The  E1TGIHEERS  shall,  under  the  direction  of  the  Board 
of  Public  Works,  and  with  reasonable  diligence,  supervise  the  construction 
of  the  improvements,  said  supervisory  services  being  as  follows: 

(a)  Supervising  the  v/ork  of  construction  and  completion  of  said 
improvements  in  such  a manner  as  to  secure  the  faithful 
execution  of  all  work  embraced  in  the  several  contracts. 

The  manner  of  wupervising  said  work  shall  comprise  furnishing 
contract  drawings  and  specifications  in  the  required  number, 
tabulating  bids  and  analyses  of  same,  giving  such  assistance 
as  will  be  necessary  for  the  proper  letting  of  contracts, 
rendering  weekly  progress  reports,  approving  and  submitting 
for  approval,  estimates,  visiting  and  inspecting  tne  work 

and  approving  its  final  completion,  and  a graph  of  progress 


shall  be  prepared  and  placed  in  the  office  of  the  Board  of 
Public  Works,  which  graph  of  progress  shallshow  the  weekly 
progress  of  the  work  and  be  brought  to  date  each  week. 

(b)  Furnish  ing  and  emptying  during  the  construction  of  the  im- 
provements and  experienced  resident  engineer  whose  selection 
shall  be  subject  to  trie  approval  of  the  Board  of  Public  Works, 
and  who  shall  be  in  immediate  charge  of  and  direct  the 
operations  of  the  engineering  and  inspection  organizations 

in  the  field.  The  resident  engineer  shall  be  employed  con- 
tinuously if  the  progress  of  the  work  warrants  and  he  shall 
carry  on  his  duties  and  operations  subject  to  the  control  of 
the  ENGINEERS . The  service  of  said  resident  engineer  shall 
be  paid  for  by  the  ENGINEERS. 

(c)  Furnishing  and  emptying  during  the  construction  period,  an 
engineering  and  an  inspection  organization  of  such  size  tiiat 

at  all  times  such  services  will  be  promptly  and  adequately  pro- 
vided, said  field  organizations  being  in  addition  to  the  resi- 
dent engineer  mentioned  above.  The  fiel  organizations  shall 
be  employed  continuously  if  the  progress  of  the  work  warrants 
and  they  sahll  carry  on  their  duties  and  operations  under  the 
direction  of  the  resident  engineer.  The  expenses  of  the  en- 
gineering and  inspection  organization  shall  be  borne  by  the 
ENGINEERS.  All  ordinary  inspectors  are  exeepted  under  this 
c laus  e . 

(d)  Inspecting  and  testing  of  all  materials  of  construction  and 
of  all  mechanical  equipment  to  the  extent  necessary  to  insure 
full  compliance  with  the  contract  drawings  and  specifications, 
said  testing  of  materials  of  construction  to  be  made  as  far  as 
possible  in  the  testing  laboratory  of  the  City  of  Port  Wayne 
at  the  cost  of  the  City. 

(e)  Preparing  and  furnishing  of  a complete  set  of  record  drawings 
of  the  finished  work  as  constructed  together  with  photographs 
and  otner  data  as  needed  for  permanent  record  of  the  work. 

(f)  Directing  and  placing  the  sewage  treatment  works  in 
operation  and  directing  its  operation  over  a period  of 
one  year  after  sewage  is  first  turned  into  the  plant,  and 
accepted.  This  service  shall  involve  at  least  semi-monthly 
visits  by  either  the  ENGINEERS  or  a.  principal  of  his 
organization,  instruction  of  operating  personnel,  establish- 
ment of  control  technique,  development  and  printing  of 
operating  records,  analyses  of  operating  data  and  preparing 
and  furnishing  the  first  annual  report  which  will  place  in 
permanent  form  for  wuture  reference  said  operating  data. 

The  ENGINEERS  agree  to  assist  the  CITY  in  selecting  a 
supervising  engineer,  if  the  CITY  so  desires,  whose  duty 
it  shall  be  to  superintend  the  operation  of  said  sewage 
disposal  plant  after  the  same  has  been  constructed  and  to 
train  the  employees  of  the  CITY  in  the  management,  working 
and  operation  of  said  plant. 


ARTICLE  V.  The  ENGINEERS  agree  to  prepare  an  application  for  the 
CITY  of  Port  Wayne  to  tne  Public  Works  Administrator  of  the  Federal 
Government  of  the  United  States  for  a loan  or  loans,  grant  of  grants  of 
money  to  properly  dinance  the  construction  of  said  project  and  to  submit 
the  same  for  approval  to  said  Public  Works  Administrator  and  use  its  best 
efforts  to  procure  for  said  CITY  said  loan  or  loans,  grant  or  grants  of 
money  for  tne  work  contemplated.  The  plan  of  financing  and  construction 
of  said  project  shall  be  such  as  is  within  the  purview  and  subject  to  the 
provisions  of  Chapter  61  of  the  Acts  of  the  Indians  General  Assembly  of 
1932,  and  Acts  amendatory  thereof  and  supplemental  thereto. 

ARTICLE  VI.  The  ENGINEERS  agree  to  furnish  the  CITY  sufficient 
sets  of  blue  prints  (Duplicates)  of  all  general  and  detailed  drawings, 
when  such  are  completed,  necessary  for  correct  execution  of  tne  work. 

The  ENGINEERS  also  agree  to  furnish  the  CITY  Four  (4)  sets  of  specifications 


and  general  and  detailed  drawings  bound  in  book  form. 

ARTICLE  VII.  The  CITY  agrees  to  pay  to  the  ENGINEERS,  as  and  for 


full  compensation  for  is  services  as  ENGINEERS  under  this  contract,  a sum 

equal  to  Five  (5/)  per  cent  upon  the  entire  cost  of  the  sewage  disposal 

plant  and  system  of  intercepting  sewers  contemplated  by  the  parties  and 

covered  by  this  contract,  said  costs  excluding  the  expense  of  legal  services, 

engineering  and  inspection,  printing  and  advertising,  and  less  expense  for 

land  and  acquiring  lands  end  rights-of-ways,  which  sum  shall  be  in  full 

payment  and  compensation  to  the  ENGINEERS  for  all  designs,  plans,  drawings 

the 

and  specification  and/superintendence  and  supervision  of  the  con- 
struction of  said  work,  including  compensation  for  the  resident  engineer 
provided  for  hereinabove,  and  for  all  work  done  by  said  engineer  or  any 
one  employed  by  him  in  the  supervision  of  said  work.  Said  compensation 
shall  also  cover,  and  be  in  full  to  the  ENGINEERS  for,  allwork  done  by 
it  in  the  preparing  of  applications  for,  and  in  procuring  approval  of, 
a loan  or  loans,  grant  or  grants  of  money  from  the  Public  Works  Administra- 
tor of  the  Federal  Government  of  the  United  States  in  the  financing  of 
said  project  for  said  CITY.  The  commission  of  Five  (5/)  per 'cent  as  herein 
provided  shall  be  divided  as  follows: 

TWO  AND  ONE-HALF  ( 2 -g-)  PERCENT  of  said  commission  shall 
be  paid  to  ENGINEERS  in  monthly  installments  during  the  progress 
of  the  actual  preparation  of  the  plans,  drawings  and  specifica- 
tions covering  said  work.  The  amount  of  said  monthly  payments 
shall  be  determined  by  CITY  and  allowed  only  if  and  when  funds 
are  available.  The  balance  of  said  two  and  one-half  per  cent 
shall  be  paid  to  ENGINEERS  upon  the  completion  of  the  plans, 
drawings  and  specifications  covering  said  work  and  the  acceptance 
of  the  same  by  the  CITY. 

TWO  (2/b)  PERCENT  of  said  commission  shall  be  paid  to 
ENGINEERS  in  monthly  installments  during  the  progress  of  the 
actual  construction  of  said  work  as  certificates  are  issued  to 
the  contractor  for  work  done  and  accepted;  or  as  funds  are  available; 

THE  BALANCE  of  said  commission,  to-wit:  ONE-HALE  ( 

PERCENT,  shall  be  paid  to  ENGINEERS  Six  (6)  months  after  said 

work  has  been  fully  and  finally  completed,  sir  as  funds  are  available. 

ARTICLE  VIII.  It  is  specifically  understood  and  agreed  that  this 
contract  shall  become  and  be  of  full  force  and  effect  only  in  the  event 
CITY  determines  to  and  does  make  application  to  the  Federal  Government 
for  a loan  and/or  grant  and  only  when  said  loan  of  loans,  grant  or  grants 
of  money  and  proper  financing  for  the  construction  of  said  project  have 
been  approved  by  the  Federal  Government  or  any  branch,  division  of 
department  thereof  for  the  benefit  of  the  CITY  and/or  tnrough  other  sources; 
on  or  before  January  1st,  1936,  otherwise  this  contract  shall  be  null  and 
void  and  of  no  further  force  and  effect.  In  the  event  loan  or  loans,  grant 
or  grants,  of  money  and  proper  financing  for  the  construction  of  said  project 
shall  have  been  approved  as  hereinbefore  defined,  on  or  before  January  1st, 
1936,  this  contract  shall  be  and  remain  in  full  force  and  effect  and  binding 
in  every  respect  upon  all  the  parties  hereto. 

ARTICLE  IX.  It  is  understood  and  agreed  that  ENGINEERS  shall  be 
under  no  obligation  to  prepare  and  furnish  any  drawings,  plans  or  specifi- 
cations for  the  work  contemplated  by  this  contract  until  reasonable  assurance 
hdo  been  given  that  the  CITY  may  be  able  to  properly  finance  said  work. 


save  and  except  such  plans,  drawings  and  specifications  as  are  necessary 
to  properly  prepare  and  present  the  application  of  the  CITY  for  financing 
said  project  to  said  Public  'works  Administrator,  or  to  any  other  official 
who  may  properly  pass  upon  the  same,  for  the  purpose  of  obtaining  said 
lean  or  grant. 

ARTICLE  X.  The  ENGINEERS  agree  to  employ,  in  so  far  as  possible, 
engineers,  draftsman,  rodmen,  office  and  other  help  living  in  the  City  of 
Port  Y/ayne,  Indiana,  provided  they  qualify  for  the  work,  all  such  employees 
to  be  approved  by  the  Board  of  Public  ./ orks. 

ARTICLE  XI.  The  CITY  agrees  that  the  ENGINEERS  shall  and  may  have 
free  access  at  all  reasonable  times  to  all  details,  plans,  drawings, 
specifications,  reports,  records,  maps,  profiles  and  other  data  wiaich  the 
CITY  now  has  in  its  possession  pertaining  to  its  present  sewage  system 
and  any  proposed  or  contemplated  sewage  disposal  plant  and  system  of 
intercepting  sewers. 

ARTICLE  XII.  Under  any  conditions  before  a final  settlement  is  made 
with  the  ENGINEERS,  his  successor  or  his  assigns,  in  addition  to  all  plans, 
profiles,  drawings,  etc.,  all  engineering  field  books  and  notes  shall  be 
turned  over  to  the  CITY  properly  numbered  and  indexed. 


IN  WITNESS  .'/HEREOF,  the  parties  have  hereunto  set  their  hands  and 
sesis  this  I9th  day  of  July,  1935. 


MUNICIPAL  CITY  OP  PORT  Y/AYNE , INDIANA 


(SEAL) 


ATTEST : 

Cnas . ?.  Less 

CLERK  CP  BOARD  OP  PUBLIC  YORKS 


BY:  H.  W.  BAALS 


COLE 

BY: 


Robert  G.  Beams 

MAYOR 

A.  T.  Andersen 

John  H.  Johnson 

BOARD  OP  PUBLIC 

’.YORKS 

, MOORE  & GEUPEL,  INC., 

Chas . W.  Cole 

PRES IDENT 


ATTEST: 

v/m.  S.  Moore 

SECRETARY 

(SEAL) 

Approved  as  to  form  by  VYa  1 1 e r E ♦ He lrnke 

./alter  E.  Helmke 


City  Attorney 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  TIE  CITY  OF  FORT  WAYNE,  INDIANA: 


SECTION  I.  That  the  foregoing  contract  and  agreement  made  and  entered 
into  by  and  between  the  City  of  Fort  Wayne , Indiana,  by  and  through  its 
Board  of  Public  Works,  and  Cole,  Moore  & Geupel,  Inc.,  for  the  employment 
of  said  Cole,  Moore  & Geupel,  Inc.,  as  consultant  engineers  to  design  and 
supervise  the  building  of  a sewage  treatment  plant,  intercepting  sewers, 
out-fall  sewers,  force  mains,  pumping  stations,  ejector  stations,  and  all 
other  appurtenances  necessary  or  useful  and  convenient  for  the  treatment, 
purification  and  disposal,  in  a sanitary  manner,  of  the  liquid  and  solid 
waste,  sewage,  night  soil  and  industrial  waste,  which  contract  and  agree- 
ment is  more  fully  set  forth  in  the  preamble  hereto,  be  and  the  same  is 
hereby  in  all  things  ratified  and  approved. 

SECTION  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor,  and  its  legal  publication. 


BEN  F.  BENNETT. 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

Vi®  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 

Wayne,  Indiana,  at  a regular  meeting,  held  on  the  27th  day  of  August, 

1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 

hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  No.  1845. 

FRANK  A.  V'/YSS  , LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  August,  1935. 

LEONARD  H.  ELLEN POOD , 
City  Clerk. 

Approved  this  3rd  d^y  of  September,  1935. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1846. 


AN  ORDINANCE  authorizing  the  Mayor  of  the  City  of  Fort  Wayne  and  the  City 
Clerk  of  the  City  of  Fort  'Wayne  to  execute  a Quit  Claim  Deed  for  and  on 
behalf  of  the  City  of  Fort  Wayne  to  the  Grand  Rapids  and  Indiana  Railway 
Company  for  a certain  parael  of  real  estate. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

SECTION  I.  That  the  Mayor  of  the  City  of  Fort  Wayne  and  the  City  Clerk 
are  hereby  authorized  to  execute  a -j,uit  Claim  Deed  to  the  Grand  Rapids  and 
Indiana  Railway  Company,  which  Quit  Claim  Deed  is  in  the  following  words 
and  figures,  to -wit: 

THIS  INDENTURS  WITNFSSETH,  That  the  CITY  OF  FORT  WAYNE,  in  theCounty 
of  Allen  and  State  of  Indiana,  the  Grantor,  as  well  for  and  in  considera- 
tion of  the  sum  of  One  Dollar  to  it  paid  as  for  other  good  and  valuable 
considerations  it  thereto  moving,  quit-claims  to  GRAND  RAPIDo  h i ....Jj-AuA 
RAILWAY  COMPANY,  a Corporation  , the  Grantee,  its  successors  and  assigns, 
al  its  estate,  right,  title  and  interest  in  the  following  real  estate, 

ALL  THAT  CERTAIN  piece  or  parcel  of  land,  being  a portion  of  the 
present  location  of  the  'Washington  Boulevard,  Eighty  feet  wide,  SHU  All 
in  the  City  of  Fort  Wayne,  in  the  County  of  Allen  and  State  of  Indiana, 
bounded  and  described  as  follows,  viz:  - 

BEGINNING  at  a point  formed  by  the  intersection  of  the  Westerly  line 
of  land  of  the  Grand  Rapids  & Indiana  Railway  Company  with  the  Northerly 
line  of  the  oresent  location  of  the  Washington  .ooulevard,  ji.igh.ty  feet 
wide;  extending  from  said  beginning  point  eastwardly,  by  land  of  the 
Grand  Rapids  & Indiana  Railway  Company,  along  said  Northerly  line  of 
present  location  of  the  Washington  Boulevard,  making  an  interior  angle 
of  Sixty-seven  degrees  twenty-three  minutes  with  said  Westerly  line  of 
land  of  the  Grang  Rapids  & Indiana  Railway  Company,  crossing  the  center 
line  of  track  of  railroad  of  the  New  York  Central  Railroad  Company  and 
crossing  the  center  line  of  track  of  railroad  of  the  Grand  Rapids  & 

Indiana  Railway  Company;  thence  Southeastwardly , along  said  Northeasterly 
line  of  land  of  the  Grand  Rapids  & Indiana  Railway  Company,  on  a curve 
to  the  left  having  a radius  of  Eigh  hundred  and  five  feet  and  one-tenth 
of  a foot,  the  distance  of  One  hundred  and  seventeen  feet  and  one-tenth 
of  a foot  to  apoint  in  the  Southerly  line  of  said  present  location  of 
the  Washington  Boulevard;  thence  Westward ly,  by  land  of  the  Grand  Rapids 
Sc  Indiana  Railway  Company,  along  said  Southerly  line  of  present  location 
of  the  Washington  Boulevard,  being  parallel  with  and  distant  Eight  Feet 
measured  Southwardly  and  at  right  angles  from  the  first  course  hereinbe- 
fore described,  recrossing  said  center  line  of  track  of  railroad  oi  one 


Grand  Rapids  & Indiana  Railway  Company,  the  distance  of  One  hundred  and 
twenty-one  feet  and  twenty-five  one-hundredths  of  a foot  to  a point  formed 
by  the  intersection  of  said  Southerly  line  of  present  location  of  the 
Washington  Boulevard  with  the  Northerly  line  of  the  proposed  location  of 
said  Washington  Boulevard,  Eight  feet  wide;  thence  Westwardly,  deflecting 
to  the  right  from  the  last  course  hereinbefore  described,  within  the 
lines  of  said  present  location  of  the  'Washington  Boulevard,  being  along 
the  Northerly  line  of  said  proposed  location  of  the  Washington  Boulevard, 
recrossing  said  center  line  of  track  of  railroad  of  The  N ew  York  Central 
Railfoad  Company,  the  distance  of  One  hundred  and  ninety-eight  feet  and 
forty  one-hundredths  of  a foot  to  a point  in  said  Wester ly  line  of  land 
of  the  Grand  Rapids  & Indiana  Railway  Company  distant  Twenty-six  feet 
and  thirty-eight  one-hundredths  of  a foot  measured  Northwardly  along 
said  Westerly  line  of  land  of  the  Grand  Rapids  & Indiana  Railway  Company 
from  its  point  of  intersection  with  the  said  Southerly  line  of  present 
location  of  the  Washington  Boulevard,  Eighty  feet  wide;  said  last 
mentioned  course  hereinbefore  described  making  an  angle  of  sixty  degrees 
twenty  minutes  with  said  Westerly  line  of  land  of  the  Grand  Rapids  & 

Indiana  Railway  Company  and  measured  from  the  Eastward  towards  tne  South- 
ward; and  thence  Northwardly,  along  said  Westerly  line  of  land  of  the 
Grand  Rapids  & Indiana  Railway  Company,  the  distance  of  Sixty  feet  and 
thirty-two  one-hundredths  of  a foot  to  tne  place  of  beginning; 

CONTAINING  Twenty  thousand  one  hundred  and  eighteen  square  feet,  more  or 
less  . 

BEING  the  greater  part  of  a strip  of  land  Eighty  feet  wide  through 
the  property  of  the  said  Grand  Rapids  & Indiana  Railway  Company  which 
the  Board  of  Public  Works  of  the  City  of  Port  Wayne  by  Declaratory 
Resolution  No.  6II-I929  appropriated  for  the  extension  of  Washington 
Road;  and  by  reason  of  the  relocation  of  the  said  Washington  Road,  now 
known  as  Washington  Boulevard,  the  above  described  piece  or  parcel  of 
land  no  longer  is  required  by  the  said  City  of  Port  Wayne  and  the  same 
has  been  duly  vacated  and  authorized  to  be  quit-c laimed  to  the  Grand 
Rapids  & Indiana  Railway  Company  by  the  said  City. 

IN  WITNESS  WHEREOF,  the  said  CITY  OP  FORT  WAYNE,  pursuant  to  General 

Ordinance  No. -1935,  has  caused  this  deed  to  be  executed  by 

HARRY  ¥.  BAALS,  its  MAYOR,  and  attested  by  LEONARD  H.  ELLENWOOD,  its 
Clerk,  this day  of 1935. 

CITY  OP  PORT  WAYNE 


BY;  - H,  W,  BAALS 

MAYOR 


ATTEST: 


CLERK . 


STATE  OF  INDIANA: 


SS: 


COUNTY  OF  ALLEN  : 


Personally  appeared  before  me,  a Notary  Public  in  and  for  said  State 
and  County,  HARRY  W.  BAALS  as  Mayor  and  LEONARD  H.  ELLENWOOD  as  Clerk, 
respectively,  of  the  CITY  OF  FORT  WAYNE  and  severally  acknowledged  the 
execution  of  the  annexed  deed  to  be  the  voluntary  act  and  deed  of  said 
City  of  Fort  Wayne  and  their  voluntary  act  as  such  officers. 

Witness  my  hand  and  notarial  seal,  this day  of , 1935. 


My  Comm.  Expires 


Notary  Public 


Section  2.  That  the  value  of  said  parcel  of  real  estate  does  not 
exceed  the  sum  of  One  Hundred  ($100)  Dollars,  and  in  view  of  the  amount 
not  exceeding  said  sum,  the  same  shall  be  sold  end  conveyed  without 
appraisement . 

Section  3.  This  Ordinance  shall  be  in  full  force  and  take  effect 
on  and  after  its  passage  and  approval  by  the  Mayor. 

G.  A.  DINNEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 


7/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana, at  a regular  meeting,  held  on  the  27th  day  of  August,  1935,  by  a 
majority  vote  of  all  members  elect,  did  pass  tne  ordinance  hereunto  attach- 
ed, and  known  as 
GENERAL  ORDINANCE  No.  1846. 

FRANK  A.  WYSS,  LEONARD  H.  ELLEN  .70 OD  , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  August,  1935. 

LEONARDH.  ELLENWOOD , 

City  Clerk. 


Approved  this  3rd  day  of  September,  1935. 


H.  W.  BAALS, 


Mayor . 


GENERAL  ORDINANCE  No.  1847. 


AN  ORDINANCE  amending  General  Ordinance  No.  1555,  being  an  Ordinance 
regulating  traffic  upon  the  Public  Streets  of  the  City  of  Port 
Waype , Indiana,  and  repealing  General  Ordinance  1621;  1657;  1706, 

and  1736,  and  all  other  Ordinance  in  conflict  therewith,  as  amended 
August  27,  1935. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  INDIANA 

Section  I.  That  Section  31  of  General  Ordinance  No.  1555  be 
amended  to  read  as  follows: 

Section  31.  Parking  Limited  in  Designated  Places. 

It  shall  be  unlawfuly  for  any  driver  of  owner  of  any  vehicle  to 
stop  or  park  or  allow  or  permit  said  vehicle  to  be  stopped  or  parked 
in  the  following  designated  places: 

(a)  On  the  north  side  of  Lewis  street  from  the  east  line  of 
Webster  street  to  the  west  line  of  Calhoun  street; 

(b)  On  the  east  side  of  Calhoun  street  from  Main  street  to 
Berry  street; 

(c)  On  the  south  side  of  Main  street  from  the  east  line  of 
Harmony  court  to  the  west  line  of  Calhoun  street; 

(d)  Prom  the  east  line  of  Court  street  on  the  nortn  side  of 
Main  street  to  the  east  line  of  Calhoun  street; 

(e)  On  the  west  side  of  Calhoun  street  from  the  nortn  side  of 
Main  street  north  to  the  first  intersecting  alley; 

(f)  And,  except  for  loading  and  uniaading,  on  Dock  street; 

(g)  On  Maiden  Lane  from  the  south  line  of  Pearl  street  to  the 
north  line  of  Berry  street  and  Harmony  court  from  the  soutn  line  of 
Main  street  to  the  north  line  of  Berry  street; 

(h)  On  the  west  side  of  Webster  street  from  the  south  line  of 
Berry  street  to  the  north  line  of  Baker  street; 

(i)  On  the  soutn  side  of  Brackenridge  street  from  the  west  line 
of  Pairfield  avenue  to  the  east  line  of  Broadway; 

(j)  On  the  north  side  of  Woodland  avenue  from  the  east  line 
of  Harrison  street  to  the  west  line  of  Clinton  street; 

(k)  On  the  east  side  of  Sherman  street  from  the  north  line  of 
Pape  avenue  to  the  south  line  of  Goshen  road; 

(m)  On  the  east  side  of  Clay  street  from  the  north  line  of 
Jefferson  street  to  the  south  Line  of  Columbia  street; 

(n)  On  the  west  side  of  St.  Joseph  boulevard  from  Columbia 
street  bridge  to  McDougal  street; 

(o)  On  the  west  side  of  Pairfield  avenue  from  tne  south  line 
of  Brackenridge  street  to  the  north  line  of  Lavina  street; 

(p)  On  the  north  side  of  Drexel  avenue  from  the  east  side  of 
Hanna  street  to  the  east  side  of  Weisser  Park; 

. (cl)  On  the  east  side  of  St.  Joseph  boulevard  from  the  east 
line  of  g}.d  Port  street  to  extending  along  the  curb  east  150  feet; 

(r)  On  the  east  side  of  VanBuren  street  from  trie  north  line  of 
Pape  avenue  to  the  north  line  of  Greeley  street; 

(s)  Both  sides  of  VanBuren  street  from  the  Nickel  Plate 
railroad  to  the  north  line  of  Main  street; 

(t)  On  the  west  side  of  VanBuren  street  from  the  south  line  of 
Main  street  to  the  north  line  of  Washington  street; 


(u)  On  the  north  side  of  Pontiac  street  from  the  west  line  of 
Calhoun  street  to  the  east  line  of  Fairfield  avenue; 

(v)  On  the  east  side  of  North  Clinton  street  from  the  St.  Mary’s 
river  to  a point  Three  Hundred  Twenty-five  (325)  feet  north  of  the 
north  line  of  Fourth  street; 

(w)  °n  the  east  side  of  University  street  from  the  north  line  of 
Maumee  avenue  to  the  south  line  of  Washington  street; 

(x)  On  the  east  line  of  Calhoun  street  from  the  north  line  of 
Superior  street  to  the  south  line  of  Columbia  street; 

(y)  On  the  south  side  of  'Wildwood  avenue  from  the  west  line  of 
Fairfield  avenue  to  the  east  line  of  South  Wayne  avenue; 

(z)  On  the  east  side  of  Fairfield  avenue  from  the  south  line  of 
Downing  avenue  to  the  north  line  of  Wildwood  avenue; 

(a-j.)  On  both  sides  of  Tayloe  street  from  the  west  property  line 
of  Broadway  to  a point  extending  150  feet  west; 

Section  2.  That  Section  32  of  General  Ordinance  No.  1555  be 
amended  to  read  as  follows: 

Section  32.  Parking  Limited  During  Certain  Hours  in  Designated 


Places . 


It  shall  be  unlawfuly  for  the  operator  of  any  vehicle  to  park  such 
vehicle  between  the  hours  of  7 a.  m.  and  6 p.  m;  on  any  day  excepting 
Sundays  and  public  holidays  longer  than  thirty  (30)  minutes. 

(a)  On  Calhoun  street  from  the  south  line  of  Superior  street 
to  the  north  line  of  Leith  street; 

It  shall  be  unlawfuly  for  the  operator  of  any  vehicle  to  park  such 
venicle  between  the  hours  of  7 a.m.  and  6 p.m.  on  apy  day  excepting 
Sundays  and  public  holidays  longer  than  one  (i)  hour  in  any  two  (2)  hours 
in  any  of  the  following  places: 

(a)  On  Columbia  street  from  the  west  line  of  Lafayette  street 
to  the  east  line  of  Harrison  street; 

(b)  On  Pearl  street  from  the  west  line  of  Harrison  street  to  the 
east  line  of  ./ebster  street; 

(c)  On  Main  street  from  the  west  line  of  Lafayette  street  to  the 
east  line  of  Hwang  street; 

(d)  On  Berry  street  from  the  west  line  of  Lafayette  street  to  the 
east  line  of  Ewing  street; 

(e)  On  Wayne  street  from  the  west  line  of  Lafayette  street  to 
the  east  line  of  Webster  street; 

(f)  On  Washington  street  from  the  west  line  of  Lafayette  street 
to  the  east  line  of  Webster  street; 

(g)  On  Jefferson  street  from  the  west  line  of  Barr  street  to  the 
east  line  of  iebster  street; 

(h)  On  the  south  side  of  Lewis  street  from  the  west  line  of 
Calhoun  street  to  the  east  line  of  Harrison  street; 


(i)  On  Harrison  street  from  the  south  line  of  Superior  street 
to  the  north  line  of  Lewis  street; 

(j)  On  Clinton  street  from  the  south  line  of  Superior  street 
to  tne  north  line  of  Jefferson  street; 

(k)  On  Barr  street  from  the  south  line  of  Superior  street  to  the 
north  line  of  Jefferson  street,  excepting  the  east  side  of  Barr  street 
from  tne  south  line  of  Berry  street  to  the  north  line  of  Market  place, 
and  on  the  Market  place  during  market  hours,  which  shall  be  Tuesday, 
Thursday,  and  Saturday  morning,  and  Wednesday  and  Friday  of  each  week 
after  3 i . M. 


(l)  On  both  sides  of  Webster  street  from  the  south  line  of 
Pearl  street  to  the  north  line  of  Berry  street,  and  on  the  east  side  of 
Webster  street  from  the  south  line  of  Berry  street  to  the  north  line  of 
Jefferson  street; 

(m)  On  the  west  side  of  Harrison  street  from  the  north  line  of 
Brackenridge  street  to  the  south  line  of  Couglas  avenue  except  thirty 
feet  south  of  the  north  property  line  of  Harrison  street  which  shall  be 
used  as  a space  provided  for  a curb  courtesy  box  for  U.  S.  Mail; 

(n)  On  the  east  side  of  Ewing  street  from  the  south  line  of 
Berry  street  to  the  North  line  of  Wayne  street; 

Section  3.  The  following  ordinance  are  Hereby  repealed: 

General  Ordinance  No.  1621;  1657;  1706;  and  1736  and  all 

other  Ordinances  in  conflict  herewith. 


Section  4.  That  this  Ordinance  shall  be  in  full  force  and 
take  effect  from  and  after  its  passage  and  approval  by  the  Mayor, 
and  its  legal  publication. 


HARRY  M.  McMILLEN. 


The  Ordinance  was  read  the  third  time 
was  now  passed  by  the  following  vote:  Ayes 


in  full  and  or  motion 
( nine  ) - Nays  ( none  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne 
Indiana,  at  s regular  meeting,  held  on  the  27th  day  of  August,  1935,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1847. 


FRANK  A.  WYSS , 

President. 


LEONARD  H.  ELLEN WOOD , 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  August,  1935. 


LEONARD  H.  ELLEN'WOOD, 
City  Clerk. 

Approved  this  3rd  day  of  September,  1935. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1848. 

AN  ORDINANCE  authorizing  and  ordering  the  Board  of  Public  Works  of  the 
City  of  Fort  ^ayne,  Indiana,  to  improve  Neva  Avenue  from  the  west 
property  line  of  Clinton  Street  to  the  west  property  line  of  the 
alley  west  of  Clinton  Street  by  draining,  curbing,  grading  and  paving 
the  roadway  to  a uniform  width  of  Twenty-four  (24)  feet. 

./HSRSA3 , apetition  was  presented  to  the  Board  of  Public  Works  of 
the  Ci ty  of  Fort  Wayne  to  improve  Neva  Avenue  from  the  west  property 
line  of  Clinton  Street  to  the  west  property  line  of  the  alley  west  of 
Clinton  Street  by  draining,  curbing,  grading  and  paving  tne  roadway 
to  a uniform  width  of  twenty-four  (24)  feet;  and, 

WHEREAS \ a remonstrance  was  filed  with  the  Board  of  Public  Works 
by  those  legally  entitled  to  remonstrate  against  the  resolution  pro- 
viding for  paving  of  Neva  Avenue  as  hereinbefore  set  out;  and, 

WHEREAS,  the  majority  number  of  the  resident  freebolders  on  said 
Street  remonstrated  against  said  improvement;  and, 

./HSREA5 , a public  necessity  exists  for  the  improvement  of  said  Street. 
BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

SECTION  I.  That  the  Board  of  Public  Works  of  tne  City  of  Fort 
Wayne  is  hereby  authorized  and  specifically  ordered  to  improve  Neva 
Avenue  from  the  west  property  line  of  Clinton  Street  to  the  west  property 
line  of  tne  alley  west  of  .Clinton  Street  by  draining,  curbing,  grading 
and  paving  the  roadway  to  a uniform  width  of  twenty-four  (24)  feet  with 
Sheet  Asphalt,  Asphalt  Block,  Vitrified  Shale  Block,  Asphaltic  Concrete, 
upon  a six  (6)  inch  American  Portland  Cement  Concrete  foundation,  or 
with  seven  (7)  inch  reinforced  Concrete,  all  in  accordance  with  the 
profile,  detail,  drawing  and  specifications  on  file  in  the  office  of 
the  Department  of  tne  Public  'Works  of  said  City. 

The  total  cost  of  said  improvement,  excepting  the  cost  of  street 
and  alley  intersections,  shall  be  assessed  upon  the  real  estate  abutting 
on  said  street  as  above  described  and  on  property  within  150  feet  of 
tne  line  of  the  street  or  alley  to  be  improved,  and  upon  tne  City  of 
Fort  Wayne,  Ind.,  to  the  extent  of  the  street  and  alley  intersections. 

All  according  to  the  metnod  and  manner  provided  for  in  an  Act  of  the 
General  Assembly  of  tne  State  of  Indiana,  entitled,  "An  Act  Concerning 
Municipal  Corporation,"  approved  March  6,  1905,  and  tne  provisions  of 
all  Acts  amendatory  tnereto  and  supplemental  thereof. 

SECTION  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 

Wayne,  Indiana, at  a regular  meeting,  held  on  the  27th  day  of  August,  1935, 


by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1848. 


FRANK  A.  '.7YSS , LEONARD  H.  ELLENV/OOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  August,  1935. 

LEONARD  H.  ELLENV/OOD, 
City  Clerk. 

Approved  this  3rd  day  of  September,  1935. 

H.  W.  BAALS, 

Mayor . 


ORDINANCE  NO.  1649. 


AN  ORDINANCE  authorizing  the  State  Highway  Commission  of  Indiana  to  improve 
certain  projects  in  the  City  of  Ft.  Wayne,  with  Federal  Funds,  and  author- 
izing the  Mayor  of  said  City  to  enter  into  an  Agreement  binding  said  City 
to  maintain  such  improvements,  providing  for  the  future  maintenance  of 
said  improvements  and  for  the  enactment  of  Ordinances  for  protection  of 
said  improvements  and  the  regulation  of  traffic  thereon  and  matters  con- 
nected therewith. 

3e  it  ordained  by  Common  Council  of  the  City  of  Ft.  Wayne,  in  the 
State  of  Indiana: 

Section  I.  That  the  consent  of  said  City  of  Ft.  Wayne,  is  hereby 
given  to  the  State  Highway  Commission  of  Indiana  to  improve  with  Federal 
Funds,  a.  portioned  to  the  State  of  Indiana  under  the  Emergency  Relief 
Appropriation  Act  of  1935  the  following  projects  in  said  City,  to-wit: 

For  the  improvement  of  Clinton  Street  from  a point  just  soutn  of 
Fourtn  Street  to  a point  approximately  200’  north  of  Dalgren  Avenue 
constituting  a part  of  Federal  Aid  Highway  Route  No.  5 through  said  City 
and  being  designated  as  Project  No.  V,'.  P.  M.  H.  414. 

Section  2.  Said  City  hereby  forever  pledges  itself  and  its  funds, 
after  the  construction  of  said  improvements,  at  its  own  cost  and  expense, 
to  maintain  the  same  in  good  condition  and  repair  and  in  a manner  satis- 
factory to  said  itate  Highway  Commission  and/or  said  Secretary  of 
Agriculture,  or  their  authorized  representatives,  and  said  City  will  make 
ample  provision  each  year  for  such  maintenance  of  said  improvements. 

Section  3.  The  Mayor  of  said  City  is  hereby  authorized  and  empowered 
on  behalf  of  said  City  to  enter  into  such  agreement  or  agreements,  in 
duplicate,  as  may  be  required  by  said  State  Highway  Commission  and/or  said 
Secretary  of  Agriculture  to  maintain  said  several  projects  set  out  in 
Section  one  (i)  of  this  Ordinance,  or  such  of  them  as  said  Secretary  of 
Agriculture  shall  finally  approve,  and  said  City  does  hereby  ratify  and 
confirm  each  act  of  said  Mayor  done  and  performed  under  the  authority 
hereof.  Said  agreement  so  to  be  executed  by  said  Mayor  of  said  City  shall 
be  in  tne  form  prescribed  by  the  State  Highway  Commission  and  the  Secretary 
of  Agriculture. 

Section  4.  .’/hen  said  agreement  or  agreements  are  so  executed  on 
behalf  of  said  City,  said  Mayor  on  behalf  of  said  City  is  hereby  authorized 
and  empowered  to  deliver  said  agreements  in  duplicate  with  a certified 
copy  of  this  Ordinance  to  said  State  Highway  Commission  for  its  use  and 
the  use  of  the  Secretary  of  Agriculture. 

Section  5.  Said  City  during  the  course  of  the  construction  of  said 
projects,  at  its  own  expense  agrees  to  furnish  and  maintain  such  detours 
as  may  be  necessary  to  detour  traffic  in  said  City  around  such  construct- 

ion;  such  detours  to  be  approved  by  the  State  Highway  Commission  of  Indiana. 


Section  6.  Said  City  agrees,  at  its  own  expense,  to  obtain  addit- 
ional right  of  way  in  said  City  (if  any  required)  that  may  be  necessary 
to  construct  such  project  or  projects  and  to  take  such  steps  as  may  be 
necessary  to  compel  any  railroad,  street  railroad  or  public  utility 
occupying  such  street  or  streets  to  put  its  tracks,  poles,  lines  or  other 
property  in  such  street  or  streets  in  condition  that  such  construction 
may  be  made.  Said  City,  at  its  own  expense  and  costs  agrees  to  perform 
whatever  work  may  be  required  to  repair  or  reconstruct  any  sanitary  sewers 
that  may  be  necessitated  by  said  improvement.  As  soon  as  the  plans  for 
said  ‘project  are  prepared  and  approved  by  the  proper  Federal  Authorities, 
a copy  thereof  shall  be  submitted  to  said  City  for  its  consideration.  If 
after  such  plans  are  received  by  said  City,  it  shall  elect  not  to  further 
proceed  with  such  project  or  projects,  said  City  shall  immediately  notify 
the  State  Highway  Commission  of  its  election. 

Section  7.  Said'  City  g.grees  whenever  called  upon  by  said  State 
Highway  Commission  of  Indiana,  to  enact  and  enforce  an  Ordinance  of  said 
City,  containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct  signal  light 
standards  or  other  obstructions  in  the  portion  or  portions 
of  streets  improved  under  the  authority  herein  contained. 

2.  Limiting  the  parking  on  said  street  or  streets  to  one 
side  of  such  street  or  streets  where  the  same  is  less 
than  thirty-six  (36)  feet  in  width  from  curb  to  curb. 

3.  Forbidding  diagonal  parking  on  said  street  or  streets 
where  the  same  is  less  than  forty  (40)  feet  in  width 
from  curb  to  curb. 

4.  Forbidding  the  maintenance  on  said  street  or  streets 
of  "stop  and  go"  signals  unless  approved  by  the  State 
Highway  Commission  of  Indiana,  and  then  only  of  such 
design  as  may  be  approved  by  such  Commission. 

5.  Providing  for  the  establishment  and  maintenance  of 
“stop  and  go"  signals  in  said  street  or  streets  when 
required  by  said  State  Highway  Commission. 

6.  Forbidding  the  cutting. into  or  disturbing  tne  pavement 
of  said  street  or  streets  without  the  consent  of  said 
City,  and  then  only  under  its  inspection  and  proper 
regulation.. 

7.  Forbidding  the  building  of  fires  and  the  doing  of  other 
practices  in  said  street  or  streets,  v/hich  would  be 
injurious  to  the  pavement  thereof. 

8.  Forbidding  the  pilihg,  storage  or  placing  of  material 
or  other  obstructions  in  said  street  or  streets. 

Forbidding  the  placing  or  maintenance  of  gasoline  or 


9. 


other  pumps  in  the  sidewalks  of  said  street  or  streets 
where  the  same  is  less  than  thirty-six  (36)  feet  in  width 
from  curb  to  curb. 

Section  8.  This  Ordinance  whall  be  in  full  force  and  effect  from 
and  after  its  passage. 

BEN  3.  BENNETT  Approved  October  24,  1935. 

G.  A.  DINNEN  H.  W.  BAALS, 

Mayor . 

GERALD  C.  AURENTZ  City  of  Eort  Wayne,  Indiana. 

Attest : 

LEONARD  H.  ELLEN WOOD , 

Clerk  of  said  City. 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion  the 
Ordinance  was  read  the  second  time  by  its  title  and  a motion  to  suspend 
the  rules  prevailed. by  the  following  vote:  Ayes  (eight)  - Nays  (none). 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( eight  ) — Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of' the  City  of  Fort 
■•syne,  Indiana,  at  a regular  meeting,  held  on  the  22nd  day  of  October,  1935, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1849. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  October,  1935. 

LEONARD  H.  ELLENVIOOD, 

City  Clerk. 

Approved  this  24th  day  of  October,  1935. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1850. 


An  Ordinance  changing  and  amending  the  symbols  and  indications  of 
a part  of  General  Ordinance  No.  1436;  and  trie  same  being: 

"An  ordinance  establishing  a zoning  plan  for  the  City  of  Eort 
Wayne  to  regulate  and  restrict  the  height,  area,  bulk  and  use  of  buildings: 
to  regulate  and  limit  the  use  and  intensity  of  use  of  land;  to  classify 
and  regulate  the  location  of  trades,  callings,  industries,  commercial 
enterprises  and  the  location  of  buildings  designed  for  specified  uses; 
to  establish  building  lines;  and  for  such  purposes  to  divide  the  city  into 
districts;  to  provide  for  administration  and  for  penalties  for  the  viol- 
ation of  its  provisions;  authorizing  the  creation  of  a board  of  zoning 
appeals  and  providing  for  review  of  the  decisions  of  such  board  by  the 
court;  This  ordinance  and  ordinances  supplemental  or  amendatory  thereto, 
shall  be  known  as  the  Zoning  Ordinance  of  Eort  Wayne.  " Amended  and 
passed  November  13,  1928. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne , Indiana: 

Section  I.  That  the  symbols  and  indications  of  Section  2 of  the 
map  which  is  a part  of  General  Ordinance  No.  1436,  as  above  described, 
be  changed  from  those  of  an  "E"  District  to  those  of  a "B"  District  on 
the  lots  and  parcels  of  land  bounded  on  the  North  by  Elizabeth  Street; 
on  the  West  by  Spy  Run  Creek;  on  the  South  by  Fourth  Street  and  the  first 
alley  South  of  Anderson  Avenue;  And  on  the  East  by  the  first  alley  East 
of  Spy  Run  Avenue  so  extended  as  to  make  said  alley  continuous  from  the 
first  alley  South  of  Anderson  Avenue  North  to  the  St.  Joseph  River,  except 
that  part  of  said  territory  bounded  on  the  north  by  the  first  alley  north 
of  Anderson  Avenue  extended  'West  to  Spy  Run  Creek;  on  the  East  by  the 

first  alley  East  of  Spy  Run  Avenue;  on  the  South  by  the  first  alley  South 

of  Anderson  Avenue  and  the  North  line  of  Fourth  Street;  on  the  West  by 
Spy  Run  Creek;  and  that  said  area  is  hereby  established  as  a “B"  District. 

Section  2.  That  the  symbols  and  indications  of  Section  2 of  the 
map  which  is  a part  of  said  General  Ordinance  No.  1436,  as  above  described, 
be  changed  from  those  of  and  "E"  District  to  those  of  a "C"  District  on 
the  lots  and  parcels  of  land  bounded  on  the  North  by  the  first  alley  North 
of  Anderson  Avenue  extended  West  to  Spy  Run  Creek;  on  the  East  by  the 

first  alley  East  of  Spy  Run  Avenue;  on  the  South  by  the  first  alley  South 

of  Anderson  Avenue  and  the  North  line  of  Fourth  Street;  on  the  West  by 
Spy  Run  Creek;  and  that  said  area  is  hereby  established  as  a "C"  District. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage,  approval  by  the  Mayor  and  due  publication. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote*5  Ayes  ( eight)  --  Nays  ( none  ). 


'./E  HEREBY  CERTIFY,  That  tile  Common  Council  of  the  City  of  Fort  Wayn 
Indiana,  at  a regular  meeting,  held  on  the  22nd  day  of  October,  1935,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached  and  known  as 
GENERAL  ORDINANCE  No.  1850. 

FRANK  A.  \VYS3  , LEONARD  H.  ELLEN  WOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  October,  1935. 

LEONARD  H.  ELLEN WOOD , 

City  Clerk. 

Ap  roved  this  24th  day  of  October,  1935. 


H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  Ho.  1851. 


AN  ORDINANCE  authorizing  the  Ci ty 'Attorney , on  behalf  of  the  City  of 
Fort  Wayne  to  compromise  and  settle  Thirty-seven  (37)  damage  suits 
for  a total  sum  of  Sixteen  Thousand  Nine  Hundred  Ten  ($16,910.00) 
Dollars,  said  damage  suits  being  predicated  upon  the  alleged  care- 
lessness and  negligence  of  the  City  of  Fort  7/ayne  in  permitting  the 
City  water  mains  to  become  polluted  and  germ  infected  in  the  year 
of  1929,  as  amended  November  12,  1935. 

BE  IT  ORDAINED  BY  THE  CONDON  C HJNCIL  OF. THE  CITY  OF  FORT  7/AYNE,  INDIANA 
SECTION  I.  Txiat  the  City  Attorney,  on  behalf  of  tne  City  of  Fort 
17a yn e , be  and  hereby  is  authorised  to  settle  and  compromise  certain 
causes  of  action  against  the  City  of  Fort  Wayne  in  which  tne  plaintiffs 
therein  allege  that  the  City  of  Fort  Wayne  carelessly  and  negligently 
permitted  the  City  v/ater  mains  in  1929  to  become  polluted  and  germ 
infected,  resulting  in  the  alleged  illness  of  the  plaintiffs  in  the 
said  causes  of  action.  Said  City  Attorney  is  hereby  authorized  to  pay 
to  said  claimants  hereinafter  enumerated  the  sum  of  money  hereinafter 
set  out  in  full  payment  and  satisfaction  of  the  injuries  and  damages 
alleged  to  have  been  sustained  as  set  out  in  said  causes  of  action 
upon  the  condition  that  the  said  City  of  Fort  .'/ayne  be  given  a complete 
and  absolute  release  by  said  claimants  and  upon  the  condition  that  said 
claimants  pay  all  court  costs  of  said  causes  of  action.  Said  claimants 
and  the  compromise  settlement  to  be  effected  by  tne  said  City  Attorney 
being  as  follows,  to-vrit: 

GENEVA  ALBERTS  Allen  Superior  Court  #2 


CITY  CF  FORT  WAYNE, 

ET 

AL 

Compromise  Settlement 

$ 

1,150.00 

THOMAS  S.  BOWEN 

Allen  Suoerior  Court  #2 

-vs- 

# 5076 

CITY  OF  FORT  ’WAYNE , 

ET 

AL 

Compromise  Settlement 

$ 

800.00 

CORA  E.  BRADLEY 

Allen  Superior  Court  § 2 

-vs  - 

# 2982' 

CITY  OF  FORT  WAYNE, 

ET 

•AL 

Compromise  Settlement 

$ 

1,950.00 

LEROY  BRADLEY 

Allen  Superior  Court  #2 

-vs- 

# 2981 

CITY  OF  FORT  WAYNE , 

ET 

AL 

Compromise  Settlement 

1 

750.00 

DONALD  B.  FOGLE 

Allen  Superior  Court  #2 

-vs- 

# 3053 

CITY  OF  FORT  WAYNE, 

ET 

AL 

Compromise  Settlement 

$ 

240.00 

HERBERT  J.  GRIESER 

Allen  Superior  Court  #2 

-vs- 

# 2996 

CITY  OF  FORT  WAYNE, 

ET 

AL 

Compromise  Settlement 

$ 

400.00 

CECIL  KEPFORD 

Allen  Superior  Court  #2 

-vs- 

# 2669 

CITY  OF  FORT  WAYNE, 

ET 

AL 

Compromise  Settlement 

$ 

600.00 

LEO  SALES 

Allen  Superior  Court  #2 

-vs- 

# 2983 

CITY  OF  FORT  WAYNE, 

ET 

AL 

Compromise  Settlement 

$ 

240.00 

PEA.HL  SALES 

Allen  Superior  Court  #2 

-vs- 

# 2984 

CITY  OF  FORT  WAYNE, 

ET 

AL 

■ Compromise  Settlement 

$ 

240.00 

HAROLD  SMITH 

-vs  - 

CITY  0?  PORT  WAYNE,  ST  AL 

HOWARD  STEPHENS 

-vs- 

CITY  CP  PORT  'WAYNE , ST  AL 

EDWARD  C.  TIPTON 

—vs  — 

CITY  OP  PORT  WAYNE,  ET  AL 

HOWARD  NEWTON 

-vs- 

CITY  OP  PORT  WAYNE , ET  AL 

JULIA  BOEHRSR 

-vs- 

CITY  OP  PORT  WAYNE , ET  AL 

OPAL  MAXINE  KING  by  her 
next  friend  PHILIPS  S.  KING 

-vs- 

CITY  OF  PORT  WAYNE,  ET  AL 

HARVEY  .7.  NOLL 

-vs- 

CITY  OP  PORT  WAYNE 
PRED  H.  RODEI.iEYER 

-V  3 - 

CITY  OP  PORT  /A YIPS  , ET  AL 

THEODORE  GREEN 

—vs  - 

CITY  OF  PORT  WAYNE,  ET  AL 

RUTH  HOLDERLAN  by  MARY 
STETTLSR,  next  friend 

-vs- 

CITY  OF  FORT  WAYNE,  ET  AL 

PAUL  HOLDERMAN 

-vs  - 

CITY  OP  PORT  WAYNE,  ST  AL 

RICHARD  CHAMBERS,  by  CLAYTON 
CHAMBERS,  next  friend 

-vs- 

CITY  OP  PORT  WAYNE,  ET  AL 

COLLETTE  KLEIN 

-vs  - 

CITY  OP  FORT  WAYNE 

Carl  E.  Garrison 

-vs- 

CITY  OF  PORT  WAYNE,  ET  AL 

FRANCES  PUTT,  by  her  next 
friend  ROY  PUTT 

-vs- 

CITY  OP  PORT  WAYNE,  ET  AL 

HOBART  RHODES 

-vs- 

CITY  CP  PORT  WAYNE,  ET  AL 
VERNA  RHODES 

— V3  — 

CITY  OP  FORT  WAYNE,  ET  AL 
QUENTIN  SIMMONS 

-V3- 

CITY  OP  PORT  WAYNE , ET  AL 

LAWRENCE  GIE3 EKING 

-vs- 

CITY  CP  FORT  WAYNE,  ET  AL 

RALPH  MYERS 

-vs- 

CITY  CP  PORT  WAYNE,  ET  AL 


Allen  Superior  Court  #2 

# 3102 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3052 

Compromise  Settlement  $ 

Allen  Superior  Court  /;-2 

# 2763 

Compromise  Settllernent  $ 

Allen  Suoerior  Court  #2 

# 2764 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3054 

Compromise  Settlement  $ 


Allen  Superior  Court  #1 

# 38234 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3050 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 
• # 3010 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 1951 

Compromise  Settlement 


Allen  Superior  Court  #2 

# 5074 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3071 

Compromise  Settlement  $ 


Allen  Superior  Court  #2 

# 3080 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 
#2650 

Compromise  Settlement  $ 

Allen  Superioz  Court  #1 

# 38915 

Compromise  Settlement  $ 


Allen  Superior  Court  #1 

# 39038 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3037 

Compromise  Settlement  $ 

Allen  Superior  Court  #2 

# 3036 

Compromise  Settlement  $ 

Allen  Superior  Court  #1 

# 38237 

Compromise  Settlement  $> 

Allen  Superior  Court  #1 

# 38878 

Compromise  Settlement  $ 

Allen  Superior  Court  #1 

# 39363 

Compromise  Settlement  $ 


320.00 


240.00 


240.00 


240.00 


360.00 


225.00 


950.00 


500.00 


240.00 


200.00 


800.00 


160.00 


640.00 


400.00 


300.00 


125.00 


125.00 


500.00 


695.00 

440.00 


ET  A L 


30 


31 


33 


34 


35 


36 


37 


CHARLES  MYERS 

— VS  — 

CITY  OP  PORT  PAYEE , 


DOUGLAS  MYERS 

— vs  - 

CITY  OP  PORT  PAYEE,  ET  AL 

EDITH  MYERS  . 

—vs— 

CITY  OP  PORT  PAYNE,  ET  AL 

GLERR , MYERS 

-vs- 

CITY  OP  PORT  WAYNE , ST  AL 

DONALD  DRESSER 

-vs- 

CITY  CP  PORT  WAYNE , ET  AL 

HOWARD  L.  BROOKS 

-vs- 

CITY  OP  PORT  WAYNE,  ET  AL 

WILLIAM  C.  DRESSER,  by 
DORALD  DRESSER,  next  friend 

-vs- 

CITY  OP  PORT  ’WAYNE,  ET  AL 

KENNETH  PREIBURGER , by 
CLEMENT  PREIBURGER,  his  next 
friend 

-vs- 

CITY  OP  PORT  WAYNE,  ET  AL 


Allen  Superior  Court  ?|l 

# 39362 

Compromise  Settlement 

Allen  Superior  Court  # I 

# 39361 

Compromise  Settlement 

Allen  Superior  Court  #1 
//  39350 

Compromise  Settlement 

Allen  Superior  Court  #1 

# 39359 

Compromise  Settlement 

Allen  Superior  Court  #2 

# 3151 

Compromise  Settlement 

Allen  Superior  Court  #2 

# 3081 

Compromise  Settlement 


$ 440.00 

$ 440.00 

$ 440.00 

$ 440.00 

$ 140.00 

$ 400.00 


Allen  Superior  Sourt  #2 
# 3152 

Compromise  Settlement  $ 140.00 


- Allen  Superior  Court  #1 
# 41302 

Compromise  Settlement  $ 400.00 


$16,910.00 

SECTION  2.  This  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  of  the  City  of 
Port  Wayne. 

GERALD  C.  AUREHTZ 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( eight  ) - Rays  ( one  ). 


\7E  HEREB  r CERTIFY,  That  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  I2th  day  of  November, 
1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1851. 

FRANK  A.  WYSS,  LEONARD  H.  ELLER WOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I4th  day  of  November,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  I9th  day  of  November,  1935. 


H.  rf.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1852. 

Al\r  ORDINANCE  authorizing  the  State  Highway  Commission  of  Indiana  to  improve 
certain  projects  in  the  City  of  Port  tfayne , with  Federal  Funds,  and 
authorizing  the  Mayor  of  said  City  t enter  into  an  Agreement  binding  said 
Cit,  to  maintain  such  improvements,  providing  for  the  future  maintenance 
of  s'- id  it  rovements  and  for  the  enactment  of  Ordinandes  for  protection  of 
said  improvements  and  the  regulation  of  traffic  thereon  and  matters  con- 
n acted  therewith. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  IN  THE 
STATE  OP  INDIANA: 

Section  I.  That  the  consent  of  si  id  City  of  Port  Y/ayne,  is  hereby 
given  to  the  State  Highway  Commission  of  Indiana  to  improve  with  Federal 
Funds,  a ortioned  to  the  State  of  Indian:  under  the  Emergency  Relief 
Appropriation  Act  of  1935  the  following  projects  in  said  City,  to -wit: 

1.  Por  the  improvement  of  Lafayette  Street  from  the  south  corporation 
line  of  Pi4.ua  Avenue  constituting  a part  of  Pederal  Aid  Highway  Route 
No.  43  through  said  City  and  ’ sing  designated  as  Project  No.  Y.P.M.H.  575 

2.  Por  t -e  improvement  of  Pi4.ua  Avenue  from  Lafayette  Street  to  a point 
approximately  180  feet  south- of  Dolman  Avenue  constituting  a part  of 
Pederal  Aid  Highway  Route  No.  49  through  said  City  and  being  desig- 
nated as  Project  No.  Y7.P.M.H.  575. 

3.  Por  the  improvement  of  Clinton  Street  Extension,  Clinton  Street, 

Cl i nto  Street  Relocation,  and  Clinton  Street  from  a point  approxi- 
mately 180  feet  south  of  Dalman  Avenue  to  Brackenridge  Avenue  con- 
stituting a part  of  Pederal  Aid  Highway  Route  No.  49  through  said 
City  and  being  designated  as'  Project  Na.  ..  .1  .H.  975'. 

Section  2.  Slid  City  hereby  forever  pledges  itself  and  its  funds,  after 
the  construction  of  said  improvements,  et  its  own  cost  and  expense,  to 
maintain  the  same  in  good  condition  and  repair  and  in  a manner  satisfactory 
to  said  State  Highway  Commission  end/or  said  Secretary  of  Agriculture,  or 
their  •.  uthor  i zed  representatives,  and  slid  City  will  make  ample  provision 
each  year  for  c maintenance  of  sai  i:  prov 

Section  3.  The  Mayor  of  said  City  is  hereby  authorized  and  empowered 
on  behalf  of  said  City  to  enter  into  such  agreement  or  agreements,  in 
cuplicate,  as  may  be  required  by  said  State  Highway  Commission  and/or  said 
Secretary  ofAgri culture  to  maintain  said  several  projects  set  out  in  Section 
one  (I)  of  this  Ordinance,  or  such  of  them  as  said  Secretary  of  Agriculture 
shall  finally  a. . , i said  Cit:  3 ratify  and  confirm  each 

act  of  said  Mayor  done  and  performed  under  the  authority  hereof.  Said 
agreement  so  to  ;e  executed  by  said  Mayor  of  said  City  shall  be  in  the 
form  prescribed  by  the  State  Highway  Commission  and  the  Secretary  of 


A ricnltur  . 


Section  4.  When  said  agreement  or  agreei  ents  are  so  executed  on 
of  said  City,  said  Mayor  on  behalf  of  said  City  is  hereby  authorized  end 
empowered  to  deliver  said  agreements  in  duplicate  with  a certified  copy 
of  this  Ordinance  to  said  State  High®  y Commission  for  its  use  and  the 
use  cf  the  Secretary  of  Agriculture. 

Section  5*  Said  City  during  the  course  of  the  construction  of  said 
Drojects,  at  its  own  expense  agrees  to  furnish  and  maintain  such  detours 

ay  1 rj  sou]  : o ns  true  t ion ; 

such  detours  to  be  approved  by  the  State  Highway  Commission  of  Indiana. 

Section  6,  Said  City  agrees,  at  its  c . . . , to  obtain  additional 

right  of  way  in  said  City  (if  any  required)  that  may  be  necessary  to  con- 
struct wuch  project  or  projects  and  to  take  such  steps  as  may  be  necessary 
to  compel  any  railroad,  street  railroad  or  public  utility  occupying  such 
street  or  streets  to  put  its  tracks,  poles,  lines  or  other  property  in 
such  street  or  streets  in  condition  that  such  construction  may  be  made. 

So  id  City,  at  its  own  expense  and  costs  agrees  to  perform  whatever  ork 
may  be  required  to  repair  or  reconstruct  and  sanitary  sewers  that  i „ 
necessitated  by  said  improvement.  As  soon  as  the  plans  for  said  project 
are  prepared- and  approved  by  the  proper  federal  Authorities,  a copy  thereof 
submit t'e  ' t o said  City  for  its-  cons ideration.  If  s - .ans 

are  received  by  said  City,  it  shall  elect  net  to  further  proceed  wi  . . ch 
project  or  projects,  said  City  shall  immediately  notify  tue  Ctate  Highway 
Commission  of  its  election. 

Section  7.  Said  Cj ty  agrees  whenever  called  upon  by  said  State  High- 
*-  ' 

way  Commission  of  Indiana,  to  enact  and  enforce  an  Ordinance  of  said  City, 
containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct  signal  light  standards  or 
other  obstructions  in  the  portion  or  ortions  of  streets  improved 
under  the  authority  herein  contained. 

2.  Limiting  the  parking  on  said  street  or  streets  to  one  side  cf  such 
street  or  streets  where  the  same  is  less  tnan  thirty-six  (56)  feet 
in  idth  from  c_rb  to  purb . 

3.  forbidding  diagonal  parking  on  said  street  or  streets  where  the 
same  is  less  t.^an  forty  (40)  feet  in  width  from  curb  to  c rb. 

4.  forbidding  the  maintenance  on  said  street  or  streets  of  "s.o;  and 
go"  signals  unless’  approved  by  the  State  Highway  Commission  of 
Indiana,  and  then  only  fif  such  design  as  may  be  approved  by  such 
Commission. 

5.  Providing  for  the  establishment  and  maintenance  of  "sto_.  and  go" 

signals  in  said  street  or  streets  required  by  s state  High- 

way Commission. 

6.  forbidding  the  cutting  into  or  disturbing  the  pavement  of  said 
street  or  streets  without  the  consent  of  scid  City,  and  then  only 
under  its  inspection  and  proper  regulation. 
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7.  Forbidding  the  building  of  fires  and  the  doing  of  other • practices 
in  said  street  or  streets,  which  would  be  injurious  to  the  payment 
thereof. 

8.  Forbidding  the  iling,  storage  or  placing  of  material  or  other 
obstructions  in  said  street  or  streets* 

'•  Forbidding  the  placing  or  maintenance  of  gasoline -or  other  pumps 
in  tiie  sidewalks  of  said  street  or  streets  where  the  same  is  less 
ti.an  thirty-six  (36)  feet  in  width  from  curb  to  curb. 

Section  8.  This  Ordinance  .shall  be  in  full  force  and  effect  from  and 
after  its  passage. 

APPROVED  December  2,  1935. 

H.  ...  BAALS, 


ATTEST: 


Layer 

CITY  OF  FORT  './AYR'S , ITDIALA 


LEOPARD  . ELLER  ./CCD  , 
Clerk  of  Said  City. 


‘ . R A.  YS3 
: Hi  Y M.  1 cl  IDLE] 
C.  E.  LOELLERING 

G.  A. 

GERALD  C.  ALBERT Z 


The  Ordinance  .as  read  the  first  time  in  full  and  on  motion  the  Ordinance 
was  read  the  second  time  by  its  title  and  a motion  to  suspend  the  rules 
.revailed  by  the  following  vote:-  A^ es  ( nine  ) - Hays  ( none  ). 

The  Ordinance  was  read  the  third  time  in  full  and  or;  motion  was  now 
passe:  by  the  following  vote:  Ayes  ( nine  ) - Rays  ( none  ). 


,/E  "HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne , 
Indiana,  at  a regular  meeting,  held  on  the  26th  day  of  Hovember,  1935, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GEHERAL  CRDI LARGE  ITo  . 1852. 

FRA  E A.  Y3S  , 


LEO R ALL)  II.  ELLER.. LCD, 
City  Clerk. 


President. 

Presented  to  t. e Mayor  for  approval  on  the  2nd  day  of  December,  1935. 


LECRARD  II.  ELLER. VO  CD, 
City  Clerk. 


Approved  this  2nd  day  of  December,  1935 


■R  /.  BAALS , 


Layo: 


t ' '!■ 


'■  v Sr 


* • r 


GENERAL  ror'ALCE  'To.  1853. 


• ORDINANCE  changing  the  name.. of  Erie  Street  between  Francis  Street  and 
Anthony  Boulevard  -to  Bast  Berry  Street. 

BE  IT  ORDAINED  BY  TYE  CC1.X.CK  COUNCIL  CF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  I.  That  Erie  Street,  a street  in  the  City  of  Fort  T/ayne, 
Indiana,  running  fro  Francis  Street  to  Anthony  ' oulevard  be  changed  to 
and  be  known  as  East  Berry  Street. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Payor. 

G.  A.  DINNEN. 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote;  Ayes  ( nine  ) - Fays  ( none  ). 


1®  HER  BY  : RTIFY,  That  the  Common  Council  of  the  City  of  Fort  V/ayne , 
Indiana , at  a regular  meeting,  held  on  the  26th  day  of  November,  1955,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  CRDI'  ALICE  Fo.  1853. 

FRA' GO  A.  .7Y33,  LEONARD  H.  ELLE1I,/C0D , 

President.  City  Clerk. 

Presented  to  the  Idayor  for  approval  on  the  2nd  day  of  December,  1935. 

LECYARD  H.  ELI.  P .'CCD, 

City  Clerk. 

Approved  this  2nd  day  of  Dec-ember,  1935. 


II.  /.  BAALS, 


I ay or . 
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An  Ordinance  amending  Section  8 of  General  Ordinance  Mo.  1660  passed 
"by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  on  April  I2th, 
1932,  as  amended  Toy  General  Ordinance  'To.  1727  passed  by  trie  ’Common  Council 
of  trie  Citi  of  Fort  Vfeyne,  on  April  25th,  1935. 


Sec.  I.  That  Section  8 of  General  Ordinance  No . 1660,  passed  by  the 
Common  Counc.'l  of  the  City  of  Fort  ..ayne  on  April  I2th,  1932,  as  amended 
by  General  Ordinance  No.  1727  passed  by  the  Common  Council  of  the  City  of 
Fort  .7ayne , on  April  25th,  1933,  be  amended  to  read  as  follows: 

Sec.  8.  Taximeters,  Rates  and  Governors  and  number  of  passengers. 

(a)  Each  taxicab  for  the  operation  of  which  a permit  shall  be 
granted  within  50  days  (thirty)  from  the  time  of  taking  effect  of  this 
ordinance  be  equipped  with  a taximeter  and  no  vehicle  shall  be  operated 
os  a taxicab  in  the  City  of  Fort  ..ayne  unless  so  equipped.  No  taxi- 
meter shall  be  used  on  any  taxic:  ' ich  whall  be  in  such  condition  as 
to  be  more  than  five  per.  cent  (5%)  incorrect.  The  Board  of  Public 
Safety  of  the  City  of  Fort  STayne  shall  prescribe  rules  and  regulations 
governing  the  installation,  use  and  testing  of  taximeters  and  the 
Inspector  of  '.'/eights  and  Measures  of  said  City  shall  inspect  and 
examine  such  taximeters.  After  sundown  and  until  sunrise  the  face  of 
every  taximeter  shall  be  illuminated  by  a suitable  light  so  arranged 

as  to  throw  a steady  light  thereon. 

(b)  The  following  rates  shall  be  charged  for  carrying  of  pass- 
engers by  taxicabs  in  the  City  of  Fort  7/ayne: 

For  the  first  tv/o  miles  or  any  fraction  thereon,  not  less 
nor  more  than  25  cents. 

For  each  additional  i mile  or  fraction  thereof,  not  less 
nor  more  than  5 cents. 

For  each  three  minutes  of  waiting  time  or  fraction  thereof, 

5 cents. 

Waiting  time  shall  include  the  time  when  the  taxicab  is  not 
in  rot  ion  beginning  w . th  tire  arrival  at  the  place  to  which  i u was 
been  called,  or  time  consumed  while  standing  at  the  direction  of 
a passenger  but  no  charge  shall  be  made  for  time  lost  for  ineff- 
iciency of  the  taxicab  or  its  operator  or  time  consumed  by  s 


premature  resoonse  to  a call,  or  for  traffic  delays.  Any  numoer 


cf  passengers  not  exceeding  four  (4)  shall  be  carried  from  the  same 


point  of  origin  to  the  same  destination  for  one  (i)  fare  and  for 
each  oassenger  in  excess  of  four  (4)  an  additional  fare  shall  -e 
charged  and  collected.  No  passenger  shall  be  admitted  to  any 


taxicab  when  the  same  is  occupied  or  in  the  service  of  a passenger 


ir  passengers 


GENERAL  ORDINANCE  NO.  1855 


AN  ORDINAL  GE  transferring  certain  sums  of  money  in  different  departments 
of  the  City  of  Fort  Wayne 

EE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 
SECTION  I.  That  the  following  sums  of  money  are  hereby  transferred 


hereinafter 

set 

out,  to-wit: 

From 

Item 

215 

- Police  Payroll  to  Item  221  - New  Equipment  $ 

5,000.00 

From 

Item 

141 

- Pay  of  janitors  city  hall  to  Item  104  - 
Public  Printing  and  Advertising 

600.00 

From 

item 

105 

- Salary  Building  Commissioner  Assistant  to 

Item  106  - Office  Expense  and  salary  of 

Building  Department. 

200.00 

From 

Item 

131 

- Pay  of  assistant  engineer's  office  to  Item 

116  - Street  and  alley  cleaning  equipment 
and  supplies 

2,000.00 

Fr  am 

Item 

160 

- Street  Intersections  to  Item  116  - Street 
and  alley  cleaning  equipment  and  supplies 

395.00 

From 

Item 

131 

- Pay  of  assistant  engineer’s  office  to  Item 

132  - Office  expense  and  supplies  City 

Engineer's  office 

800.00 

From 

Item 

140 

- Repair  of  buildings  and  up  keep  of  ground 
to  Item  152  - Insurance 

300.00 

From 

Item 

142 

- Supplies  for  City  Hall  to  Item  152  - Insurance 

610.00 

From 

Item 

140 

- Repair  of  buildings  and  up  keep  of  grounds 
to  Item  170  - Materials  for  C.  A.  (1934) 

300.00 

From 

Item 

141 

- Pay  of  janitors  City  hall  to  Item  170 

1,200.00 

Fr  om 

Item 

131 

- Pay  of  Assistant’s  Engineers  office  to  Item 

170 

100.00 

From 

Item 

109 

- Pay  of  office  help  - Board  of  Public  Works 
office  to  Item  170 

200.00 

From 

Item 

102 

- Expense  of  Board  of  Public  Works  office  to 

Item  170 

225.00 

SECTION  2.  That  this  Ordinance  be  in  full  force  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor 

HARRY  M.  McMILLEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
pa  sed  by  the  following  vote:  Ayes  ( eight  j - Nays  ( one  ). 

//E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  ,/ayne, 
Indiana,  at  a regular  meeting,  held  on  tne  26th  day  of  November,  1935,  by 
a majority  vote  of  all  members  elect,  did  pa.  s the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDI  ANCE  NO.  1855 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  tne  2nd  day  of  December,  1935. 

LEONARD  H.  ELLENWCOD , 

City  Clerk. 

Approved  this  2nd  day  of  December,  1935. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1856. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement 
made  and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana, 
by  and  through  its  Board  of  Public  Works,  and  The  Froehlich  and  Emery 
Engineering  Company,  of  Toledo,  Ohio,  a corporation  existing  and  doing 
business  under  the  laws  of  the  State  of  Ohio; 

'WHEREAS,  the  United  States  of  America  has  offered  to  aid  in  finan- 
cing the  construction  of  improvements  to  the  City  Light  and  Power  Plant 
of  the  City  of  Fort  Wayne,  in  an  amount  equal  to  Forty-five  (45%)  per 
cent  of  the  cost  of  the  project  upon  the  completion,  but  not  to  exceed 
in  any  event  the  sum  of  Sixty-nine  Thousand  Thirty  ($69,030.00)  Dollars; 
and 

WHEREAS,  The  Federal  Emergency  Administration  of  the  Public  Works 
of  the  United  States  of  America  under  its  rules  and  regulations  requires 
the  engineering  plans  and  specifications  to  be  submitted  to  its  State 
Director  for  approval;  and 

’WHEREAS,  it  is  necessary  to  engage  an  engineering  firm  to  prepare 
such  plans  and  specifications;  and 

WHEREAS,  on  the  26th  day  of  November,  1935,  the  City  of  Fort  Wayne, 
Indiana,  by  and  through  its  Board  of  Public  Works  entered  into  a certain 
contract  and  agreement  with  The  Froehlich  and  Emery  Engineering  Company, 
of  Toledo,  Ohio,  a corporation,  organized  and  existing  under  and  by 
virtue  of  the  laws  of  the  State  of  Ohio,  for  the  employment  of  the  Froeh- 
lich and  Emery  Engineering  Company  of  Toledo,  Ohio,  to  design  and  super- 
vise the  construction  of  improvements  as  more  specifically  set  out  in 
said  contract,  to-wit: 

ARTICLES  OF  AGREEMENT  BY  AND  BETWEEN  THE  CITY  OF  FORT  WAYNE,  INDIANA, 

A MUNICIPAL  CORPORATION,  PARTY  OF  THE  FIRST  PART,  AND  THE  FROEHLICH 
AND  EMERY  ENGINEERING  COMPANY,  OF  TOLEDO,  OHIO,  A CORPORATION  EXISTING 
AND  DOING  BUSINESS  UNDER  THE  LAWS  OF  THE  STATE  OF  OHIO,  PARTY  OF  THE 
SECOND  PART. 

This  agreement  made  and  entered  into  this  26th  day  of  november, 

1935,  by  and  between  the  City  of  Fort  Wayne,  Indiana,  a municipal 
corporation,  party  of  the  first  part,  and  The  Froehlich  and  Emery 
Engineering  Company,  of  Toledo,  Ohio,  a corporation  existing  and  doing 
business  under  the  laws  of  the  State  of  Ohio,  party  of  the  second  part. 

WITNESSETH?  That  the  party  of  the  second  part  has  agreed,  and 
by  these  presents  does  agree,  with  said  party  of  the  first  part,  for 
the  consideration  hereinafter  named,  to  perform  engineering  services 
under  the  direction  of  the  Board  of  Public  Works  of  the  City  of  Fort 
Wayne,  Indiana,  as  follows: 

Article  One.  The  party  of  the  second  part  agrees  to  prepare 
Ten  (10)  copies  of  complete  plans  and  specifications  for  the  purchase 

and  installation  of  two  (2)  additional  bays  to  the  present  new  boiler 
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plant  building.  The  two  (2<)  additional  bays  are  to  join  onto  the 
present  north  boiler  room  bay,  now  housing  number  three  (3)  boiler  and 
each  of  these  two  (2)  bays  are  to  conform  to  and  are  to  be  of  the  same 
size,  design  and  character  of  construction,  as  the  building  bay  now 
containing  number  three  (3)  boiler  and  all  of  its  auxilliary  equipment. 
All  additional  copies  of  plans  and  specifications  required  for  advertis- 
ing for  bids  will  be  printed  at  the  expense  of  the  party  of  the  first 
part. 

Article  Two.  The  party  of  the  second  part  further  agrees  to 
assist  in  thepreparation  of  all  necessary  bidding  forms,  advertising 
forms  and  other  legal  forms  required  for  advertising,  the  purchase  and 
installation  of  the  two  (2)  by  boiler  plant  addition,  and  to  have  a 
representative  present  at  the  opening  of  bids  to  assist  in  recording  of 
bids  received  and  to  make  a tabulation  and  comparison  of  all  bids  re- 
ceived on  the  various  parts  of  the  work  and  to  consult  with  the  Board 
of  Public  Works  upon  the  merits  of  the  different  bids  received. 

Article  Three.  The  party  of  the  second  part  further  agrees  to 
assist  the  Board  of  Public  Works  in  the  preparation  of  the  contract  for 
the  boiler  plant  addition. 

Article  Pour.  After  contract  has  been  awarded,  the  party  of  the 
second  part  will  supervise  the  installation  and  construction  of  the  two 
bay  boiler  plant  addition,  at  such  intervals  as  may  be  necessary  to 
insure  the  proper  construction  of  the  work  in  accordance  with  the  plans 
and  specifications. 

It  is  understood  and  agreed  between  the  parties  hereto,  that  if 
the  Acting  State  Director  of  the  Federal  Emergency  Administration  of 
Public  Works  requires  the  presence  of  a residence  engineer  during  the 
progress  of  the  construction  of  the  above  mentioned  boiler  plant  build- 
ing, that  the  cost  of  employing  the  resident  engineer  is  to  be  paid  for 
by  the  party  of  the  first  part  in  addition  to  the  fee  of  five  (5)  per 
cent  hereinafter  mentioned  to  be  paid  by  the  party  of  the  first  part, 
to  theparty  of  the  second  part  for  engineering  services. 

In  consideration  of  the  promises  of  the  party  of  the  second  part 
herein  before  contained,  and  the  faithful  performance  thereof,  the  party 
of  the  first  part  agrees  and  binds  itself  to  pay  to  the  party  of  the 
second  part  a sum  of  money  equal  to  five  (5)  percent  of  the  total 
expenditure  by  the  party  of  the  first  part  in  carrying  out  the  work 
covered  by  the  plans  and  specifications  herein  before  referred  to.  The 
above  compensation  is  to  become  due  and  payable  as  follows: 

Upon  completion  of  plans  and  specifications  for  the  two  bay 
addition  to  the  boiler  plant  building  and  the  approval  of  same  by  the 
Board  of  Public  Works,  a sum  equal  to  two  (2)  percent  of  the  estimated 
cost  of  the  work,  material,  apparatus  or  construction  covered  by  the 
specifications  or  plans  shall  become  due  and  payable  to  the  party  of 


the  second  part. 


Upon  the  award  of  a contract  or  contracts  by  the  party  of  the  first 
part  for  any  part  of  the  work,  material  or  apparatus  covered  by  the 
plans  or  specifications,  a sum  equal  to  three  (3)  percent  of  the  amount 
of  the  contract  or  contracts,  less  any  amounts  which  have  been  paid  for 
the  plans  and  specifications  for  this  particular  part  of  the  work, 
material  and  apparatus,  in  accordance  with  the  foregoing  paragraph, 
shall  become  due  and  payable  to  the  party  of  the  second  part. 

The  balance  of  the  compensation  as  herein  before  provided  shall 
be  paid  as  hereinafter  specifically  set  forth. 

During  the  progress  of  the  work  covered  by  the  plans  and  specifi- 
cations for  the  boiler  plant  addition,  the  party  of  the  second  part  will 
submit,  on  or  about  the  first  of  each  month,  an  estimate  of  the  value 
under  the  terms  of  their  agreement  of  the  services  rendered  by  the  party 
of  the  second  part  during  the  preceding  month  and  eighty  (80)  percent  of 
such  estimates  shall  beceme  due  and  payable,  upon  the  approval  of  the 
same  by  the  Board  of  Public  Works.  The  remaining  twenty  (20)  percent  of 
such  estimates,  and  any  other  unpaid  part  of  the  above  mentioned  compen- 
sation, shall  become  due  and  payable  upon  the  completion  of  the  work 
covered  by  the  plans  and  specifications  for  the  two  bay  boiler  plant 
addition  and  the  acceptance  of  the  same  by  the  Board  of  Public  Works. 

Article  Five.  It  is  specifically  understood  and  agreed  that  the 
engineering  services  herein  agreed  upon  are  for  the  construction  of  a 
project  governed  by  the  rules  and  regulations  of  the  Federal  Emergency 
Administration  of  Public  Works  of  the  United  States  of  America.  The 
party  of  the  second  part  agrees  to  prepare  the  aforementioned  plans  and 
specifications  and  supervise  said  construction  work  in  compliance  with 
the  rules  and  regulations  as  laid  down  by  the  Federal  Government. 

It  is  further  specifically  understood  and  agreed  that  all  rules 
and  regulations  of  the  federal  Government  governing  this  project  are  by 
reference  hereof  made  a pert  of  this  agreement,  and  attached  hereto. 

Article  Six.  It  is  mutually  understood  and  agreed  that  in  the 
event  the  United  States  Government  refuses  or  fails  to  aid  in  financing 
the  construction  of  the  improvement  herein  contemplated,  then  this  con- 
tract shall  be  null  and  void. 

Article  Seven.  The  party  of  the  second  part  further  agrees  to 
prepare  Ten  ( I 0 ) copies  of  plans  and  specifications  for  the  purchase  and 
installation,  at  a later  date,  of  an  additional  steam  boiler,  stoker, 
cinder  collecting  equipment,  chimney,  air  heater,  air  ducts,  fans,  ash 
hopper,  coal  and  ash  handling  equipment,  control  equipment,  boiler 
plant  instruments,  piping,  pipe  covering,  wiring  and  all  other  work, 
material  or  apparatus  necessary  for  the  installation  of  an  additional 
complete  boiler  unit,  as  herein  described,  of  the  same  size,  type, 
arrangement  and  design,  as  the  three  (3)  high  pressure  boilers  now 
installed  in  the  present  new  boiler  plant  building. 


In  consideration  of  the  promises  of  the  party  of  the  second  part 
herein  contained  in  Article  number  seven  (7),  and  the  faithful  per- 
formance thereof,  the  party  of  the  first  part  agrees  and  binds  itself 
to  pay  to  the  party  of  the  second  part  a pum  of  money  equal  to  three  (3) 
percent  of  the  estimated  cost  of  the  complete  boiler  unit,  as  prepared 
by  the  party  of  the  first  part  for  the  party  of  the  second  part,  in  the 
amount  of  One  Hundred  Forty  Seven  Thousand  Four  Hundred  Dollars 
($147,400.00).  The  above  compensation  shall  be  due  and  payable  to  the 
party  of  the  second  part  upon  completion,  by  the  party  of  the  second 
part  of  the  plans  and  specifications  for  the  purchase  and  installation 
of  the  complete  boiler  unit  described  in  Article  number  seven  (7),  The 
party  of  the  second  part  will  not  be  required  to  furnish  the  party  of  the 
first  part  the  engineering  services  described  in  Article  one  (i)  to 
four  (4)  inclusive,  without  the  inclusion  of  the  engineering  services 
described  in  Article  seven  (7)  herein. 

Article  Eight.  This  contract,  although  executed  on  behalf  of  the 
City  by  its  Mayor  and  the  Board  of  Public  Works,  shall  not  be  binding 
or  obligatory  upon  the  City  unless  and  until  it  shall  have  first  been 
approved  by  the  Common  Council  of  said  City  , and  should  the  Common 
Council  of  the  City  fail  to  approve  the  same  within  sixty  (60)  days 
after  the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

The  parties  hereto  further  agree  that  the  terms  and  conditions 
of  this  contract  are  to  be  binding  upon  the  parties  and  their  successory 
and  assigns. 

In  Witness  Whereof,  the  City  of  Fort  Wayne,  Indiana,  party  of  the 
first  part,  has  caused  to  be  hereunto  affixed  its  corporate  seal  and 
name  by  and  through  its  Board  of  Public  Works  and  The  Froehlich  and 
Emery  Engineering  Company,  party  of  the  second  part,  by  and  through  its 
duly  authorized  officers,  has  hereunto  caused  to  be  affixed  its 
corporate  name  and  seal  and  the  names  of  its  officers  on  the  day  and 
year  first  above  written. 

CITY  OF  FORT  WAYNE , INDIANA 

BY  HARRY  W.  BAALS 

MAYOR 

ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

JOHN  H.  JOHNSON 

BOARD  OF  PUBLIC  WORKS 

ATTEST: 

CHAS.  F.  HESS 

SECRETARY  Approved  as  to  Form  and  Legality 

BY WALTER  E.  HELMKE 

CITY  ATTORNEY. 


THE  FROEHLICH  & EMERY  ENGRG.  CO. 

BY  F.  H.  FROEHLICH 

President. 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  INDIANA: 

Section  I.  That  the  foregoing  contract  and  agreement  made  and  entered 
into  by  and  between  the  City  of  Port  Wayne,  by  and  through  its  Board  of 
Public  Works  and  The  Froehlich  and  Emery  Engineering  Company  of  Toledo, 
Ohio,  to  design  and  supervise  the  construction  of  improvements  in  the  City 
Light  and  Power  Plant,  which  contract  and  agreement  is  more  fully  set  forth 
in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things  ratified 
and  approved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

G.  A.  D INMEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10th  day  of  December, 

1935,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1856 

PRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I 2th  day  of  December,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  I2th  day  of  December,  1935. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1857. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement 
made  and  entered  into  by  and  between  the  American  Steel  Dredge 
Company,  Inc.,  of  Allen  County,  Indiana,  and  the  City  of  Port  Wayne, 
of  Allen  County,  Indiana,  by  and  through  its  Board  of  Public  Works. 

WHEREAS,  on  the  18 th  day  of  December,  1935,  the  American  Steel 
Dredge  Company,  Inc.,  of  Allen  County,  Indiana,  entered  into  a certain 
contract  and  agreement  with  the  City  of  Fort  Wayne,  by  and  through  its 
Board  of  Public  Works,  for  the  demolition  and  removal  from  the  City  Light 
and  Power  Works  of  the  City  of  Fort  Wayne,  Indiana,  of  two  500  H.  P. 
sectional  water  tube  steam  boilers  and  appurtenances,  including  guyed 
steel  stacks,  stokers,  superheaters,  and  masonry  settings,  and  for  the 
storage  of  the  equipment  on  the  premises,  as  more  specifically  set  out 
in  said  contract,  to-wit: 

CONTRACT 

This  agreement  made  and  entered  into  this  I8th  day  fif  December, 

1935,  by  and  between  the  American  Steel  Dredge  Company,  Inc.,  of  the 
county  of  Allen,  State  of  Indiana,  party  of  the  first  part,  and  the  City 
of  Fort  Wayne,  County  of  Alien,  and  State  of  Indiana,  by  and  through  its 
Board  of  Public  Works,  party  of  the  Second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants  and  agrees 

to  furnish  and  pay  for  all- labor,  materials,  tools  and  scaffolding  required 
for  the  demolition  and  removal  from  the  City  Light  and  Power  Works  of  the 
City  of  Fort  Wayne,  Indiana,  of  two  500  H.  P.  sectional  water  tube  steam 
boilers  and  a purtenances,  including  guyed  steel  stacks,  stokers,  super- 
heaters, and  masonry  settings,  and  for  the  storage  of  the  equipment  on  thB 
premises,  all  In  accordance  with  the  plans  and  specifications  prepared  by 

the  Froehlich  & Emery  Engineering  Company,  and  the  proposal  of  the  party 
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of  the  first  part,  now  on  file  in  the  office  of  the  Board  of  Public  Works 
(except  as  specifically  noted -in  this  contract),  all  of  which  plans, 
specifications  and  proposal  are  made  a part  of  this  contract  as  fully  and 
effectually  as  if  copied  herein  at  full  length,  for  and  in  consideration 
of  the  payment  by  the  City  of  Fort  Wayne  as  follows,  to-wit: 

FOUR  THOUSAND  AND  FIVE  HUNDRED  DOLLARS  AND  NO  CENTS  ($4,500.00). 

The  party  of  the  first  part  agrees  to  complete  the  work  within 
forty  calendar  days  after  date  of  this  contract  and  approval  of  the  same 
by  the  Qornmon  Council  of  the  City  of  Fort  Wayne,  Indiana. 

Payments  are  to  be  made  in  accordance  with  Paragraph  18,  "Terms  of 
Payment,"  of  the  specifications  on  file  in  the  office  of  the  Board  of 
Public  Works. 

Funds  to  cover  the  cost  of  this  work  will  be  derived  from  funds  of 
the  Owner  and  ^rant  received  from  the  United  States  Government. 


The  party  of  the  first  part  agrees  to  comply  with  all  the  rules  and 
regulations  of  the  Federal  Emergency  Administration  of  Public  Works, 
which  rules  and  regulations  are  referred  to  in  Paragraph  3,  "P.W.A.  Con- 
struction Regulations,"  of  the  General  Specifications,  and  are  set  out 
in  detail  in  an  addenda  attached  thereto,  or  any  rules  or  regulations 
promulgated  hereafter. 

This  contract  and  bond  will  not  be  in  effect  until  approved  by 
the  Acting  State  Director  of  the  Public  Works  Administration. 

This  contract,  although  executed  on  behalf  of  the  City  by  its 
Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory 
upon  the  City  unless  and  until  it  shall  have  first  been  approved  by  the 
Common  Council  of  said  City,  and  should  the  Common  Council  of  the  City 
fail  to  approve  the  same  within  ninety  days  after  the  date  hereof,  this 
contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

In  testimony  Whereof,  We,  the  foregoing  named  parties,  hereunto 
set  our  hands  and  seals  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 

BY H.  W.  BAALS  

Mayor 

ROrERT  G . BEAMS 

A.  T.  ANDERSEN 

JOHN  H.  JOHNSON 

Board  of  Public  Works 


At t e s t Ghas . F.  Hess 

Sec  ' y 


AMERICAN  STEEL  DREDGE  COMPANY.  UC. 


BY:  CLIDE  A.  WALE,  President 


BY:  WALTER  W.  WALB,  Sec'y  and  Treas . 

Party  of  the  First  Part 


Approved  as  to  Form 
And  Legality 


WALTER  E.  HELMKE 
City  Attorney. 


Approved 


State  Director (P.W.A. ) 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA : 

Section  I.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  by  and  between  the  American  Steel  Dredge  Company,  Inc.,  and 
the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  Works  for  the 
demolition  and  removal  from  the  City  Light  and  Power  Works  bf  the  City  of 
Fort  Wayne,  Indiana,  of  two  500  H.  P.  sectional  water  tube  steam  boilers 


and  appurtenances,  including  guyed  steel  stacks,  stokers,  superheaters, 
and  masonry  settings,  and  for  the  storage  of  the  equipment  on  the  premises, 
which  contract  and  agreement  is  more  fully  set  forth  in  the  preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  C . ty  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  27th  day  of  December,  1935,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1857. 

FRANK  A.  WYSS,  LEONARD  H.  ELLENWOOD, 

President.  City  C^erk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1935. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  28th  day  of  December,  1935. 


W.  BAALS, 


GENERAL  ORDINANCE  No.  1858. 

AN  ORDINANCE  Fixing  the  Salaries,  Compensation  and  Wages  of  Offiders  and 
Employees  of  the  City  of  Fort  Wayne,  Indiana,  for  the  Fiscal  Year  of 
1936,  as  amended  this  27th  day  of  December,  1935. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  I.  That  the  salaries,  wages  and  compensation  of  officers  and 
employees  of  the  City  of  Fort  Wayne,  Indiana,  shall  be  as  follows,  for 
the  fiscal  year  of  1936,  to-wit: 

DEPARTMENT  OF  FINANCE 

Item 

6 Salary  of  the  Ass't  Deputy  Controller-  - --  --  --  - --$>  1,320.00 

6 Salary  of  the  Cashier  Barrett  Law-  ------------  1,500.00 

6 Salary  of  the  Two  Clerks,  Barrett  Law,  each  $1320-  - - - - 2,640.00 

15  Salary  of  City  Court  Bailiff-  ---------------  1,500.00 

DEPARTMENT  OF  RELIC  WORKS. 

105  Salary  of  Building  Commissioner-  -------------  2,000.00 

105  Salary  of  Plumbing  Inspector-  ---------------  1,800.00 

105  Salary  of  Building  Commissioner's  Clerk-  ---------  960.00 

105  Salary  of  Electrical  Inspector-  --------------  1,800.00 

105  Salary  of  Furnace  Inspector-  ---------------  1,800.00 

108  Salary  of  Street  Commissioner-  --------------  2,400.00 

108  Salary  of  Ass't  Street  Commissioner-  -----------  1,700.00 

109  Salary  of  Stenographer-  ------------------  980.00 

109  Salary  of  Bookkeeper-  -------------------  1,200.00 

109  Salary  of  Minute  Clerk  ------------------  980.00 

I30-A  Salary  of  Ass't  City  Engineer-  --------------  1,800.00 

131  Salary  of  Jr.  Ass't  Engineer  1,800.00 

131  Salary  of  Clerk  Engineer's  Office-  1,500.00 

131  Salary  of  Draftsman-  -------------------  1,500.00 

131  Salary  of  Two  Chainmen,  each  $1320.00-  ----------  2,640.00 

131.  Salary  of  One  Rodman  -------------------  1,320.00 

141  Salary  of  Day  Janitor-  ---------  _______  1,000.00 

141  Salary  of  Night  Janitor-  1,068.00 

154  Salary  of  Supt.  of  Asphalt  Plant  -------------  2,400.00 

DEPARTMENT  OF  PUBLIC  SAFETY. 

201  Salary  of  the  Clerk  to  the  Board  of  Safety  --------  1,500.00 

205  Salary  of  Inspector  of  Weights  and  Measures  -------  2,^20.00 

208  Salary  of  Weighmaster-  960.00 

210  Salary  of  Market  master-  1,320.00 

215  Salary  of  Chief  of  Police-  2,772.00 

215  Salary  of  Captain  of  Police  Department  ----------  2,400.00 

215  Salary  of  Captain  of  Detectives-  2,400.00 

215  Salary  of  Two  Lieutenants?  eaeh-$g,04i .80-  --------  4,083.60 


215  Salary  of  Nine  Detectives,  each  $1,864.80-  -------$  16,773.20 

215  Salary  of  Nine  Sergeants,  each  $1,774.50  --------  15,970.50 

215  Salary  of  Traffic  Sergeant-  ---------------  1,825.20 

215  Salary  of  109  Patrolmen,  each  $1,680.00-  --------  183,120.00 

- / 

215  Salary  of  Garage  Attendant  ---------------  1,680.00 

215  Salary  of  Humane  Officer  ----------------  1,680.00 

215  Salary  of  Secretary  to  the  Chief  ------------  1,312.50 

225  Salary  of  the  Traffic  Clerk-  --------------  1,200.00 

240  Salary  of  Supt . of  Signal  Department  ----------  2,400.00 

240  Salary  of  Ass’t  Supt.  ------------------  1,992.00 

240  Salary  of  Pour  Linemen,  each  $1,864.80  ---------  7,459.20 

240  Salary  of  Electrician-  -----------------  1,864.80 

240  Salary  of  three  Alarm  Operators,  each  $1,680.00-  - - - - 5,040.00 

240  Salary  of  Chief  Operator  ----------------  1,774.50 

240  Salary  of  Two  Radio  Operators,  each  $1,680.00-  -----  3,360.00 

250  Salary  of  Chief  of  Eire  Department  -----------  2,772.00 

250  Salary  of  Ass’t  Chief  of  Eire  Department  --------  2,400.00 

250  Salary  of  Two  Battalion  Chiefs,  each  $2,128.50  -----  4,257.00 

250  Salary  of  Eire  Prevention  Captain-  -----------  1,915.20 

250  Salary  of  22  Captains,  each  $1,774.50-  ---------  39,039.00 

250  Salary  of  4 Lieutenants,  each  $1,708.50-  --------  6,834.00 

250  Salary  of  123  Firemen,  each  $1,680.00-  ---------  206,640.00 

250  Salary  of  Two  Firemen,  each  $1,548.00-  ---------  3,096.00 

250  Salary  of  One  Mechanic-  ---------------  — 2,164.80 

250  Salary  of  One  Ass’t  Mechanic  --------------  1,992.00 

DEPARTMENT  OF  PUBLIC  HEALTH. 

301  Salary  of  President  of  Board  of  Health  ---------  360.00 

301  Salary  of  the  Vice-President  of  the  Board  of  Health-  - - 135.00 

302  Salary  of  Ass’t  Secretary-  ---------------  1,312.50 

304  Salary  of  the  Bacteriologist  --------------  1,800.00 

304  Salary  of  Bairy  and  Meat  Inspector  -----------  2,200.00 

304  Salary  of  Deputy  Meat  Inspector-  ------------  1,680.00. 

304  Salary  of  Detective  Sergeant  --------------  1,864.80 

304  Salary  of  Sergeant-  -------------------  1,774.50 

304  Salary  of  Five  Sanitary  Officers,  each  $1,680.00  - - - - 8,400.00 

305  Salary  of  Investigator-  ------------------  1,680.00 

305  Salary  of  Ass’t  Director  and  Technician  of  the 

Venereal  Clinic-  ----------------  1,500.00 

308  Salary  of  School  Nurse  -----------------  1,380.00 

308  Salary  of  Examining  Physician-  --------------  2,700.00 


Section  2.  Be  it  further  ordained  by  tne  Common  Council  of  the  City  of 
Fort  ’tfayne,  Indiana,  that  should  any  fireman  or  policeman  be  appointed 
during  tne  year  of  1936,  the  Board  of  Public  Safety  may  fix  his  salary 

for  said  year  at  less  than  One  Hundred  Forty  ($140.00)  Dollars  per  month. 


Section  2-A.  All  Salaries,  compensation  or  wages  herein  of  officers 
and  employees  of  the  City  of  Fort  Wayne,  Indiana,  as  fixed  herein,  shall 
be  for  each  calendar  month  and  shall  be  on  a monthly  basis  and  payable  as 
now  provided. 

Section  3.  This  Ordinance  shall  not  repeal  any  Ordinances  now  existi 
relating  to  salaries  and  wages  of  officers  and  employees  but  shall  suspend 
such  Ordinances  during  the  time  that  this  Ordinance  is  in  full  force  and 
effect.  This  Ordinance  shall  expire  by  limitation  on  December  31st,  1936. 

Section  4.  This  Ordinance  shall  be  in  full  force  and  effect  from  an 
after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed 
by  the  following  vote:  Ayes  ( nine  ) --  Nays  (none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  27th  day  of  December,  1935, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1858. 

FRANK  A WYSS,  LEONARD  H.  ELLENV/OOD, 

President  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1935. 

LEONARD  H.  ELLENV/OOD, 

City  Clerk. 

Approved  this  28tii  day  of  December,  1935. 

H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  NS.  1859. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered 
into  by  and  between  V.  M.  NUSSBAUM  AND  COMPANY,  an  Indiana  Corporation, 
and  the  CITY  OP  PORT  WAYNE,  by  and  through  its  BOARD  OP  PUBLIC  WORKS. 

WHEREAS,  the  CITY  OP  PORT  WAYNE,  by  and  through  its  Board  of  Public 
Works,  and  V.  M.  NUSSBAUM  AND  COMPANY,  an  Indiana  Corporation,  entered  into 
a certain  contract  and  agreement  on  the  27th  day  of  December,  1935,  by 
which  said  contract  said  Company  agrees  to  furnish  a complete  cubicle 
switchgear  group  for  Three  Rivers  Substation  consisting  of  Nine  (9) 
cubicles,  and  a complete  cubicle  switchgear  group  for  Lafayette  Substation 
consisting  of  Five  (5)  cubicles,  which  contract  is  in  the  following  words 
and  figures,  to-wit: 


CONTRACT 

This  agreement  made  and  entered  into  this  27th  day  of  December, 

1935,  by  and  between  V.  M.  NUSSBAUM  AND  COMPANY,  an  Indiana  Copporation, 
of  the  County  of  Allen,  State  of  Indiana,  party  of  the  first  part,  and 
the  CITY  OP  PORT  WAYNE,  County  of  Allen  and  State  of  Indiana,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH*  That  the  party  of  the  first  part  covenants  and  agrees 
to  furnish  and  deliver  f.o.b.,  Fort  Wayne,  Indiana,  the  following  material. 


apparatus  and  equipment: 

Item  No.  I - Complete  cubicle  switchgear  group  for  Three 

Rivers  Substation  consisting  of  Nine  (9)  cubicles. 


Item  No.  2 - Complete  cubicle  switchgear  group  for  Lafayette 
Substation  consisting  of  Five  (5)  cubicles. 


all  in  accordance  with  the  plans  and  specifications  prepared  by  the  City 


Light  and  Power  Works  Engineering  Department,  Port  Wayne,  Indiana,  and  the 
oroposal  of  the  party  of  the  first  part,  now  on  file  in  the  office  of  the 
Board  of  Public  Works,  except  as  follows: 


A 36  inch  space  shall  be  left  between  cubicles  No.  4 and  No._5_in 
the  Three  Rivers  Substation  cubicle  group.  The  main  and  auxiliary 
buses  shall  be  carried  across  this  space  enclosed  by  a steel  enclosure. 


No  telescoping  isolators  shall  be  used  of  less  than  600  ampere 
capaci ty . 

Cubicle  No.  4 Three  Rivers  Substation  shall  be  equipped  with  1200 
ampere  isolators. 

Alloil  circuit  breakers  snail  interrupt  their  specified  K.V.A. 
with  a 15  second  interval  between  closures. 


All  aoparatus , equipment,  layouts  and  wiring  diagrams 
approved  by  the  City  Light  and  Power  'Works  Engineering 
before  starting  manufacturing. 


shall  be 
Departmen 


t 


The  party  of  the  Secong  part  reserves  the  right  to  additions  or 
deductions  at  any  time  prior  to  final  approval. 

The  manufacturer  of  the  cubicle  switchgear  agrees  to  the  conditions 
of  this  contract  jointly  with  the  Bidder. 


All  oil  circuit  brea&ers  shall  be  manufactured  by  the  General 
Electric  Company. 

all  of  which  plans,  specifications  and  proposal  are  made  a part  of  this 

■ 

contract  as  fully  and  effectually  as  if  copied  h%ein  at  full  length,  for 
and  in  consideration  of  the  payment  by  the  City  df  Port  Wayne,  as  follwws 


to-wi t: 


The  sum  of  Twenty-five  Thousand  Two  Hundred  Fifty  ($25,250.00) 

Dollars  for  Item  No.  I as  above  designated  and  the  sum  of  Ten 
Thousand  Two  Hundred  Twenty-five  ($10,225.00)  Dollars  for  Item 
No.  2 as  above  designated,  subject  to  additions  and  deductions 
as  provided,  above. 

The  party  of  the  first  part  agrees  to  complete  the  work  wi thin 
Ninety  (90)  calendar  days  after  date  of  this  contract  and  approval  of  the 
same  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  and  approval 
of  the  equipment,  apparatus,  layouts  and  wiring  by  the  Engineering  Depart- 
ment of  the  City  Light  and  Power  Works. 

Payments  are  to  be  made  in  accordance  with  addenda  #1,  to  the 
specifications  on  file  in  the  office  of  the  Board  of  Public  Works. 

This  contract,  although  executed  on  behalf  of  the  City  by  its  Mayer 
and  by  the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory  upon 
the  City  unless  and  until  it  shall  have  first  been  approved  by  the  Common 
Council  of  said  City,  and  should  the  Common  Council  of  the  City  fail  to 
approve  the  same  within  Ninety  (90)  days  after  the  date  thereof,  this 
contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  Contract,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

IN  TESTIMONY  ’WHEREOF,  we,  the  foregoing  named  parties,  hereunto  set 
our  hands  and  seals  on  the  say  and  year  aforesaid. 

CITY  OF  FORT  WAYNE,  INDIANA 

BY:  H.  W.  BAALS 

ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

ATTEST: 

Chas.  Hess J.  H.  JOHNSON 

Secretary  Board  of  Public  Works. 

¥♦  M.  NUSSBAUM  AND  COMPANY 

Approved  as  to  Form  and 

Legality  BY:  H.  B.  NUSSBAUM,  Treasurer. 

Party  of  the  Fjrst  Part. 

W.  E.  HELMKE 

City  Attorney 

The  undersigned  manufacturer  of  the  equipment  covered  by  this 
contract,  hereby  agrees  to  all  the  terms  and  conditions  hereof. 

ELECTRICAL  ENGINEER*  S EQUIPMENT  COMPANY 

BY:  E.  H.  JACOBS,  Vice-President. 

NOW,  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA: 

Section  I.  That  the  foregoing  contract  made  and  entered  into  on  the 
27th  day  of  December,  1935,  by  and  between  the  CITY  OF  FORT  WAYNE,  by  and 
through  its  Board  of  Public  Works,  and  V.  M.  NUSSBAUM  AND  COMPANY,  an 
Indiana  Corporation,  by  the  terms  of  which  contract  said  Company  agrees  to 
furnish  a complete  cubicle  switchgear  group  for  Three  Rivers  Substation 
consisting  of  Nine  (9)  cubicles  and  a complete  cubicle  switchgear  group 


for  Lafayette  Substation  consisting  of  Five  (5)  cubicles,  which  contract 
is  more  specifically  set  forth  in  the  Preamble  hereto,  be  and  the  same  is 
hereby  in  all  things  ratified  and  approved. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  fr 
and  after  its  passage  and  approval  by  the  Mayor. 

ARM)  C.  SPIEGEL 

Thi3  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

ME  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne 
Indiana,  at  a regular  meeting,  held  on  the  I4th  day  of  January,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1859 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I8th  day  of  January  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  21st  day  of  January,  1936. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  I860. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered 
into  by  and  between  the  Journal-Gazette  Company  of  Fort  Wayne,  Indiana, 
and-  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
Works . 

WHEREAS,  The  CITY  OF  FORT  WAYNE,  by  and  through  its  Board  of  Public 
Works,  and  the  JOURNAL-GAZETTE  COMPANY  of  Fort  Wayne,  entered  into  a certain 
contract  and  agreement  on  the  26th  day  of  December,  1935,  by  which  contract 
the  said  Company  agrees  to  print  in  the  Fort  Wayne  Journal-Gazette 
Proceedings  of  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana,  from 
January  I,  1936,  until  December  31,  1936,  and  to  furnish  the  parties  of  the 
second  part  One  Hundred  Twenty-five  (125)  copies  of  the  Proceedings  of  each 
Council  meeting,  bound  in  pamphlet  form,  and  to  furnish  and  complete,  upon 
the  termination  of  the  contract,  on  December  31,  1936,  One  Hundred  Fifty 
(150)  copies  of  the  proceedings  of  the  entire  year,  bound  together  wi th  an 
index  for  each  of  said  copies.  One  Hundred  (ICO)  copies  to  be  bound  with 
Buckram  and  Fifty  (50)  copies  to  beound  in  cloth,  whicn  contract  is  in 
the  following  words  and  figures,  to-wit: 

CONTRACT 

THIS  AGREEMENT,  Made  and  entered  into  this  26th  day  of  December, 

1935,  by  and  between  the  JOURNAL-GAZETTE  COMPANY,  Party  of  the  First  Part, 
and  the  CITY  OF  FORT  WAYNE,  Allen  County,  State  of  Indiana,  by  and  through 
its  BOARD  OF  PUBLIC  WORKS,  Party  of  the  Second  Part,  WITNESSETH: 

That  the  party  of  the  first  part  covenants  and  agrees  to  print  in 
The  Fort  Wayne  Journal-Gazette  Proceedings  of  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  from  January  I,  1936,  until  December  31,  1936,  and 
to  furnish  the  party  of  the  second  part,  One  Hundred  Twenty-five  (125)  copies 
of  the  Proceedings  of  each  Council  meeting  bound  in  pamphlet  form,  and  to 
furnish  and  complete,  upon  the  termination  of  this  contract,  on  December  31, 

1936,  One  Hundred  Fifty  (150)  copies  of  the  Proceedings  of  the  entire  year, 
bound  together  with  an  index  for  each  of  said  copies,  One  Hundred  (100)  of 
said  copies  to  be  bound  with  Buckram,  and  Fifty  (50)  copies  to  bound  in 
cloth. 

The  party  of  the  first  part  expressly  agrees  to  perform  all  the 
work  and  furnish  all  the  material,  in  accordance  with  the  terms  and  con- 
ditions of  the  specifications  on  file  in  the  office  of  the  Department  of 
Public  Works  of  said  Ci.ty,  which  specifications  are  made  a part  of  this 
Contract,  and  to  tiie  entire  satisfaction  of  the  Board  of  Public  ’Works. 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne,  Indiana, 
for  printing  and  binding  the  Council  Proceedings  and  for  publishing  the 
same  by  the  aforementioned  Journal-Gazette  Company,  shall  be  at  the  rate 
of  One  Dollars  and  Twenty  Cents  (|l.20)  per  lineal  inch,  actual  measurement, 
measured  in  the  column  as  particularly  set  forth  in  said  specifications, 
including  the  index,  which  shall  be  measured  as  Two  (2)  columns  the  same 


as  any  page  of  the  proceedings,  when  the  width  of  the  entire  page  is  used 
for  said  index,  and  that  the  price  for  publishing  all  ordinances  and  other 
publications  required  to  be  made  by  law,  shall  be  One  Dollar  and  Twenty 
Cents  (#1.20)  per  inch,  column  width,  to  be  measured  as  the  same  appear  in 
said  paper. 

It  is  further  agreed  by  the  parties  hereto  that  in  case  the  first 
party  fails  to  perform  all  the  conditions  required  by  this  contract,  to 
be  performed  by  it,  the  party  of  the  second  part  shall  have  the  right  to 
take  charge  of  said  work  and  have  the  same  done  and  deducted  thereof  from 
any  amount  then  due  the  party  of  the  first  part. 

The  party  of  the  first  part  agrees  that  in  the  prosecution  of  said 

work  all  proper  skill  will  be  exercised  and  the  party  of  the  first  part 

agrees  to  furnish  sufficient  bond  in  the  sum  of  Two  Thousand  ($2,000.00) 
Dollars,  payable  to  the  City  of  Fort  Wayne,  Indiana,  for  the  faithful  per- 
formance of  all  the  conditions  of  this  contract. 

It  is  hereby  agreed  that  no  assignment  of  this  contract  shall  be 

made  without  the  written  consent  of  said  party  of  the  second  part. 

IF  WITNESS  WHEREOF,  the  foregoing  named  parties  hereunto  set  their 
hands  and  seals  the  day  and  year  first  above  written. 

THE  JOURNAL-GAZETTE  COMPANY 

BY:  W.  A.  Kunkel,  Jr. President 

BY:  A.  F.  Scherer Secretary. 

Party  of  the  First  Part. 

CITY  OF  FORT  WAYNE,  INDIANA 

H.  W.  Baals 

Mayor  of  the  City  of  Fort  Wayne. 

BY:  BOARD  OF  PUBLIC  WORKS 

Robert  G.  Beams Chairman 

ATTEST:  A.  T.  Andersen 

Chas.  Hess J.  H.  Johnson 

Secretary 

Approved  as  to  form  and  legality 

W.  E.  Helmke 

City  Attorney. 

NOW,  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA: 

Section  I.  That  the  foregoing  contract  made  and  entered  into  on  tne 
26th  day  of  December,  1935,  by  and  between  the  CITY  OF  FORT  WAYNE,  by  and 
through  its  BOARD  OF  PUBLIC  WORKS,  and  JOURNAL-GAZETTE  COMPANY,  by  the  terms 
of  which  contract  said  Company  agrees  to  print  in  the  Fort  Wayne  Journal- 
Gazette  Proceedings  of  the  Common  Council  of  tne  City  of  Fort  Wayhe,  Indiana, 
from  January  I,  1936  until  December  31,  1936,  and  to  furnish  the  parties  of 
the  second  part  One  Hundred  Twenty-five  (125)  copies  of  the  Proceedings  of 
each  Council  meeting,  and  bind  the  same  in  pamphlet  form,  and  to  furnish  and 
complete,  upon  the  termination  of  this  contract,  on  December  31st,  1936, 

One  Hundred  and  Fifty  (150)  copies  of  the  Proceedings  of  the  entire  year, 


GENERAL  ORDINANCE  No.  1861. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered 
into  by  and  between  the  GENERAL  ELECTRIC  COMPANY,  a New  York  Corporation, 
and  the  CITY  OP  PORT  WAYNE,  INDIANA,  by  and  through  its  BOARD  OP  PUBLIC 
WORKS . 

WHEREAS , The  CITY  OP  PORT  WAYNE , by  and  through  its  BOARD  OP  PUBLIC 
WORKS,  and  the  GENERAL  ELECTRIC  COMPANY,  a New  York  Corporation,  entered 
into  a certain  contract  and  agreement  on  the  2Sth  day  of  December,  1935, 
by  which  contract  the  said  Company  agrees  to  furnish  and  deliver  f.o.b., 

Port  Wayne,  Indiana,  Seven  (7)  single  phase  1667  KVA  Transformers,  which 
contract  is  in  the  following  words  and  figures,  to-wit: 

CONTRACT 

This  agreement  made  and  entered  into  this  27th  day  of  December, 

1935,  by  and  between  GENERAL  ELECTRIC  COMPANY,  a New  York  Corporation,  of 
the  County  of  Schenectady,  State  of  New  York,  party  of  the  first  part,  and 
the  City  of  Port  Wayne,  County  of  Allen  and  State  of  Indiana,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants  and  agrees 

to  furnish  and  deliver  f.o.b.,  Fort  Wayne,  Indiana,  seven  (7)  single  phase 
1667  KVA  Transformers  all  in  accordance  with  the  plans  and  specifications 
prepared  by  the  City  Light  and  Power  Works  Engineering  Department,  Port 
Wayne,  Indiana,  .and  the  proposal  of  the  party  of  the  first  part,  now  on  file 
in  the  office  of  the  Board  of  Public  Works,  (except  as  specifically  noted 
in  this  contract),  all  of  which  plans,  specifications  and  proposal  are  made 
a part  of  this  contract  as  fully  and  effectually  as  if  copied  herein  at 
full  length,  for  and  in  consideration  of  the  payment  by  the  City  of  Port 
'Wayne,  as  follows,  to-wit:  TWENTY  EIGHT  THOUSAND  TWO  HUNDRED  AND  FIFTY- 
FIVE  AND  00/100  ($28,255.00)  DOLLARS. 

The  party  of  the  first  part  agrees  to  complete  the  work  within 
shipment  Eight  (8)  weeks  after  date  of  this  contract  and 

approval  of  same  by  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana. 

Payments  are  to  be  made  in  accordance  with  addenda  7)- 1 » to  tne 
specifications  on  file  in  the  office  of  the  Board  of  Public  Works. 

This  contract,  although  executed  on  behalf  of  the  City  by  its  Mayor 
and  the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory  upon  the 
City  unless  and  until  it  shall  have  first  been  approved  by  the  Common  Council 
of  said  City,  and  should  the  Common  Council  of  the  City  fail  to  approve  the 
same  within  ninety  days  after  the  date  thereof,  this  contract  shall  become 
and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contrast,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

IN  TESTIMONY  7/HEREOF,  The  foregoing  named  parties,  hereunto  set  our 
hands  and  seals  on  the  day  and  year  aforesaid. 


CITY  OF  FORT  WAYNE,  INDIANA 


BY:  H.  W.  BAALS 

Mayor 

ATTEST:  Chas.  Hess Robert  G.  Beams 

A.  T.  Andersen 

J.  H.  Johnson 

Board  of  Public  Works . 

Approved  as  to  Form  GENERAL  ELECTRIC  COMPANY 

and  Legality 

BY:  W.  J.  Hanley 

W.  E.  Helmke Party  of  the  First  Part 

City  Attorney  - Commercial  Vice  President 

NOW,  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE: 

Section  I.  That  the  foregoing  contract  made  and  entered  into  on  the 
27th  day  of  December,  1935,  by  and  between  the  CITY  OF  FORT  WAYNE,  by  and 
through  its  BOARD  OF  PUBLIC  WORKS,  and  GENERAL  ELECTRIC  COMPANY,  a New 
York  Corporation,  by  the  terms  of  which  contract  said  Company  agrees  to 
ufrnish  and  deliver  f.o.b.,  Fort  Wayne,  Indiana,  Seven  (7)  single  phase 
1667  KVA  Transformers,  which  contract  is  more  specifically  set  forth  in 
the  Preamble  hereto,  be  and  the  same  is  hereby  in  allthings  ratified  and 
approved . 

Section  2.  That  thi 3 Ordinance  shall  be  in  full  force  and  effect  from 
.and  after  its  passage  and  approval  by  the  Mayor. 

HARRY  M.  McMILLEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  I4th  day  of  January,  1936,  by 
a majority  vote  of  allmembers  elect,  did  pass  the  ordinance  hereunto 
attached, and  known  as 
GENERAL  ORDINANCE  No.  1861. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I8th  day  of  January,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


H.  W.  BAALS, 

Mayor. 


Approved  this  21st  day  of  January,  1936 


GENERAL  ORDINANCE. No.  1862. 

AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  Two  (2)  Exciter 
sets,  Two  (2)  Boiler  Peed  Pumps,  One  (i)  Centrifugal  Pump,  Thirty^three 
(33)  Valves,  Two  (2)  Motors,  Scrap  Iron  and  Scrap  Brass,  being  obsolete 
and  used  machinery  owned  by  the  Municipal  Electric  Light  and  Power  Works. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OP  PORT  WAYNE,  INDIANA: 

Section  I.  That  the  Board  of  Public  Works  be  and  hereby  is  authorized 

to  sell  the  following  obsolete  and  used  equipment,  to-wit: 

TWO  (2)  EXCITER  SETS  specifically  described,  to-wit: 

One  (I)  Motor  Generator  Set. 

Generator  G.  E.  Co.  Direct  Current  #500476  I.S.  7247,  Frame 
6-37-§--3I0,  Type  MPM  6-100-900,  Form  2,  KW  100,  Amp.  800,  RPHt  900, 
Volts  no  load  120,  full  load  125,  Driven  by  G.E.  Co.  induction 
motor  #723108,  type  I-8-I50A-900 , form  K,  cycles  60,  phase  3, 

HP  150,  Amp.  36,  Volts  2300,  RPM  no  load  900,  full  load  870. 

G.  E.  Co.  starting  compensator  #1334752,  type  NR  2726,  form  HT, 

Volts  primary  2300,  Sec.  800/1870. 

One  (I)  G.  E.  Co.  direct  current  generator  #164404.  Type  CC-2-25-360, 
form  T,  Amp.  200,  RPM  3600,  Volts  125.  Driven  by  G.  E.  Co.  Curtis 
turbine  #4610,  KW  25,  RPM  3600,  Form  A,  Steam  pressure  200#. 

TWO  BOILER  FEED  PUMPS  specifically  described,  to-wit: 

One  (I)  Camron  Centrifugal  Boiler  Feed  Pump. 

Size  #4HMT2,  Pump  #67140,  GPM  500,  Head  in  ft.  580,  RPM  2500, 

Hydrostatic  test  300#,  per  sq..  ins  Driven  by  G.  E.  Co.  Curtis  steam 

turbine  #37832,  H.  P.  110,  RPM  2500,  type  II0-2500-I,  Form  D54,  200# 
steam  pressure,  non-condensing . Complete  with  Fisher  governoe,  check 
valve  necessary,  gate  valves  for  suction  and  discharge  line. 

One  (i)  Camron  Centrifugal  boiler  Feed  Pump. 

Size  #4HMt2,  Pump  #67139,  GPM  500,  Head  in  ft.  500,  RPM  2500, 

Hydrostatic  test  300#,  per  sq..  in.  Driven  by  G.  E.  Co.  Curtis  steam 

turbine  #37822,  HP  110,  RPM  2500,  Type  II0-2500-K,  Form  D54,  200#  steam 
pressure,  non-condensing.  Complete  with  Fisher  governor  check  valve 
and  necessary  gate  valves  on  suction  and  discharge  lines. 

ONE  (i)  CENTRIFUGAL  PUMP  specifically  described,  to-wit: 

One  (i)  I-g-"  Worthington  Centrifugal  Pump.  #839421,  total  head  300  ft. 
GPM  200,  Driven  by  G.  E.  Co.  Motor,  I5HP,  3 phase,  6 cycle,  RPM 
3600,  220  volt. 

THIRTY- THR  E (33)VALVES  specifically  described,  to-wit: 

Ten  (10)  6"  heavy  cast  iron  flanged  O.S.Y.  gate  valves  working 
pressure  steam  200#  steam,  350#  water. 

Eleven  (II)  4"  extra  heavy  cast  iron  flanged  O.S.Y.  gate  valves, 
wording  pressure  200#  steam,  350#.  water. 

Five  (5)  2-g-'*  extra  heavy  cast  iron  flanged  O.S.Y.  gate  valves, 
working  pressure  200#  steam,  350#  water. 

One  (I)  10”  extra  heavy  cast  iron  flanged  O.S.Y.  gate  valve  with 
bypass,  working  pressure  200#  steam,  350#  water. 

Six  (6)  6"  Standard  cast  iron  flanged  O.S.Y.  gate  valves. 

TWO  (2)  MOTORS  specifically  described^  to-wit: 

One  (I)  G.  E.  Co.  Induction  Motor  Model  #400241,  Type  KT-946-6-5-I20 , 
Form  C,  3 phase,  60  cycle  440  volts,  RPM  1150,  #4305591  - 5HP. 

One  (i)  Westinghouse  Type  CS  MOTOR  - 10  HP  Multi  speed,  RPM  1030, 

560  - 830  - 415,  Serial  #4706295,  60  cycles,  3 phase,  440  volts, 
complete  with  controller  and  starting  compensator. 

Approximately  Four  (4)  Tons  of  scrap  iron  and  about  Fifteen  Hundred 
(1500)  lvs.  of  scrap  brass. 

and  that  the  said  Board  of  Public  Works,  through  the  City  Attorney,  shall 
file  in  Circuit  Court  a petition  for  appointment  of  appraisors  to  appraise 


said  property. 


Section  2.  That  this  Ordinance  shall  he  in  full  force  and  effect  from- 
and  after  its  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote;  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  28th  day  of  January,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached, and  known  as 
GENERAL  ORDINANCE  No.  1862. 

ALBERT  MORAN,  LEONARD  H. • ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  5th  day  of  February,  1936. 

LEONARD  H.  ELLENWOOD , 

City  Clerk. 

Approved  this  5th  day  of  February,  1936. 

H.  W.  BAALS, 

Mayor . 
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GENERAL  ORDINANCE  No.  1863. 

An  Ordinance  transferring  Eleven  Hundred  Eighteen  Dollars 
and  Seventy-six  Cents  ($1118.76)  from  the  Baade  Judgment  Fund  to 
the  Park  General  Fund  of  the  City  of  Fort  Wayne , Indiana. 

Section  No.  I.  Be  it  ordained  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  Indiana,  that  Eleven  Hundred  Eighteen  Dollars 
and  Seventy-six  Cents  ($1118.76)  balance  in  the  Baade  Judgment 
Fund  be  and  the  same  is  hereby  transferred  to  the  General  Park 
Fund  of  the  City  of  Fort  Wayne,  Indiana. 

Sectioh  No.  2.  That  this  Ordinance  is  to  be  in  full  force 
and  take  effect  upon  and  after  its  passage  and  approval  by  the 
Mayor . 


HARRY  M.  McMILLEN 


The  Ordinance  v^as  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  Ayes  (nine}  - Nays  (none). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 


vvayne,  Indiana,  at  a regular  meeting, 
February,  1936,  by  a majority  vote  o 
pass  the  ordinance  hereunto  attached 
GENERAL  ORDINANCE  No.  1863. 

Albert  Moran, 

President . 

Presented  to  the  Mayor  for  approval 

Approved  this  I4th  day  of  February, 


held  on  the  I-i-th  day  of 
all  members  elect,  did 
, and  known  as 

LEONARD  H.  ELLENWOOD , 

City  Clerk. 

on  the  I4th  day  of  February,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

1936. 


May  or . 


H.  W.  BAALS, 


GENERAL  ORDINANCE  No.  1864. 


AIT  ORDINANCE  amending  General  Ordinance  Number  1847,  being  an 
Ordinance  regulating  traffic  upon  the  public  streets  of  the 
City  of  Fort  Wayne,  Indiana: 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  'WAYNE, 
INDIANA: 

Section  I*  That  Sub-Section  (i)  of  Section  2 of  General 
Ordinance  Number  1847  be  amended  to  read  as  follows: 

It  shall  be  unlawful  for  the  operator  of  any  vehicle  to  park 
such  vehicle  between  the  hours  of  7:00  o’clock  A.M.  and  6:00 
o’clock  P.M* , longer  than  One  (i)  hour  in  any  two  (2)  hours  in 
any  of  the  following  places: 

( i ).  On  Harrison  Street  from  the  South  line  of  Superior 
Street  to  the  North  line  of  Lewis  Street;  and  on  the  West  side 
of  Harrison  Street  from  the  South  line  of  Lewis  Street  to  the 
North  line  of  West  Douglas  Avenue. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 


G.  A.  DINNEN. 

The  Ordinance  was  read  tne  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote:  Ayes  (six)  - Nays  (three). 


WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of 

Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  11th  day 

of  February,  1936,  by  a majority  vote  of  all  members  elect,  did 

pass  the  ordinance  hereunto  attached,  and  known  as 

GENERAL  ORDINANCE  No.  1864. 

) 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I4th  day  of  February,  1936. 


LEONARD  H.  ELLENWOOD, 
City  Clerk. 


Approved  this  20th  day  of  February,  1936. 


H.  W.  BAALS, 


Mayor 


GENERAL  ORDINANCE  No.  1865. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agree- 
ment made  and  entered  into  by  and  between  MAX  IRMSCHER  & SONS,  INC., 
of  Allen  County,  Indiana,  and  the  CITY  OP  PORT  WAYNE  of  Allen  County, 
Indiana,  by  and  through  its  Board  of  Public  Works . 

'WHEREAS , on  the  25th  day  of  February,  1956,  MAX  IRMSCHER  & 

SONS,  INC.,  of  Allen  County,  Indiana,  entered  into  a cert  in  contract 
and  agreement  with  the  City  of  Port  Wayne,  by  and  through  its  Boai'd 
of  Public  'Works  for  the  construction  of  an  addition  to  the  boiler 
plant  building  of  the  City  Bight  and  Power  Works,  of  tne  City  of 
Port  Wayne,  Indiana,  including  the  demolition  and  removal  of  parts 
of  the  present  building,  all  in  accordance  with  the  plans  and 
specifications  prepared  by  the  Proehlich  and  3mery  Engineering 
Company,  as  more  specifically  set  out  in  said  contract,  to-wit: 

CONTRACT 

This  agreement  made  and  entered  into  this  25th  day  of  Pebruaty, 
1936,  by  and  between  MAX  IRMSCHER  & SONS,  Inc.,  of  the  County  of 
Allen,  State  of  Indiana,  party  of  the  first  part,  and  the  City  of 
Port  ’Wayne,  County  of  Allen  and  State  of  Indiana,  by  and  through  its 
Board  of  Public  Works,  part  of  the  second  part. 

WITNESSETH:  That  the  part  .of  the  first  part  covenants  and 

agrees  to  furnish  and  pay  for  all  labor,  materials,  apparatus  and 
tools  necessary  for  the  eonstruction  of  an  addition  to  the  boiler 
plant  building  of  the  City  Light  and  Power  'Works,  of  the  City  of  Port 
Wayne,  Indiana,  including  the  demolition  and  removal  of  parts  of 
the  present  building  , all  in  accordance  with  the  plans  and  specifi- 
cations prepared  by  the  Proehlich  and  Emery  Engineering  Company, 
and  the  proposal  of  the  party  of  the  first  part,  now  on  file  in  the 
office  of  the  Board  of  Public  Works  (except  as  specifically  noted 
in  this  contract),  all  of  Which  plans,  specifications  and  proposal 
are  made  a part  of  this  contract  as  fully  and  effectually  as  if  copied 
herein  at  full  length,  for  and  in  consideration  of  the  payment  by 
the  City  of  Fort  Wayne  as  follows,  to-wit: 

SEVENTY-FIVE  THOUSAND  POUR  HUNDRED  DOLLARS  AND  NO  CENTS  (#75,400.00) 

The  party  of  the  first  part  agrees  to  complete  the  work  within 
three  hundred  (300)  calendar  days  after  date  of  this  contract  and 
approval  of  the  same  by  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana. 

Payments  are  to  be  made  in  accordance  with  Paragraph  21,  "Terms 
of  payment,"  of  the  specifications  on  file  in  the  office  of  the 
Board  of  Public  'Works. 

Funds  to  cover  the  cost  of  this  work  will  be  derived  from 
funds  of  the  Owner  and  grant  received  from  the  United  States  Government. 


The  party  of  the  first  part  agrees  to  comply  with  all  the  rules 
and.  regulations  of  the  Federal  Emergency  Administration  of  Public 
Works,  as  set  forth  in  detail  in  the  specifications,  or  any  rules 
of  regulations  promulgated  hereafter. 

This  contract  and  bond  will  not  be  in  effect  until  approved  by 
the  Acting  State  Director  of  the  Public  Works  Administration. 

This  contract,  although  executed  on  behalf  of  the  City  by  its 
Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  or  ob- 
ligatory upon  the  City  unless  and  until  it  shall  have  first  been 
approved  by  the  Common  Council  of  said  City,  and  should  the  Common 
Council  of  the  City  fail  to  approve  the  same  within  ninety  days  after 
the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and 
assigns . 

In  Testimony  Whereof,  we,  the  foregoing  named  parties,  hereunto 
set  our  hands  and  seals  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  WAYNE , INDIANA 

BY:  H.  W.  BAALS 

Mayor 

Robert  G.  Beams 


Attest  Chas . F.  Hess 

Sec ' y 


A.  T.  Andersen 


John  H.  Johnson 

Board  of  Public  Works 

Approved  as  to  Form 
and  Legality 


Walter  E.  He Imke 


MAX  IRMSCHER&  SONS,  Inc. 


George  M.  Irmscher,  Preside n t 


A.  P.  Irmscher,  Secretary 

Approved 

Party  of  the  First  Part 


State  Director  (P.  W.  A.  ) 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  I.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  by  and  between  MAX  IRMSCHER  & SONS,  Inc.,  of  Allen  County, 
State  of  Indiana,  and  the  Cl  TY  OF  FORT  WAYNE,  by  and  through  its  Board 
of  Public  Works  for  the  construction  of  an  addition  to  the  boiler 
plant  building  of  the  City  Light  and  Power  Works,  of  the  City  of  Fort 
Jayne , Indiana,  including  the  demolition  and  removal  of  parts  of  the 
present  building,  all  in  accordance  with  the  plans  and  specifications 
prepared  by  the  Froehlich  & Emery  Engineering  Company,  which  contract 
and  agi eement  is  more  fully  set  forth  in  the  preamble  hereto,  be  and 
the  same  is  in  all  things  ratified  and 


approved. 


Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

G.  A.  DINNEN 
HARRY  M.  McMILLEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) - Hays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  10th  day  of  March, 
1936,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1865. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I3th  day  of  March,  1936. 

LEONARD  H.  ELLEN MOOD , 

City  Clerk. 

Approved  this  I3th  day  of  March,  1936. 

H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1866. 


AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  approx- 
imately One  Hundred  (lOO)  Tons  of  cast  iron  and  steel  of  the  City 
Light  and  Power  Works. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE , INDIANA: 

Section  I.  That  the  Board  of  Public  Works  be  and  is  hereby 
authorized  to  sell  approximately  One  Hundred  (100)  Tons  of  cast  iron 
and  steel,  formerly  used  in  the  City  Light  and  Power  Plant,  and  to 
file  its  petition  by  and  through  the  City  Attorney  in  the  Allen  Circuit 
Court  for  the  appointment  of  appraisers  to  appraise  the  property. 

Section  2.  That  this  ordinance  be  in  full  force  and  effect  after 
its  passage  and  approval  by  the  Mayor. 

G.  A.  DINNEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ) 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  24tn  day  of  March, 
1936,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1866 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  March,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  26th  day  of  March,  1936. 


H.  W.  BAALS, 


Mayor . 


GENERAL  ORDINANCE  No.  1867. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement 
made  and  entered  into  by  and  between  General  Electric  Company,  a New 
York  Corporation,  of  the  County  of  Schenectady,  State  of  New  York, 
and  the  City  of  Fort  Wayne,  County  of  Allen  And  State  of  Indiana, 
by  and  through  its  Board  of  Public  Workd. 

WHEREAS,  on  the  28th  day  of  February,  1936,  General  Electric 
Company,  of  Schenectady,  State  of  New  York,  entered  into  a certain 
contract  and  agreement  with  the  City  of  Fort  Wayne,  by  and  through  its 
Board  af  Public  Works,  by  which  said  contract  said  Company  agrees  to 
furnish  nine  (9)  Cell  Mounted  Oil  Circuit  Breakers,  as  per  specifications 
and  drawing  number  Y-I0C03,  and  all  in  accordance  with  plans  and  spec- 
ifications No.  C,  prepared  by  the  City  Light  and  Power  Works*  Engineering 
Department  and  to  be  known  as  Contract  Four(4),  Indiana  PWA  Docket  II72R, 
as  more  specifically  set  out  in  said  contract,  to-wit: 

CONTRACT 

THIS  AGREEMENT  made  and  entered  into  this  28th  day  of  February, 

1936,  by  and  between  the  GENERAL  ELECTRIC  COMPANY,  a New  York  Corpora- 
tion, of  the  County  of  Schenectady,  State  of  New  York,  party  of  the 
first  part,  and  the  CITY  OF  FORT  WAYNE,  County  of  Allen  and  State  of 
Indiana,  by  and  through  its  Board  of  Public  Works,  party  of  the  second 
part,  WITNESSETH: 

That  the  party  of  the  first  part  covenants  and  agtees  to  furnish 
nine  (9)  Cell  Mounted  Oil  Circuit  Breakers,  as  per  specifications  and 
drawing  Number  U-I0C03,  and  all  in  accordance  with  plans  and  specifica- 
tions No.  C,  prepared  by  the  City  Light  and  Power  Works*  Engineering 
Department  and  to  be  known  as  Contract  Four  (4)  Indiana  PWA  Docket 
II72R,  and  agrees  to  furnish  all  labor,  materials,  tools,  and 
scaffolding  required  for  the  furnishing  of  the  aforementioned  cell 
mounted  circuit  breakers,  and  the  proposal  of  the  party  of  the  first 
part,  now  on  file  in  the  office  of  the  Eoard  of  Public  Works  (except 
as  specifically  noted  in  this  contract,  all  of  which  plans,  specifica- 
tions, and  proposal  are  made  a part  of  this  contract  as  fully  and 
effectually  as  if  copied  herein  at  full  length,  for  and  in  consideration 
of  the  payment  by  the  City  of  Fort  Wayne  as  follows,  to-wit: 

TWENTY-NINE  THOUSAND  FOUR  HUNDRED  SEVENTY-FIVE  DOLLARS  AND  NO 

CENTS  ($29,475.00). 

The  party  of  the  first  part  agrees  to  supply  this  material  as 
speedily  as  possible  and  at  the  convenience  of  the  party  of  the  second 
part  so  as  not  to  interfere  with  the  pperation  of  the  City  Light  and 
? ower  Plant. 

Payments  are  to  be  made  in  accordance  with  specifications,  rules, 
and  regulations  set  forth  by  the  Public  Works  Administration  of  Indiana 


now  on  file  in  the  office  of  the  Board  of  Public  Works* 

Funds  to  cover  the  cost  of  this  work  will  be  derived  from  funds  of 
the  Owner  and  grant  received  from  the  United  States  Government . 

The  party  of  the  first  part  agrees  to  comply  with  allthe  rules 
and  regulations  of  the  Federal  Emergency  Administration  of  Public  Works, 
as  set  forth  in  detail  in  the  specifications,  or  any  rules  or  regulations 
promulgated  hereafter,  all  by  reference  being  made  apart  hereof. 

This  contract  and  bond  will  not  be  in  effect  until  approved  by  the 
Acting  State  Diredtor  of  the  Public  Works  Administration. 

This  contract,  although  executed  on  behalf  of  the  City  of  Fort  Wayne, 
by  its  Mayor  and  by  the  Board  of  Public  Works,  shall  not  be  binding  or 
obligatory  upon  the  City  unless  and  until  it  shall  have  first  been 
approvdd  by  the  Common  Council  of  said  City;  and  should  the  Common 
Councilof  the  City  fail  to  approve  the  same  within  ninety  (90)  days 
after  the  date  hereof,  this  contract  shall  become  and  be  wholly  voidl 
To  each  of  the  conditions  and  stipulations  of  this  contract,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

In  Testimony  Whereof,  we,  the  foregoing  named  parties,  hereunto 
set  our  hands  and  seals  on  the  day  and  year  aforesaid. 


CITY  OF  FORT  WAYNE 
BY 


ATTEST  CHAS.  F.  HESS 

SECRETARY. 

Approved  as  to  Form  and  Legality: 
GEO.  H.  LEONARD 


APPROVED 

State  Director  (P.  ¥.  A. ) 


H.  W.  BAALS MAYOR. 

ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

JOHN  H.  JOHNSON 

BOARD  OF  PUBLIS  WORKS. 

GENERAL  ELECTRIC  COMPANY 
BY:  CHAS.  E.  BECKER 

L'lgr . Ft.  Wayne  Office 


BE  IT  ORDIANED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  I.  That  the  foregoing  contract  and  agreement  made  and  entered 
into  by  and  between  GENERAL  ELECT  RIC  COMPANY,  OF  Schenectady,  State  of 
New  York,  and  the  CITY  OF  FORT  WAYNE , by  and  through  its  Board  of  Puublic 
Works,  by  which  said  contract  said  Company  agrees  to  furnish  nine  (9) 

Cell  Mounted  Oil  Circuit  Breakers,  as  per  specifications  and  drawings 
number  &-I0003-,  and  all  in  accordance  with  plans  and  specifications  No. 

C,  prepared  by  the  City  Light  and  Power  Works*  Engineering  Department 
and  to  be  known  as  Contract  Four  (4),  Indiana  PV/A  Docket  II72R,  wnicn 
contract  and  agreement  is  more  fully  set  forth  in  the  preamble  hereto, 
be  and  the  same  is  in  all  things  ratified  and  approved. 

Section  2.  That,  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

GERALD  C.  AURENTZ 


G.  A.  DINNEN 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

»VE  HEREBY  CERTIFY,  THat  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a Special  meeting,  held  on  the  31st  day  of  March,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1867. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1st  day  of  April,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  1st  day  of  April,  1936. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1868. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement 
made  and  entered  into  by  and  between  KELSO -WAGNER  COMPANY,  an  Ohio 
Corporation,  of  the  County  of  Montgomery,  State  of  Ohio,  and  the 
CITY  OF  FORT  WAYNE,  of  Allen  County,  Indiana,  by  and  through  its 
Board  of  Public  Works. 

WHEREAS,  on  the  27th  day  of  February,  1936,  KELSO -WAGNER  COMPANY, 
an  Ohio  Corporation,  of  the  County  of  Montgomery,  State  of  Ohio,  entered 
into  a certain  contract  and  agreement  with  the  CITY  OF  FORT  WAYNE,  by  and 
through  its  Board  of  Public  Works,  by  which  said  contract  said  Company 
agrees  to  furnish  and  erect  13,800  volt  bus,  wiring,  and  also  to  install 
and  connect  the  oil  circuit  breakers  furnished  by  the  City  under  contract 
Cl  and  furnish  and  erect  cell  structures,  all  in  accordance  with  plans  and 
specifications  A and  B,  including  Alternate  No.  I for  Class  A3  Insulators, 
prepared  by  the  City  Light  and  Power  Works.’  Engineering  Department  of  the 
City  of  Fort  Wayne,  as  more  specifically  set  out  in  said  contract,  to-wit: 

CONTRACT 

THIS  AGREEMENT  made  and  entered  into  this  27th  day  of  February, 

1936,  by  and  between  KELSO-WAGNER  COMPANY,  an  Ohio  Corporation,  of 
the  County  of  Montgomery,  State  of  Ohio,  party  of  the  first  part,  and 
the  CITY  OF  FORT  WAYNE,  County  of  Allen  and  State  of  Indiana,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part,  'WITNESSETH: 

That  the  party  of  the  first  part  covenants  and  agrees  to  furnish 
and  erect  13,800  volt  bus,  wiring,  also  to  install  and  connect  the  oil 
circuit  breakers  furnish  ed  by  the  City  under  contract  Cl  and  furnish 
and  erect  cell  structures,  alias  per  specifications  and  drawings 
numbers  Y-I0003,  Y-I0004,  and  Y-I0005,  and  all  in  accordance  with  plans 
and  specifications  A and  B,  including  Alternate  No.  I for  Class  A3 
Insulators,  prepared  by  the  City  Light  and  Power  'Works ’Engineering 
Department  and  to  be  known  as  Contract  Three  (3)  Indiana  PYtA  Docket 
II72R,  and  agrees  to  furnish  all  labor,  materials,  tools  and  scaffolding 
required  for  the  furnishing  and  erecting  of  the  aforementioned  bus  and 
cell  structures,  and  the  proposal  of  the  party  of  the  first  part,  now 
on  file  in  the  office  of  the  Board  of  Public  Works  (except  as  specifically 
noted  in  this  contract),  all  of  which  plans,  specifications  and  proposal 
are  made  a part  of  this  contract  as  fully  and  effectually  as  if  copied 
herein  at  full  length,  for  and  in  consideration  of  the  payment  by  the 
City  of  Fort  Wayne  as  follows,  to-wit: 

TVffiNTY-ONE  THOUSAND  THREE  HUNDRED  EIGHTY-NINE  DOLLARS  AND  NO 

CENTS  ( $ 21,389.00). 

The  party  of  the  first  part  agrees  to  complete  the  work  as  speedily 
as  possible  and  at  the  convenience  of  the  party  of  the  second  part  so 
as  not  to  interfere  with  the  operation  of  the  City  Light  and  Power  Plant. 


Payments  are  to  be  made  in  accordance  with  Paragraph  18.  "Terms 
of  Payment,"  of  the  specifications  on  file  in  the  office  of  the  Board 
of  Public  Works. 

Funds  to  cover  the  cost  of  this  work  will  be  dErived  from  funds 
of  the  Owner  and  grant  received  from  the  United  State® Government . 

The  party  of  the  first  part  agrees  to  comply  with  all  rules  and 
regulations  of  the  Federal  Emergency  Administration  of  Public  Works, 
as  set  forth  in  detail  in  the  specifications,  or  any  rules  or  regula- 
tions promulgated  hereafter,  all  by  reference  being  made  a part  hereof. 

This  contract  and  bond  will  not  be  in  effect  until  approved  by  the 
Acting  State  Director  of  the  Public  Works  Administration. 

This  contract,  although  executed  on  behalf  of  the  City  of  Fort 
■■'ayne  by  its  Mayor  and  by  the  Board  of  Public  Works,  shallnot  be 
binding  or  bbligatory  upon  the  City  unless  and  until  it  shall  have 
first  been  approved  by  the  Common  Council  of  said  City,  and  should  the 
Common  Council  of  the  City  fail  to  approve  the  same  within  ninety  (90) 
days  after  the  date  hereof,  this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract,  the 
undersigned,  each  for  himself,  binds  itself,  its  successors  and  assigns. 

In  Testimony  Whereof,  we,  the  foregoing  named  parties,  hereunto 
set  our  hands  and  seals  on  the  day  and  year  aforesaid. 


(KELSO- WAGNER  SEAL) 


ATTEST:  CHAS . F.  HESS 

SECRETARY 

Approved  as  to  Form  and  Legality: 
GEO.  H.  LEONARD 


APPROVED,: 

STATE  DIRECTOR  (P.  .7.  A.) 


CITY  OF  FORT  WAYNE 

BY : II.  W.  BAALS MAYOR 

ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

JOHN  H.  JOHNSON 

Board  of  Public  Works 

KELSO -WAGNER  COMPANY 

BY:  M.  H.  WAGNER 

Vice  Pres. 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  W AYNE , INDIANA: 

Section  I.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  by  and  between  KELSO-WAGNER  COMPANY,  of  Montgomery  County, 
State  of  Ohio,  and  the  CITY  OF  FORT  WAYNE,  by  and  through  its  Board  of 
Public  Works,  by  which  said  contract  said  Company  agrees  to  furnish  and 
erect  13,800  volt  bus,  wiring,  and  also  to  install  and  connect  the 
oil  circuit  breakers  furnished  by  the  City  under  contract  Cl  and  furnish 
and  erect  cell  structures,  all  in  accordance  with  plans  and  specifications 
A and  B,  including  Alternate  No.  I for  Class  A3  Insulators,  prepared  by 
the  City  Light  and  Power  Works’  Engineering  Department  of  the  City  of  Fort 
Wayne,  which  contract  and  agreement  is  more  fully  set  forth  in  the  preamble 
hereto,  be  and  the  same  is  in  all  thiBgs  ratified  and  approved. 


Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 


from  and  after  its  passage  and  approval  by  the  Mayor. 

G.  A.  DINNEN 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne 
Indiana,  at  a Special  Meeting,  held  on  the  31st  day  of  March,  1936,  by  a 
majority  vote  of  allmembers  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1868. 

ALBERT  MORAN,  LEONARD  H.  ELLEN 'WOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1st  day  of  April,  1936. 

LEONARD  H.  ELLENWOOD, 

- City  Clerk. 

Approved  this  1st  day  of  April,  1936. 

H.  W.  BAALS, 

May  or . 


GENERAL  ORDINANCE  NO.  1869 


AN  ORDINANCE  regulating  traffic  upon  the  public  streets  of  the  City  of 
Fort  Wayne,  Indiana. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  I.  That  the  Board  of  Pu  blic  Safety  is  hereby  authorized  and 
directed  to  erect  and  maintain  official  stop-signs  in  the  neighborhood 
of  all  public  and  parochial  schools  within  the  City  limits  of  the  City 
of  Fort  '.Vayne. 

Section  2.  That  said  official  stop-signs  shall  be  placed  in  the  street 
in  the  vicinity  of  the  said  public  and  parochial  schools  one-half  (l/2) 
hour  before  classes  convene.  They  shall  again  be  placed  in  said  streets 
in  the  neighborhood  of  said  schools  at  the  time  classes  adjourn,  and  shall 
remain  there  for  one-half  (l/2)  hour  after  said  classes  adjourn.  Said 
Board  of  Public  Safety  is  hereby  authorized  to  use  its  own  discretion  in 
placing  said  signs  at  said  schools  where  necessity  requires  them  to  be 
placed  and  in  locations  where  the  Board  of  Public  Safety  deems  them  ad- 
visable and  for  the  best  interests  of  the  safety  of  the  school  children. 

Section  3.  Whenever  the  aforementioned  official  stop-signs  are  placed 
in  tne  street  in  the  neighborhood  of  a public  or  parochial  school  every 
operator  of  a motor  vehicle  shall  come  to  a full  and  complete  stop  before 
proceeding  to  drive  through  the  neighborhood  where  said  public  or 
parochial  school  is  located. 

Section  4.  It  shall  be  unlawful  for  the  operator  of  any  motor  vehicle 
to  disobey  the  instructions  of  said  official  traffic  sign  or  signal  placed 
in  accordance  with  the  provisions  of  this  ordinance. 

'Section  5.  Any  person,  firm,  or  corporation  violating  any  of  the  pro- 
visions of  this  ordinance  shall,  upon  conviction,  be  fined  any  sum  not 
to  exceed  Three  Hundred  ($300.00)  Dollars. 

Section  6.  This  ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor. 

WALTER  C.  VETTER. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  28th  day  of  April,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached 
and  known  as 

GENERAL  ORDINANCE  No.  1869. 

ALBERT  MORAN,  President.  LEONARD  H.  ELLENWOOD , CITY  CLERK. 

Presented  to  the  Mayor  for  approval  on  the  30th  day  of  April,  1936. 

LEONARD  H.  ELLENWOOD,  City  Clerk. 

Approved  this  30th  day  of  April,  1936. 

H.  W.  BAALS,  Mayor. 


GENERAL  ORDINANCE  No.  1870 


AN  ORDINANCE  authorizing  the  Board  of  Public  .'forks  of  the  City  of  Port 
'Payne  to  purchase  certain  real  estate. 

BE  IT  ORDAINED  BY  THE  COLTON  COUNCIL  OF  THE  CITY  OP  FORT  WAYNE,  INDIANA: 

Section  I.  The  Board  of  Public  '.'forks  of  the  City  of  Fort  Payne  is 
hereby  authorized  to  purchase  the  following  described  real  estate,  to-wit 

Lot  Number  Eight  (8)  Hofer's  Second  Addition  to  the  City  of 
Fort  ./ayne,  Allen  County,  Indiana,  and  a portion  of  Lot  Number 
Seven  (7)  Hofer's  Second  Addition  to  the  City  of  Fort  Payne,  Allen 
County,  Indiana,  more  particularly  descrived  as  follows:  Commenc- 
ing at  the  s outhwest--c orner  of  said  Lot  Number  Seven  (7);  thence 
north  on  the  west  line  of  said  lot  to  the  northwest  corner  there- 
of ; thence  east  on  the  north  line  of  said  Let  Number  Seven  (7) 
a distance  of  Five  (5)  feet;  thence  southwest  to  the  southwest 
corner  of  said  Lot  Number  Seven  (7),  to  the  place  of  beginning. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Tayor. 

G.  A DIKNEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote;  Ayes  ( nine  ) Nays  ( none  ). 


PE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Ifort  /ayne, 
Indiana,  at  a regular  meeting,  held  on  the  28th  day  of  April,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 


GENERAL  ORDINANCE  No.  1870 
ALBER  TORAN, 


LEONARD  H.  ELLEN POOD, 
City  Clerk. 


President . 

Presented  to  the  Tayor  for  approval  on  the  30th  day  of  April,  1936. 


Approved  this  30th  day  of  April,  1936. 


LEONARD  H.  ELLEN, POOD , 
City  Clerk. 


H.  P.  BAALS, 

Tayor . 


GENERAL  ORDINANCE  No.  1871 


AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  appropriate  by 
condemnation  and  award  damages  therfor,  certain  real  estate  located  in 
the  City  of  Port  Way he , Allen  County,  Indiana. 

BE  IT  ORDAINED  BY  THE  COITION  COUNCIL  OE  "HE  CITY  OF  *?ORT  WAYNE , INDIANA! 

Section  I.  That  the  City  of  Fort  'Wayne,  by  and  through  its  Board  of 
Public  Works,  is  hereby  authorized  and  empowered  to  appropriate  by 
condemnation  and  award  damages  therefor  the  following  described  real 
estate  located  in  the  City  of  Fort  Wayne,  Allen  County,  Indiana,  to-wit: 


The  East  One-half  (l/2)  of  Lot  Number  Nine  (9)  Sieraon’s 
Addition  to  the  City  of  Fort  Wayne,  Allen  County,  Indiana. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


Ben  F.  Bennett. 


The  Ordinance  was  read  the  third 
passed  by  the  following  vote:  Ayes  ( 

WE  HEREBY  CERTIFY,  That  the  Commo 
Indiana,  at  a regulat  meeting,  held  on 
majority  Irote  of  all  members  elect,  di 
and  known  as 

GENERAL  ORDINANCE  No.  1871. 

ALBERT  HORAN, 

President . 

Presented  to  the  Mayor  for  approval  on 

A. proved  tnis  I5th  day  of  May,  1936. 


ime  in  full  and  on  motion  was  now 
even  ) --  Nays  ( none  ) . 

Council  of  the  City  of  Fort  Wayne, 
the  I2th  day  of  May,  1936,  by  a 
pass  the  ordinance  hereunto  attached, 


LEONARD  H.  ELLEN WOOD, 
City  Clerk. 

the  I 4th  day  of  May,  1936. 

LEONARD  H.  ELLEN'WOOD , 
City  Clerk. 

H.  ¥.  'BAALS , 

Mayor. 


GENERAL  ORDINANCE  No.  1872. 


AN  ORDINANCE  authorizing  the  Board,  of  Public  .forks  of  the  City  of  Port 
V/ayne  to  purchase  certain  real  estate  located  in  the  City  of  Port  Wayne, 
Indiana . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  ./AYNE , INDIANA: 

Section  I.  That  the  City  of  Port  Wayne,  by  and  through  its  Board  of 
Public  Works,  is  hereby  authorized  and  empowered  to  purchase  tne  following 
described  real  estate  in  the  Ciity  of  Port  Wayne,  Allen  County,  Indiana, 
to-wit : 

L6t  Number  Seven  (7)  Dalman’s  Addition  to  the  City  of  Fort  Wayne, 

Allen  County,  Indiana. 

Lot  Number  Six  (6)  Dalman’s  Addition  to  the  City  of  Fort  Wayne, 

Allen  County,  Indiana. 

A portion  of  Lot  Number  Five  (5)  Dalman’s  Addition  to  the  City  of 
Port  ./ayne,  Allen  County,  Indiana,  more  particularly  described  as 
follows;  Beginning  at  a point  on  the  north  line  of  said  lot 
ninety-six  (96)  feet  and  ten  (10)  inches  west  of  tne  northeast 
corner  thereof;  thence  south  to  a point  on  the  south  line  of  said 
lot,  ninety-eight  (98)  feet  and  six  (6)  inches  west  of  the  south- 
east corner  thereof;  thence  west  on  the  south  line  of  said  lot 
Number  Five  (5)  a distance  of  forty-eight  (48)  feet;  thence  north 
to  a point  on  the  north  line  of  said  lot  Number  Five  (5),  one 
hundred  and  forty-four  (144)  feet  and  ten  ( 10 ) inches  west  of  the 
northeast  corner  thereof;  thence  east  on  the  north  line  of  said 
lot  a distance  of  forty-eight  (48)  feet,  to  the  place  of  beginning; 

A portion  of  Lot  Number  Five  (5)  Dalman’s  Addition  to  the  City  of 
Port  Wayne,  Allen  County,  Indiana,  more  particularly  described  as 
follows;  Beginning  at  a point  on  the  north  line  of  said  lot  one 
hundred  forty-four  {144)  feet  and  ten  (10)  inches  west  of  he  north- 
east corner  thereof;  thence  south  to  a point  on  the  south  line  of 
said  lot,  one  hundred  forty-six  (146)  feet  and  six  (6)  inches  west 
of  the  southeast  corner  thereof;  then  ce  we st  on  the  south  line  of 
said  Lot  Number  Five  (5)  to  the  southwest  corner  thereof;  thence 
north  west  on  the  west  line  of  said  lot  Number  Five  (5)  to  the 
northwest  corner  thereof;  thence  east  along  the  north  line  of  said 
lot  number  Five  (5)  to  the  place  of  beginning; 

Lot  Number  Thirty-three  (33)  East  Wildwood  Addition  to  the  City 
of  Port  ¥eyne,  Allen  County,  Indiana. 

Lot  Number  Thirty-four  (34)  East  Wildwood  Addition  to  the  City  of 
Port  Y/ayne,  Allen  County,  Indiana. 

The  West  half  of  Lot  Number  Eleven (ll)  Colerick’s  Addition  to  the 
City  of  Port  ./ayne,  Allen  County,  Indiana. 

The  East  half  of  Lot  Number  Eleven  ( II ) Colerick’s  Addition  to 
the  City  of  Port  Wayne,  Allen  County,  Indiana. 

Lot  Number  Ten  (10)  Colerick’s  Addition  to  the  City  of  Port  ..ayne, 
-Allen  County,  Indiana. 

The  East  thirty  (30)  feet  of  the  North  one  hundred  (IOC)  feet  of 
Lot  Number  Thirteen  (13)  McLachlan’s  Addition  to  the  City  of  Fort 
Wayne,  Allen  County,  Indiana. 

The  East  Half  of  Lot  Number  Eight  (8)  Siemon’s  Addition  to  the 
City  of  Port  ./ayne,  Allen  County,  Indiana. 

The  West  Half  of  Lot  Number  Nine  (9)  Siemon’s  Addition  to  the  City 
of  Port  Y/ayne,  Allen  County,  Indiana. 

Lot  Number  Ten  ( 10 ) Siemon’s  Addition  to  the  City  of  Fort  Y/ayne, 

Allen  County,  Indiana. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor. 


Ben  P.  Bennett 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( seven  ) — - Kays  ( none  ) 


«VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayn 
Indiana,  at  regular  meeting,  held  on  the  I2th  day  of  Hay,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 


GENERAL  ORDINANCE  Ho.  1872. 

ALBERT  MORAN,  ' LEONARD  H.  ELLEN  ./COD, 

President,  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  I4th  day  of  May,  1936. 

LEONARD  H.  ELLENWOOD , 
City  Clerk. 


Approved  this  I5th  day  of  May,  1936. 


H.  W.  BAALS, 


Mayor . 


GENERAL  ORDINANCE  No.  1873. 

AN  ORDINANCE  authorizing  the  Board  of  Public  dorks  of  the  City  of 
Port  Wayne  to  sell  certain  real  estate  and  structures  and  improve- 
ments located  on  certain  real  estate  all  to  be  acquired  by  the  City 
of  Port  Wayne,  as  amended  this  26th  day  of  May,  1936. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  INDIANA 
Section  I.  That  the  Board  of  Public  Works  be  and  is  hereby 
authorized  to  sell  the  following  described  real  estate  and  all  struct- 
ures and  improvements  located  on  the  following  described  real  estate, 
all  of  said  real  estate  and  structures  to  be  acquired  at  a subsequent 
date,  being  as  follows,  to-wit: 

Two  (2)  houses  located  on  Lot  Number  Nine  (9)  Hofer's  First 
Addition,  to  the  City  of  Port  Wayne. 

Two  (2)  houses  located  on  Lot  Number  Ten  (10)  Hofer's  First 
Addition,  to  the  City  of  Port  Wayne. 

Two  (2)  houses  located  on  Lot  Number  Eleven  (il)  Hofer's 
First  Addition,  to  the  City  of  Port  Wayne. 

All  structures  and  improvements  situated  on  Lot  Number  Ten 
(10)  Siemon’s  Addition  to  the  City  of  Fort  Wayne. 

All  structures  and  improvements  situated  on  East  Half  cf  Lot 
Number  Nine  (9)  Siemon's  Addition  to  the  City  of  Port  Jayne . 

All  structures  and  improvements  situated  on  West  Half  of  Lot 
Number  Nine  (9)  Siemon's  Addition  to  the  City  of  Fort  Wayne. 

All  structures  and  improvements  situated  on  East  Half  of  Lot 
Number  Eight  (8)  Siemon's  Addition  to  the  City  of  Fort  Wayne . 

All  structures  and  improvements  situated  on  East  Half  of  Lot 
Number  Eleven  (II)  Colerick's  Addition  to  the  City  of  Port 
Wayne . 


All  structures  and  improvements  situated  on  West  Half  of  Lot 
Number  Eleven  (II)  Colerick's  Addition  to  the  City  of  Port 
Wayne . 

All  structures  and  improvements  situated  on  Lot  Number  Ten 
tlO)  Colerick’s  Addition  to  the  City  of  Fort  Wayne. 

All  structures  and  improvements  situated  on  the  East  Thirty 
(30)  feet  of  the  North  One  Hundred  (100)  feet  of  Lot  Number 
Thirteen  (13)  McLachlan's  Addition  to  the  City  of  Fort  Wayne. 

All  structures  and  improvements  situated  on  Lot  Number  Thirty- 
four  (34^  East  Wi Idwood 'Addition  to  the  City  of  Fort  Wayne. 

All  structures  and  improvements  situated  on  Lot  Number  Thirty- 
three  (33)  East  Wildwood  Addition  to  the  City  of  Port  Wayne. 

House  Only  situated  on  Lot  Number  Three  (3)  John  Dalman's 
Addition  to  the  City  of  Port  Wayne. 

House  only  situated  on  Lot  Number  Pour  (4)  John  Dalman’s 
Addition  to  the  City  of  Port  Wayne. 

Building  only  situated  on  that  part  of  Lot  Number  Five  (5)  John 
Dalman's  Addition  to  the  City  of  Port  Wayne,  except  the  east 
one  hundred  forty-four  (144)  feet  thereof. 

All  structures  and  improvements  situated  on  Lot  Number  Six(6) 
John  Dalman's  Addition  to  the  City  of  Port  Wayne. 

All  structures  and  improvements  situated  on  Lot  Number  Seven 
(7)  John  Dalman’s  Addition  to  the  City  Fort  Wayne. 

All  that  part  of  Lot  Number  Ten  (10)  Siemon’s  Addition  to  the 
City  of  Port  Wayne  not  appropriated  for  the  opening  of  Clinton 
Street ; 

All  that  part  of  the  East  Half  of  Lot  Number  Nine  (9)  Siemon's 
Addition  not  appropriated  for  the  opening  of  Clinton  Street. 


All  that  part  of  the  West  Half  of  Lot  Number  Niue  (9)  Siemon’s 
Addition  to  the  City  of  Port  Wayne  not  appropriated  for  the 
opening  of  Clinton  Street. 

All  that  part  of  the  East  Half  of  Lot  Number  Eight  (8)  Siemon’s 
Addition  not  appropriated  for  the  opening  of  Clinton  Street. 

All  that  part  of  the  East  Half  of  Lot  Number  Eleven  (II)  Col- 
erick’s Addition  to  the  City  of  Port  Wayne,  not  appropriated 
for  the  opening  of  Clinton  Street. 

All  that  part  of  the  West  Half  of  Lot  Number  Eleven  (II) 
Colerick’s  Addition  to  the  City  of  Port  Wayne  not  appropriated 
for  the  opening  of  Clinton  Street. 

All  that  part  of  Lot  Number  Ten  (10)  Colerick’s  Addition  to 
the  City  of  Port  Wayne  not  appropriated  for  the  opening  of 
Clinton  Street. 

All  that  part  of  the  East  Thirty  (30)  feet  of  the  North  one 
hundred  (100)  feet  of  Lot  Number  Thirteen  (13)  McLachlan’s 
Addition  to  the  City  of  Fort  Wayne  not  appropriated  for  the 
opening  of  Clinton  Street. 

All  that  part  of  Lot  Number  Thirty-four  (34)  East  Wildwood 
Addition  to  the  City  of  Port  Wayne  not  appropriated  for  the 
opening  of  Clinton  Street. 

All  that  part  of  Lot  Number  Six  (6)  John  Dalman's  Addition  to 
the  City  of  Fort  Wayne  not  appropriated  for  the  opening  of 
Clinton  Street. 

All  that  part  of  Lot  Number  Seven  (7)  John  Dalman’s  Addition 
to  the  City  of  Port  Wayne  not  appropriated  for  the  opening 
of  Clinton  Street. 

Said  real  estate  and  structures  and  improvements  are  about  to  be  ac- 
quired because  of  the  opening  and  widening  of  Clinton  Street  and  will 
consist  of  remaining  portions  of  real  estate  not  necessary  for  the 
widening  of  said  Clinton  Street  and  structures  and  improvements  located 
on  said  real  estate  which  will  have  to  be  removed  in  order  to  widen 
Clinton  Street,  and  that  said  Board  of  Public  Works  shall  file  its 
petition  by  and  through  the  City  Attorney  in  the  Allen  Circuit  Court 
for  the  appointment  of  appraisers  to  appraise  said  real  estate, 
structures  and  improvements. 

Section  2.  That  this  ordinance  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


FRANK  A.  WYSS. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
noW  passed  by  the  following  votes  Ayes  ( nine  J --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Jayne,  Indiana  at  a regular  meeting,  held  on  the  26th  day  of  May,  1936, 
by  a majority  trote  of  all  members  elect,  did  pass  the  ordinance  here- 
unto attached,  and  known  as 


GENERAL  ORDINANCE  No.  1873 


ALBERT  MORAN , LEONARD 

President. 


Presented  to  the  Mayor  for  approval  on  the  29th  day 

LEONARD 


H.  ELLEN WOOD, 
City  Clerk. 

of  May,  1936. 

H.  ELLENWOOD, 
^City  Clerk. 


H.  W.  BAALS, 

Mayor . 


Approved  this  1st  day  of  June,  1936. 


GENERAL  ORDINANCE  No.  1874. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement  made 
and  entered  into  by  and  betwe  en  The  Galion  Iron  '.Yorks  & Manufacturing 
Company,  an  Ohio  Corporation,  and  the  City  of  Eort  Wayne,  of  Allen  County, 
Indiana,  by  and  through  its  Board  of  Public  Works. 

WHEREAS,  on  the  I2th  day  of  May,  1936,  The  Galion  Iron  Works  & 
Manufacturing  Company,  a Ohio  Corporation,  entered  into  a certain  contract 
and  agreement  with  the  City  of  Fort  Wayne,  by  and  through  its  Board  of 
Public  Works  for  the  sale  of  One  (i)  Galion  Motor  Grader  equipped  with 
hydraulic  power  control  and  other  equipment,  as  more  specifically  set  out 
in  said  contract,  t o — vj its 

CONTRACT 

This  agreement  made  and  entered  into  this  I2th  day  of  3‘,:ay,  1936, 
by  and  betv/een  The  Galion  Iron  Works  & Manufacturing  Company,  an  Ohio 
Corporation,  party  of  the  first  part,  and  the  City  of  Fort  Wayne,  County 
of  Allen,  State  of  Indiana,  by  and  through  its  Board  of  Public  Corks , 
party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part  covenants  and 

agrees  to  furnish  to  the  party  of  the  second  part  the  following  equipment, 
to-wi t : 

One  (i)  Galion  Motor  Grader  equipped  with  hydraulic  power  control, 

I -30  .pinternati onal  Tractor,  12  by  •§-  moleboard  and  blade,  32  by  6 

front  lug  type  tires,  38  by  7 dual  rear  lug  type,  plain  tubes  with  wheel 

brakes,  upholstered  seat,  equipped  with  rear  fenders. 

Approximate  'weight  13600  pounds.  Price  delivered  to 


the  City  of  Fort  Wayne.  $ 2600.00 

One  (i)  Standard  12  tooth  scarifier 

Price  delivered  to  the  City  of  Fort  Wayne  225.00 

Complete  lighting  equipment  IQ3 .0' 

$ 2928.00 

Less  2%  Thirty  (30)  days’  58.56 

Net  price  delivered  to  City  of  Fort  Wayne  2869.44 


The  party  of  the  second  part  agrees  to  pay  for  said  equipment  the 
sum  of  Two  Thousand  Eight  Hundred  Sixty-nine  Dollars  and  Forty-four 
Cents  ($2,869.44). 

The  party  of  the  first  part  agrees  to  deliver  said  equipment  to 
the  City  of  Fort  iayne  within  Ten  ( 10 ) days  from  the  approval  by  the 
Common  Council. 

This  contract,  although  executed  on  behalf  of  the  City  by  its  Mayor 
end  by  the  Board  of  Public  Works,  shall  not  be  binding  or  obligatory  upon 
the  City  unless  and  until  it  shall  have  first  been  approved  by  the  Common 
Council  of  said  City,  and  should  the  Common  Council  of  the  City  fail  to 
approve  the  same  within  ninety  days  after  tne  date  hereof,  this  contract 
shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract,  the 


undersigned,  each  for  himself,  binds  itself,  its  successors  and  ssigns. 

In  Testimony  Whereof,  We,  the  foregoing  named  parties,  hereunto 

set  our  hands  and  seals  on  the  day  and  year  aforesaid. 

CITY  OF  FORT  'HAT.  ’,  INDIANA 
BY:  N.  YJ.  BAALS,  Mayor 

ROBERT  G.  BEAMS, 

A.  T.  ANDERSON 
JOHN  H.  JO  HITS  ON 

Board  of  Public  Works 

Attest : 

Chas  . F.  Hess,  Secretary 

THE  GAL I ON  IRON  WORKS  & MANUFACTURING  COMPANY 
BY:  HARVEY  J.  WILLIAMSON  Agent. 

Approved  as  to  Form  and 
Legality 

WALTER  E.  HELMKE,  City  Attorney. 

BE  IT  ORDAINED  BY  THE  COMMON  CO  UNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  I.  That  the  foregoing  contract  and  agreement  made  and  entered 
into  by  and  between  The  Galion  Iron  Works  & Manufacturing  Company,  and  the 
City  of  Fort  Wayne,  by  and  through  its  Board  of  Public  .Vorks  for  the  sale 
and  purchase  of  One  (i)  Galion  Motor  Grader  equipped  with  hydraulic  power 
control  and  other  equipment,  which  contract  and  agreement  is  more  fully 
set  forth  in  the  preamble  hereto,  be  and  the  same  is  hereby  in  all  things 
ratified  and  approved. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  x>assage  and  approval  by  the  Mayor. 

WALTER  C.  VETTER 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( eight  ) — Nays  ( one  ). 

.VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Y/ayhe , 
Indiana,  at  a regular  meeting,  held  on  the  26th  day  of  May,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinanee  hereunto  attached 
and  known  as 

GENERAL  ORDINANCE  No.  1874. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  May,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

A proved  this  1st  day  of  June,  1936. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1875. 


AN  ORDINANCE  amending  General  Ordinance  Number  1864,  being  and  Ordinance 
amending  General  Ordinance  Number  1847,  being  an  Ordinance  regulating 
traffic  upon  the  public  streets  of  the  City  of  Port  Wayne,  Indiana, 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  ./AYNE , INDIANA: 

Section  I.  That  Sub-Section  (i)  of  Section  2 of  General  Ordinance 
No.  1864  be  amended  to  read  as  follows; 

That  Sub-Section  (i)  of  Section  2 of  General  Ordinance  Number 
1847  be  amended  to  read  as  follows: 

It  shall  be  unlawful  for  the  operator  of  any  vehicle  to  park  such 
vehicle  between  the  hours  of  7:00  o’clock  A.  M.  and  6:00  o’clock  P.  I.., 
longer  than  One  (i)  hour  in  any  two  (2)  hours  in  any  of  the  following 
places : 

(i)  On  Harrison  Street  from  the  South  line  of  Superior  Street  to 
the  North  line  of  Lewis  street;  On  the  West  side  of  Harrison  Street  from 

the  South  line  of  Lewis  Street  to  the  North  line  of  West  Douglas  Avenue; 

and  on  the  Egtst  side  of  Harrison  street  from  tne  South  line  of  West 
Douglas  avenue  to  the  North  line  of  West  Brackenridge  Street: 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  and  legal  publication 
thereof . 

G.  A.  DINNEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  Motion  was 
noY/  passed  by  the  following  vote:  Ayes  ( eight  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 

Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9th  day  of  Tune,  1936, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
■attached*  and  known  as 
GENERAL  ORDINANCE  No.  1875. 

ALBERT  MORAN,  LEONARD  H.  ELLEN WOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  10th  day  of  June,  1936. 

LEONARD  H.  ELLEN WOOD , 

City  Clerk. 

Approved  this  Ilth  day  of  June,  1936. 


Mayor . 


H.  W.  BAALS, 


GENERAL  ORDINANCE  No.  1876. 


AN  ORDINANCE  authorizing  the  Board  of  Public  Works  of  the  City  of  Port 
Wayne  to  sell  certain  real  estate  and  structures  and  improvements 
located  on  said  real  estate. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  INDIANA: 

Section  I.  That  the  Board  of  Public  Works  be  and  is  hereby  authorized 
to  sell  the  following  described  real  estate  and  allstructures  and  im- 
provements located  thereof,  being  as  follows,  to-wit: 

The  South  Eighty-five  (85)  feet  of  Lot  Number  Fifty.- three  (53) 
Rockhill  and  Nelsons  Addition  to  the  City  of  Port  Wayne,  Allen 
County,  Indiana; 

All  structures  and  improvements  situated  on  Lot  Number  Pifty- 
three  (53)  Rockhill  and  Nelsons  Addition  to  the  City  of  Fort  Wayne, 
Allen, County , Indiana. 

Section  2.  That  this ' ord inance  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor. 


HARRY  M.  McMILLEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  -bote:  Ayes  ( eight  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Port  Wayne , 
Indiana,  at  a regular  meeting,  held  on  the  9th  day  of  June,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  attached, 
and  kmsrwn  as 

GENERAL  ORDINANCE  No.  1376. 

ALBERT  MORAN,  LEONARD  H.  ELLEFWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  10th  day  of  June,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  Ilth  day  of  June,  1936. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  NO.  1877. 


AN  ORDINANCE  authorizing  the  State  Highway  Commission  of  Indiana  to 

improve  certain  projects  in  the  City  of  Fort  Wayne,  with  Federal  Funds, 
and  authorizing  the  Mayor  of  said  City  to  enter  into  an  Agreement  bind- 
ing said  City  to  maintain  such  improvements,  providing  for  the  future 
maintenance  of  said  improvements  and  for  the  enactment  of  Ordinances 
for  protection  of  said  improvements  and  the  regulation  of  traffic  thereon 
and  matters  connected  therewith. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  IN  THE 
STATE  OF  INDIANA: 

Section  I.  That  the  consent  of  said  City  of  Fort  Wayne,  is  hereby 
given  to  the  State  Highway  Commission  of  Indiana  to  improve  with  Federal 
Funds,  apportioned  to  the  State  of  Indiana  under  the  Emergency  Relief 
Appropriation  Act  of  1935  the  following  projects  in  said  City,  to-wit: 

For  the  depression  of  the  street  and  the  construction  of 
a subway  under  the  tralsks  of  The  Pennsylvania  Railroad  Company 
and  the  Wabash  Railway  Company  on  Clinton  Street,  including 
the  construction  of  the  Highway  under  the  railroad  structure, 
the  highways  approaches  from  approximately  Murray  Street  to 
Brackenridge  Street,  the  highway  drainage  system  and  work 
incidental  to  the  grade  separation  project.  The  project  is  to 
be  designated  as  U.  S.  Works  program  Grade  Crossing  Project  No. 

WPGM  575. 


Section  2.  Said  City  hereby  forever  pledges  itself  and  its  funds, 
after  the  construction  of  said  improvements,  at  its  own  cost  and  expense, 
to  maintain  the  highway  through  the  structure,  the  highway  approaches 
thereto,  the  drainage  thereof  and  all  incidental  highway  facilities  of 
the  grade  separation  project,  in  good  condition  and  repair  and  in  a manner 
satisfactory  to  said  State  Highway  Commission  and/or  said  Secretary  of 
Agriculture,  or  their  authorized  representatives,  and  said  City  will 
make  ample  provision  each  year  for  such  maintenance  of  said  improvements. 

Section  3.  The  Mayor  of  said  City  is  hereby  authorized  and  empowered 
on  behalf  of  said  City  to  enter  into  such  agreement  or  agreements,  in 
duplicate,  as  may  be  required  by  said  State  Highway  Commission  and/or 
said  Secretary  of  Agriculture  to  maintain  said  several  projects  set  out 
in  Section  one(l|  of  this  Ordinance,  or  such  of  themas  said  Secretary 
of  Agriculture  shall  finally  approve,  and  said  City  does  hereby  ratify 
and  confirm  each  act  of  said  May  or  done  and  performed  under  the  authority 
hereof.  Said  agreement  so  to  be  executed  by  said  Mayor  of  said  City  shall 


be  in  the  form  prescribed  by  the  State  Highway  Commission  and  the  Secretary 
of  Agriculture. 

Section  4.  When  said  agreement  or  agreements  are  so  executed  on 
behalf  of  said  City,  said  Mayor  on  behalf  of  said  City  is  hereby  authorized 

a„a  empowered  to  deliver  eaid  agreements  in  duplicate  with  a certified 


copy  of  this  Ordinance  to  said  State  Highway  Commission  for  its  use  and 
the  use  of  the  Secretary  of  Agriculture. 

Section  5.  Said  City  during  the  course  of  the  construction  of  said 
projects,  at  its  own  expense  agrees  to  furnish  and  maintain  such  detours 
as  may  be  necessary  to  detour  traffic  in  said  City  around  such  construction 
such  detours  to  be  approved  by  the  State  Highway  Commission  of  Indiana 
Section  6.  Said  City  agrees,  without  cost  to  the  State  Highway 
Commission  of  Indiana,  to  arrange  for  any  additional  right  of  way,  ease- 
ments and  property  rights  required  for  the  construction  of  said  project 
and  to  pay  any  and  all  damages  that  may  accrue  to  property  owners  and 
oesasioned  bythe  construction  of  the  subway,  the  highway  approaches  and 
the  drainage  thereof  and  work  incidental  to  the  grade  separation  project 
or  on  account  of  the  change  in  grade  or  location  of  Clinton  Street,  and 
to  hold  the  State  of  Indiana  and  the  State  Highway  Commission  of  Indiana 
free  and  harmless  therefrom.  Said  City  agrees,  without  cost  to  the  State 
Highway  Commission  oflndiana,  to  take  such  steps  as  may  be  necessary  to 
compel  any  railroad,  street  railroad  or  public  utility  occupying  such 
street  or  streets  to  put  its  tracks,  poles,  lines  or  other  propBfcty  in 
such  street  or  streets  in  condition  that  such  construction  may  be  made. 

Said  City,  at  its  own  expense  and  eosts  agrees  to  perform  whatever  work 
may  be  required  to  repair  or  reconstruct  any  sanitary  sewers  that  may  be 
necessitated  by  said  improvement.  2Ls  soon  as  the  plans  for  said  project 
are  prepared  and  approved  by  the  proper  Federal  Authorities,  a copy  thereof 
shall  be  submitted  to  said  City  for  its  consideration.  If  after  such 
plans  are  received  by  said  City,  it  shall  elect  not  to  further  proceed 
with  such  project  or  projects,  said  City  shall  immediately  notify  the 
State  Highway  Commission  of  its  election. 

Section  7.  Said  City  agrees  whenever  called  upon  by  said  State 
Highway  Commission  of  Indiana,  to  enact  and  enforce  an  Ordinance  of  said 
City,  containing  the  following  provisions: 

1.  Making  it  unlawful  to  erect  or  construct  signal  light 
standards  or  other  obstructions  in  the  portion  or 
portions  of  streets  improved  under  the  authority  herein 
contained. 

2.  Forbidding  diagonal  parking  on  said  street. 

3.  Forbidding  parking  under  the  new  railroad  bridge. 

4.  Forbidding  the  maintenance  on  said  street  or  streets  of 
"stop  and  go"  signals  unless  approved  by  the  State  High- 
way Commission  of  Indiana,  and  then  only  of  such  design 
as  may  be  approved  by  such  Commission. 

5.  Providing  for  the  establishment  and  maintenance  of  "stop 
and  go"  signals  in  said  street  or  streets  when  Eequired 
by  said  State  Highway  Commission. 

6.  Forbidding  the  cutting  into  or  disturbing  the  pavement  of 
said  street  or  streets  without  the  consent  of  said  City, 
and  then  only  under  its  inspection  and  proper  regulation. 

7.  Forbidding  the  building  of  fires  and  the  doing  of  other 
practices  in  said  street  or  streets  which  would  be  in- 
jurious to  the  pavement  thereof. 

8.  Forbidding  the  piling,  storage  or  placing  of  material  or 
other  obstructions  in  said  street  or  streets. 


9.  Forbidding  the  placing  of  maintenance  of  gasoline  or  other 
pumps  in  the  sidewalte  or  daid  street. 

Section  a.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 

after  its  passage. and  approval  by  the  Mayor. 


Arno  C.  Spiegel 

Frank  A.  Wyss 

Albert  Moran 

G.  A.  Dinnen 

Ghas.  E.  Moellering 

Walter  C.  Vetter 

Harry  M.  McMillen 

Ben  F.  Bennett 

Gerald  C.  Aurentz 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion  was  read 
the  second  time  by  its  title  and  a motion  to  suspend  the  rules  prevailed 


by  the  following  vote:  Ayes  ( nine  ) --Nays 

( none  ). 

The  Ordinance  was  read  the  third  time  in 

full  and  on  motion  was  now 

passed  by  the  following  vote:  Ayes  ( nine  ) 

Nays  ( none  ) . 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a special  meeting,  held  on  the  30  th  day  of  June,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1877. 


ALBERT  MORAN, 

President . 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1st  day  of  July,  1936. 


Approved  this  1st  day  of  July,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

H.  W.  BAALS, 

Mayor 


GENERAL  ORDINANCE  No.  1878. 


AN  ORDINANCE  REGULATING  THE  SALE  OP  APPLIANCES,  DRUGS  AND  MEDICINAL  PRE- 
PARATIONS INTENDED  OR  HAVING  SPECIAL  UTILITY  POR  THE  PREVENTION  OR  CON- 
CEPTION AND/OR  VENEREAL  DISEASES. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OP  PORT  WAYNE,  INDIANA. 

Section  1.  It  shall  be  unlawful  for  any  person,  copartnership, 
corporation,  enterprise  or  association  of  any  type  (except  such  persons 
operating  in  such  manner  as  is  specified  in  Section  3)  to  sell,  give  away, 
or  otherwise  distribute  to  the  public  in  stores,  on  the  streets,  by  vending 
machines,  by  peddling  from  house  to  house,  or  in  any  .public  place  or  office 
building, or  in  any  manner  whatsoever,  within  the  corporate  limits  of  the 
Qity  of  Port  Wayne,  Indiana,  any  appliance,  drug  or  medicinal  preparation 
intended  or  having  special  utility  for  the  prevention  of  conception  and/or 
venereal  disease. 

Section  2.  It  shall  be  unlawful  for  any  person,  copartnership,  corp- 
oration, enterprise  or  association  of  any  type  to  display  or  expose  for 
sale,  any  ap  liance,  drug  or  medicinal  preparation,  intended  or  having  specidal 
utility  for  the  prevention  of  conception  and/or  venereal  disease,  or  to 
display  or  expose  any  containers  or  packages  thereof,  descriptive  or 
suggestive  of  the  contents  or  to  advertise  the  sale  of  the  same  on  any 
placards,  billboards,  hand-bills,  newspapers,  periodicals,  signs,  or  by 
any  means  of  publication  either  visual  or  auditory,  either  individually 
or  by  broadcast,  within  the  corporate  limits  of  the  City  of  Port  Wayne, 
Indiana,  but  the  prohibition  of  this  Section  shell  not  extend  to  medieel 
and  drug  publications,  the  circulation  of  which  is  confined  substantially 
to  physicians  and  the  drug  trade. 

Section  3.  The  prohibition  specified  in  Section  1 shall  not  apply  to 
wholesale  druggists,  specifically  licensed  by  the  State  of  Indiana,  to  the 
extent  tnat  such  druggists  are  permitted  to  sell  or  distribute  appliances, 
drugs  and  medicinal  preparations  specified  in  Section  1 (but  only  such  as 
conspicuously  bear  the  ifydentif ication  of  the  manufacturer  thereon,  or  on 
the  retail  container  thereof)  only  to  regularly  licensed  drug  stores;  nor 
shall  the  prohibition  specified  in  Section  1 of  this  Ordinance,  apply  to 
the  sale  or  distribution  of  such  appliances,  drugs  or  medicinal  preparations 
by  regularly  licansed  practitioners  of  medicine  in  the  normal  course  of 
their  professional  activities;  nor  shall  the  prohibition  specified  in 
Section  1,  of  this  Ordinance,  apply  to  the  sale  of  such  appliances,  drugs 
or  Medicinal  preparations  by  licensed  drug  stores  provided  sucn  sales  are 
made  only  from  the  prescription  counters  of  such  drug  stores  by  registered 
pharmacists  there  employed,  and  only  to  persons  more  than  eighteen  years 
of  age. 

Section  4.  Any  person,  copartnership,  corporation,  enterprise  or  assoc- 
iation, whether  principal  or  agent,  violating  any  of  the  provisions  or  terms 
of  this  Ordinance,  shall,  upon  conviction  in  the  Municipal  Court  in  the 
City  of  Port  Wayhe,  Indiana,  be  fined  the  sum  of  not  more  than  Two  Hundred 

($<i00.00)  Dollars  or  be  confined  in  the  City  Jail  for  not  more  than  sixty 


(60)  days  or  both  such  fines,  and  in  the  discretion  of  the  Municipal  Judge, 
any  vending  machine  operated  in  violation  of  this  Ordinance,  together  v/ith 
the  merchandise  contained  therein  shall  be  destroyed  by  order  of  the 
Municipal  Judge. 

Section  5.  All  ordinances  or  parts  of  ordinances  in  conflict  herewith 
are  hereby  repealed. 

Section  6.  This  ordinance  is  hereby  declared  to  be  nececsary  for  the 
preservation  of  the  public  peach,  health  and  morals,  and  shall  be  in  full 
force  and  effect  from  and  after  its  passage  and  approval  by  the  Mayor  and 
legal  publication  thereof. 

ARNO  C.  SPIEGEL 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  (eight)  — Nays  ( one  ),  Moran. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  11th  day  of  August,  1936,  by  a 
majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1878. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  17th  day  of  August,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


H.  W.  BAALS, 

Mayor. 


Approved  this  17th  day  of  August,  1936. 


GENERAL  ORDINANCE  No.  1879. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement  made 
and  entered  into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by  and 
through  its  Board  of  Public  Works,  and  Cole,  Moore  & Geupel,  Inc.,  an 
Indiana  Corporation. 

./HEREAS , the  State  Board  of  health  of  the  State  of  Indiana  has  filed  a 
mandate  action  against  the  City  of  Fort  Wayne  to  build  a sewage  disposal 
plant  to  present  the  pollution  of  streams  in  the  vicinity  of  Fort  Wayne; 
and 

WHEREAS,  a public  necessity  exists  for  the  purpose  of  sanitation  to 
build  intercepting  sewers  and  sewage  treatment  plant;  and 

WHEREAS , the  Citizens’  Committee  appointed  by  the  Mayor  of  the  City  of 
Fort  >Vayr.e  has  recommended  building  of  a sewage  disposal  plant  and  inter- 
cepting sewers  and  has  recommended  the  firm  of  Cole,  Moore  & Geupel,  Inc., 
as  Consultant  Engineers  to  design  and  supervise  the  building  of  a sewage 
treatment  plant  and  intercepting  sewers;  and 

WHEREAS,  the  United  States  Government,  through  its  Public  iVorks  Admin- 
istrator, is  willing  to  consider  an  application  for  a grant  for  approximately 
Fort£-five  (45^)  percent  of  the  total  cost  of  construction  of  intercepting 
sewers  and  sewage  disposal  plant;  and 

WHEREAS,  on  the  11th  day  of  August,  1936,  the  City  of  Fort  Wayne,  Indiana 
by  and  through  its  Board  of  Public  Works,  entered  into  a certain  contract 
and  agreement  with  Cole,  Moore  & Geupel,  Inc.,  a corporation  organized  and 
existing  under  and  by  virtue  of  the  laws  of  the  State  of  Indiana,  for  the 
employment  of  the  said  Cole,  Moore  & Geupel,  Inc.,  as  Consultant  Engineers 
to  design  and  supervise  the  building  of  a sewage  treatment  plant,  inter- 
cepting sewers,  out-fall  sewers,  force  mains,  pumping  stations,  ejector 
stations,  and  ell  other  appurtenances  necessary  or  useful  and  convenient 
for  the  treatment,  purification  and  disposal,  in  a sanitary  manner  of  the 
liquid  and  solid  waste,  sewage,  night  soil  and  industrial  waste,  wnich 
contract  is  in  the  following  words  and  figures,  to-wit: 

CONTRACT 

THIS  AGREEMENT  made  and  entered  into  this  11th  day  of  August,  1936, 
by  and  between  the  MUNICIPAL  CITY  OF  FORT  WAYNE,  a municipal  corporation 
of  the  State  of  Indiana,  hereinafter  designated  the  “CITY"  and  Cole,  Moore 
& Geupel,  Inc.,  a corporation  organized  and  existing  under  and  by  virtue 
of  the  lav/s  of  the  State  of  Indiana,  hereinafter  designated  as  "ENGINEERS** , 

-WITNESSETH- 

WHEREAS  the  CITY  is  <&esirbUs  of  constructing  a sewage  disposal  plan& 
and  system  of  intercepting  sewers  to  serve  the  City  of  Fort  Wayne,  provided 
the  proper  financing  can  be  arranged  and  procured  from  the  Federal  Govern- 
ment through  its  Public  Works  Administrator,  or  from  other  sources;  and 

WE RE AS  the  CITY  is  desirous  of  employing  COLE,  MOORE  & GEUPEL,  INC., 
to  perform!  the  engineering  services  for  said  public  work; 


NOW,  THEREFORE,  in  consideration  of  the  mutual  promises  end  agree- 
ments herein  contained,  it  is  agreed  as  follows,  to-wit: 

ARTICLE  !♦  The  im  rovements  and  performances  upon  which  this  contract 
is  based  are  comprehensive  Drainage,  Sewerage  and  sewer  Drainage  Plants 
and  appurtenances  thereto.  The  improvements  may  for  convenience  be  sub- 
divided into  major  items,  as  follows: 

SEWAGE  TREATMENT  PLANT 
INTERCEPTING  SEWERS 
OUT-FALL  SEWERS 
FORCE  MAINS 
PUMPING  STATIONS 
EJECTOR  STATIONS 

and  all  other  appurtenances  necessary  or  useful  and  convenient  for  the 
treatment,  purification  and  disposal,  in  a sanitary  manner,  of  the  liquid 
and  solid  waste,  sewage,  night  soil  and  industrial  waste. 

The  performances  are  special  engineering  services  in  the  locating, 
planning  and  designing  of  the  improvements  aforesaid;  and  in  supervising 
their  construction;  and  in  the  operation  of  the  disposal  works  thereof, 
all  to  the  extent  as  hereinafter  set  forth. 

ARTICLE  II.  The  Engineering  services  required  in  connection  with 
above  mentioned  improvements  are  classified  herein  as  follows: 

A.  Design  of  Improvements. 

B.  Supervision  of  Construction. 

ARTICLE  III.  The  ENGINEERS  shall,  under  the  direction  of  the  Board 
of  Public  Works,  and  with  reasonable  diligence,  design  the  improvements, 
said  designing  services  being  as  follows: 

(a)  Making  the  necessary  location,  topographical  and  property  and  right 
of  way  surveys  and  obtaining  such  other  field  information,  test  hole 
borings  and  soundings  as  may  be  necessary.  The  Engineers  shall  plan, 
direct  and  supervise  the  making  of  all  boring,  and  soil  bearing  tests,  and 
shall  pay  for  all  expenses  incedent  thereto. 

lb)  The  prompt  preparation  and  furnishing  to  the  CITY  of  all  such  maps, 
plats,  drawings,  charts,  profiles,  blueprints,  reports  of  borings  and  soil 
tests  and  other  field  ihformation,  contract  forms,  bond  forms  and  other 
documents,  whether  of  the  same  or  a different  kind  or  character  as  may  be 
necessary  or  convenient  in  the  establishment  and  ordering  of  said  improve- 
ments, or  any  of  them,  or  in  advertising  for  bids  for  trie  construction 
thereof,  prepared  and  furnished  in  such  order,  sequence  and  manner  as, 
in  the  best  and  most  orderly  expeditious  manner,  accomplish  and  affect  the 
establishment  of  said  improvements,  the  contracts  therefore  and  the  con- 
struction thereof,  and  all  to  be  prepared  and  furnished  in  such  form  and 
manner  as  will  meet  the  approval  of  the  State  Board  of  Health,  the  State 
Board  of  Accounts  and  the  Department  of  Inspection  thereof,  and  tne  State 
Engineer  of  the  Federal  Emergency  Administration  of  Public  Works,  and  of 
any  other  body  at  any  time  having  authority  to  approve  or  disapprove  the 
same  or  to  approve,  disapprove,  inspect  or  supervise  the  improvements 
hereinbefore  referred  to.  All  such  forms  shall  be  subject  to  the  approval 
of  the  City  Attorney  and  shall  be 


so  prepared  as  to  meet  his  approval. 


Engineers  shall  also  furnish  such  legal  assistance  to  the  Legal 
Department  of  the  City  and  at  the  expense  of  the  Engineers  as  the  Legal 
Department  and  the  Board  of  .'forks  of  said  City  shall  require  in  the 
carrying  out  of  said  work. 

lc)  The  ENGINEERS  shall  also,  and  without  extra  compensation,  therefor, 
prepare  and  furnish  the  CITY  all  such  maps,  plats,  drawings,  profiles, 
charts,  blue  prints,  reports  of  borings  and  soil  tests  and  other  field 
information,  and  copies  of  all  such  proposals,  estimates,  specifications 
and  contracts  as  may  be  required  to  be  filed  in  the  office  of  the  Board  of 
Public  Works  or  in  any  other  department  of  the  City,  or  that  may  be  required 
to  be  filed  in  the  office  of  the  State  Board  of  health,  the  State  Board  of 
Accounts  or  the  Department  of  Inspection  thereof,  or  with  any  other  public 
authority . 

(d)  ENGINEERS  agree  at  their  expense  to  associate  with  them  the  firm  of 
Greeley  and  hansen,  of  Chicago,  Illinois,  in  the  work  to  be  performed  by 
them  under  this  contract. 

ARTICLE  IY.  The  ENGINEERS  shall,  under  the  direction  of  the  -Board 
of  Public  Works,  and  with  reasonable  diligence  supervise  the  construction 
of  the  improvements,  said  supervisory  services  being  as  follows: 

(a)  Supervising  the  work  of  construction  and  completi on  of  said  improve- 
ments in  such  a manner  as  to  secure  the  faithful  execution  of  all  work 
embraced  in  the  several  contracts.  The  manner  of  supervising  said  work 
shall  comprise  furnishing  contract  drawings  and  specifications  in  the 
required  number,  tabulating  bids  and  analyses  of  same,  giving  such 
assistance  as  will  be  necessary  for  the  proper  letting  of  contracts, 
rendering  weekly  progress  reports,  approving  and  submitting  for  approval, 
estimates,  visiting  and  inspecting  the  work  and  approving  its  final  com- 
pletion, and  a graph  of  progress  shall  be  prepared  and  placed  in  the  office 
of  the  Board  of  Public  Works,  which  graph  of  progress  shall  show  the  weekly 
progress  of  the  work  and  be  brought  to  date  each  week. 

(b)  Furnishing  and  employing  during  the  construction  of  the  improvements 
an  experienced  resident  engineer  whose  selection  shall  be  subject  to  the 
approval  of  the  Board  of  Public  Works,  and  who  shall  be  in  immediate  charge 
of  an  direct  the  operations  of  the  engineering  and  inspection  organizations 
in  the  field.  The  resident  engineer  shall  be  employed  continuously  if  the 
progress  of  the  work  warrants  and  he  shall  carry  on  his  duties  and  operations 
subject  to  the  control  of  the  ENGINEERS.  The  service  of  said  resident 
engineer  shall  be  paid  for  by  the  ENGINEERS. 

(c)  Furnishing  and  employing  during  the  eonstruction  period,  an  engineering 
and  an  inspection  organization  of  such  size  that  at  all  times  such  services 
will  be  promptly  and  adequately  provided,  said  field  organizations  being 

in  addition  to  the  resident  engineer  mentioned  above.  The  field  organizations 
shall  be  employed  continuously  if  the  progress  of  the  work  warrants  and  they 
shall  carry  on  their  duties  and  operations  under  the  direction  of  the 
resident  engineer.  The  expenses  of  the  engineering  and  inspection  organ- 
ization shall  be  borne  by  the  ENGINEERS.  All  ordinary  inspectors  are 


excepted  under  this  clause. 

(d)  Inspecting  and  testing  of  ell  materials  of  construction  and  of  all 
mechanical  equipment  to  the  extent  necessary  to  insure  full  compliance 
with  the  contract  drawings  and  specifications,  said  testing  of  materials 
of  construction  to  be  made  as  far  as  possible  in  the  testing  laboratory 
of  the  City  of  Port  Wayne  at  the  Cost  of  the  City. 

(e)  Preparing  and  furnishcin  of  a complete  set  of  record  drawings  of  the 
finished  work  as  constructed  together  with  photographs  and  other  data  as 
needed  for  permanent  record  of  the  work. 

(f)  Directing  and  placing  the  sewage  treatment  works  in  operation  and 
directing  its  operation  over  a period  of  one  year  after  sewage  is  first 
turned  into  the  plant  and  accepted.  This  service  shall  involve  at  least 
semi-monthly  visits  by  either  the  ENGINEERS  or  a principal  of  his  organ- 
ization, instruction  of  operating  personnel,  establishment  of  control 
technique,  development  and  printing  of  operating  records,  analyses  of 
operating  data  and  preparing  and  furnishing  the  first  annual  report  which 
will  place  in  permanent  form  for  future  reference  said  operating  data.  The 
ENGINEERS  agree  to  assist  the  CITY  in  selecting  a supervising  engineer,  if 
the  CITY  so  desires,  whose  duty  it  shall  be  to  superintend  the  operation 

of  said  sewage  disposal  plant  after  the  same  has  been  constructed  and  to 
train  the  employees  of  the  CITY  in  the  management,  working  and  operation 
of  said  plant. 

ARTICLE  Y . The  ENGINEERS  agree  to  prepare  an  application  for  the 
CITY  of  Port  Wayne  to  the  Public  Works  Administrator  of  the  Federal  Govern- 
ment of  the  United  States  for  a loan  or  loans,  grant  or  grants  of  money  to 
properly  finance  the  construction  of  said  project  and  to  submit  the  same 
for  approval  to  said  Public  Works  Administrator  and  use  its  best  efforts  to 
procure  for  said  CITY  said  loan  or  loans,  grant  or  grants  of  money  for  the 
work  contemplated.  The  plan  of  financing  and  construction  of  said  project 
shall  be  suhh  as  is  within  the  pruview  and  subject  to  the  provisions  of 
Chapter  61  of  the  Acts  of  the  Indiana  General  Assembly  of  1932,  and  Acts 
amendatory  thereof  and  supplemental  thereto. 

ARTICLE  VI.  The  ENGINEERS  agree  to  furnish  to  the  CITY  sufficient 
sets  of  blue  prints  (duplicates)  of  all  general  and  detailed  drawings,  when 
such  are  completed,  necessary  for  correct  execution  of  the  work.  The 
ENGINEERS  also  agree  to  furnish  the  CITY  four  (4)  sets  of  specifications  and 
general  and  detailed  drawings  bound  in  book  form. 

ARTICLE  VII.  The  CITY  agrees  to  pay  to  the  ENGINEERS,  as  and  for 
full  compensation  for  its  services  as  ENGINEERS  under  this  contract,  a sum 
equal  to  five  per  cent  [5%)  upon  the  entire  costs  of  the  sewage  disposal  plant 
and  system  of  intercepting  sewers  contemplated  by  the  parties  and  covered  by 
this  contract,  said  costs  excluding  the  expense  of  legal  services,  engineering 
and  inspection,  printing  and  advertising,  and  less  expense  for  land  and 
acquiring  lands  and  rights-of-way  which  sum  shall  be  in  full  payment  and 
compensation  to  the  ENGINEER  for  all  designs,  plans,  drawings  and  specifica- 


tions  and  superintendence  and  supervision  of  the  construction  of  said 
work,  including  compensation  for  tne  resident  engineer  provided  for  nerein- 
above,  and  for  all  work  done  by  said  engineer  or  anyone  employed  by  him  in 
the  supervision  of  said  work.  Said  compensation  shall  also  cover,  and  be 
in  full  to  the  ENGINEERS  for  all  work  done  by  it  in  the  preparing  of  appli- 
cations for,  and  in  procuring  approval  of,  a loan  or  loans,  grant  or  grants 
of  money  from  the  Public  Works  Administrator  fo  the  Federal  Government  of 
the  United  States  in  the  financing  of  said  project  for  said  CITY.  The 
Commission  of  Five  per  cent  [b%)  as  herein  provided  shall  be  divided  as 
follows : 

TWO  AND  ONE  HALF  (2i)PER  CENT  of  said  commission  shall  be  paid 
to  ENGINEERS  in  monthly  installments  during  the  progress  of  the 
actual  preparation  of  the  plans,  drawings  and  specifications  cover- 
ing said  work.  The  amount  of  said  monthly  payments  shall  be 
determined  by  CITY  and  allowed  only  if  an  when  funds  are  avail- 
able. The  balance  of  said  two  and  one  half  per  cent  shall  be 
paid  to  ENGINEERS  upon  the  completeion  of  the  plans,  drawings  and 
specifications  covering  said  work  and  acceptance  of  the  same 
by  the  CITY. 

TYiTO  (2)  PER  CENT  of  said  commission  shall  be  paid  to  ENGINEERS  in 
monthly  installments  during  the  progress  of  the  actual  construction 
of  said  work  as  certificates  are  issued  to  the  contractor  for  work 
done  and  accepted;  or  as  funds  are  available; 

THE  BALANCE  of  said  commission,  to-wit:  ONE  HALF  (-§-)  PER  CENT 
shall  be  paid  to  ENGINEERS  sid  (6)  months  after  said  work  has 
been  fully  and  finally  completed,  or  as  funds  are  available. 

ARTICLE  VIII*  It  is  specifically  understood  and  agreed  that  this 
contract  shall  become  and  be  of  full  force  and  effect  only  in  the  event 
the  CITY  determines  to  and  does  make  application  to  the  Federal  Govern- 
ment for  a loan  and/or  grang  and  only  when  said  loan  or  loans,  grant  or 
grants,  of  money  and  proper  financing  for  the  construction  of  said  project 
has  been  approved  by  the  Federal  Government,  or  any  Branch,  Division  of 
Department  thereof  and/or  through  other  sources,  for  the  benefit  of  the 
CITY;  and  such  Grants  from  the  Federal  Government  shall  be  allowed  by  it 
in  a sum  equal  to  or  approximating  forty-five  (45^)  per  cent  of  the  total 
cost  of  such  project  on  or  before  January  First,  1937,  and  only  in  the 
event  said  CITY  by  proper  Ordinance  determines  to  accept  such  Grant  and 
by  its  Common  Council  orders  the  construction  of  said  work  and  in  case  of 
an  appeal  from  such  Ordinance  or  action  of  the  Council,  to  a Court  of 
competent  §d i etion , then  only  in  the  event  such  appeal  is  determined 

adversely  to  the  appelants,  otherwise  this  contract  shall  be  null  and 
void  and  of  no  further  force  and  effect. 

ARTICLE  IX.  It  is  understood  and  agreed  that  ENGINEERS  shall  be 
under  no  obligation  to  prepare  and  furnish  any  drawings,  plans  or  specifi- 
cations for  the  work  contemplated  by  this  contract  until  reasonable  assurance 


has  been  given  that  the  CITY  may  be  able  to  properly  finance  said  work,  save 
and  except  such  plans,  dryings  and  specifications  as  are  necessary  to 
properly  prepare  and  present  the  application  of  the  CITY  for  financing  said 
project  to  said  Public  Works  Administrator,  or  to  any  other  official  who 
may  properly  pass  upon  the  same,  for  the  purpose  of  obtaining  said  loan 
or  grant. 

ARTICLE  X.  The  ENGINEERS  agree  to  employ,  in  so  far  as  possible, 
engineers,  draftsmen , rodmen,  office  and  other  help  living  in  the  City  of 
Port  Wayne,  Indiana,  provided  they  qualify  for  the  work,  all  such  employees 
to  be  approved  by  the  Board  of  Public  Works. 

ART IDLE  XI.  The  CITY  agrees  that  the  ENGINEERS  shall  and  may  have 
free  access  at  all  reasonable  times  to  all  details,  plans,  drawings, 
specifications,  reports,  records,  maps,  profiles  and  other  data  which  the 
CITY  now  has  in  its  possession  pertaining  to  its  present  sewage  system  and 
any  proposed  or  contemplated  sewage  disposal  plant  and  system  of  inter- 
cept! ng  sewers . 

ARTICLE  XII.  Under  any  conditions  before  a final  settlement  is 
made  with  the  ENGINEERS,  his  successor  or  his  assigns,  in  addition  to  all 
piAns,  profiles,  drawings,  ets.,  all  engineering  field  books  and  notes 
shall  be  turned  over  to  the  CITY  properly  numbered  and  indexed. 

IN  WITNESS  WHEREOF,  the  parties  have  hereunto  set  their  hands  and 
seals  this  llth  day  of  August,  1936. 

MUNICIPAL  CITY  OF  FORT  WAYNE,  INDIANA. 

BY:  H.  W.  BAALS,  Mayor 

(SEAL)  ROBERT  G.  BEAMS 

A.  T.  ANDERSEN 

ATTEST:  JOHN  H.  JOHNSON 

Board  of  Public  Works. 

CHAS.  F.  HESS 

Clerk  of  Board  of  Public  Works. 


COLE,  MOORE  & GEUPEL , INS. 


BY: 

CHAS  W.  COLE 

ATTEST: 

President 

R.  W.  GARDNER 

Asst.  - Secretary 

( SEAL ) 

Approved  as  to  form  by  WALTER  E.  HELMKE,  City  Attorney 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  foregoing  contract  and  agreement  made  and  entered 
into  by  and  between  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its 
Board  of  Public  Works,  and  Cole,  Moore  & Geupel,  Inc.,  for  the  employment 
of  the  said  Cole,  Moore&  Geupel,  Inc.,  as  consultant  engineers  to  design 
and  supervise  the  building  of  a sewage  treatment  plant,  intercepting  sewers, 
out-fall  sewers,  force  mains,  pumping  stations,  ejector  stations,  and  All 
other  appurtenances  necessary  or  useful  and  convenient  for  the  treatment, 
purification  and  disposal,  in  a sanitary  manner,  of  the  liquid  and  solid 

, e age,  night  soil  and  industrial  waste,  which  contract  and  agreement 


is  more  fully  set  forth  in  the  preamble  hereto,  be  and  the  same  is  hereby 
in  all  things  ratified  and  approved. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

HARRY  M.  McMILLEN. 

THE  ORDINANCE  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( five  ) --  Nays  ( four  ) Aurentz, 
Dinner,  Vetter,  and  Wyss. 

1VE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  28th  day  of  August,  1936,  by 
a majority  fote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached  and  known  as 
GENERAL  ORDINANCE  NO.  1879. 

ALBERT  MORAN,  LEONARD  H.  ELLEN WOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  31st  day  of  August,  1936. 

LEONARD  H.  ELLEN WOOD , 

City  Clerk. 

Approved  this  31st  day  of  August,  1936. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1880. 


AN  ORDINANCE  declaring  Jefferson  Street  a preferential  street. 

EE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE,  INDIANA: 

Section  1.  That  Jefferson  Street,  in  the  City  of  Port  Wayne , Indiana, 
is  hereby  declared  to  constitute  a preferential  street. 

Section  2.  Every  operator  of  a vehicle,  street  car  or  other  conveyance 
travelling  upon  any  street  intersecting  Jefferson  Street,  shall  stop  such 
vehicle,  street  car  or  other  conveyance  at  the  place  where  such  street 
meets  the  prolongation  of  the  nearest  property  line  of  Jefferson  Street, 
subject,  however,  to  the  diretion  of  any  Traffic  control  signs  or  signals 
or  any  police  officer  at  such  intersection. 

Section  3.  The  Board  of  Public  Safety  is  hereby  authorized  and  required 
to  place  andmaintariin , or  cause  to  be  placed  and  maintained,  on  each  and 
every  street  intersecting  Jefferson  Street,  and  at  or  near  the  property 
line  of  the  said  preferential  street,  appropriate  signs  upon  the  street 
or  marks  in  the  roadway,  such  signs,  devices  or  marks  to  bear  the  work 
"STOP1*  and  to  be  located  in  such  position  and  to  be  provided  with  letters 
of  a size  to  be  clearly  legible  from  a distance  of  at  least  One  Hundred 
(100)  feet  along  the  street  intersecting  said  preferential  street.  All 
such  signs  shall  be  illuminated  at  night  or  so  placed  to  be  illuminated 
by  the  headlights  of  an  approaching  motor  vehicle  or  by  street  lights. 

Section  4.  Any  person,  firm  or  corporation,  violating  any  of  tne 
provisions  of  this  Ordinance,  shall  upon  conviction  be  fined  in  any  sum 
not  to  exceed  Three  Hundred  ($300)  Dollars. 

Section  5.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor,  and  its  legal  publication. 

G.  A.  DINNEN. 

The  Ordinance  was  read  toe  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( eight  ) — Nays  ( ine  ) Vetter. 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  28th  day  of  A.ugust,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached  and  known  as 
GENERAL  ORDINANCE  NO.  1880. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  31st  day  of  August,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  31st  day  of  August,  1936. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1881. 


AN  ORDINANCE  AUTHORIZING  THE  BOARD  OE  PUELIC  WORKS  TO  SELL  APPROXIMATELY 
NINE  THOUSAND  (9,000)  POUNDS  OF  JUNK  COPPER  BELONGING  TO  THE  LIGHT 
CONSTRUCTION  DEPARTMENT  OF  THE  CITY  LIGHT  AND  POWER  WORKS  OF  THE  CITY 
OF  FORT  WAYNE,  INDIANA. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  1.  That  the  Board  of  Public  Works  be  and  hereby  is  author- 
ized to  sell  the  following,  to-wit: 

Approximately  nine  thousand  (9,000)  pounds  of  junk  copper 
and  that  said  Board  of  'Works,  through  the  City  Attorney,  file  in  the 
Circuit  Court  a petition  for  appointment  of  appraisers  to  appraise  this 
property . 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
on  and  after  its  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Jayne,  Indiana,  at  a regular  meeting,  held  on  the  4th  day  of  September, 
1936,  by  a majority  vote  of  all  members  elect,  did  ppas  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1881. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  9th  day  of  September,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  12th  day  of  September,  1936. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1882 


AN  ORDINANCE  fixing  the  tax  levy  for  City  purposes  for  the  year  1937,  as 
amended  September  4,  1936. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  that  a levy  Sixty-bne  and  eight-tenths  cents  ($.618)  upon 
each  One  Hundred  Dollars  of  the  assessed  valuation  of  all  property  within 
the  corporate  limits  of  the  City  of  Fort  Wayne,  Indiana,  be  and  the  same 
is  hereby  made  for  the  year  1937,  same  to  be  divided  as  follows: 


General  Fund  $ *44 

Sinking  Fund  .075 

River  Improvement  & Flood  Prevention  .001 

Firemen’s  Pension  Fund  .01 

Police  Pension  Fund  .01 

Fort  Wayne  Art  School  .002 

City  Plan  & Zoning  Commission  .002 

Aviation  Commission  .01 

Park  General  .055 

Park  Playgrounds  .008 

Park  Tree  Preservation  .005 


Total  Levy:  $ .618 


Section  2.  That  there  shall  be  collected  from  each  male  inhabitant 
liable  according  to  law,  a poll  tax  of  Two  Dollars  ($2.00)  during  the 
said  year  1937. 

Section  3.  That  all  taxes  shall  be  collected  in  semi-annual  install- 
ments. 

Section  4.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

C.  E.  MOELLER ING 
ARNO.  C.  SPIEGEL 

The  Ordinance  was  read  the  third  time  in  full  andon  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  4th  day  of  September,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1882. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  9tn  day  of  September,  1936. 

Leonard  H.  Ellenwood, 

City  Clerk. 

Approved  this  12th  day  of  September,  1936. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1883. 


AN  ORDINANCE  authorizing  And  ordering  the  Board  of  Public  Works  of  the 
City  of  Port  Wayne,  Indiana,  to  imparove  tne  sidewalk  on  the  East  side 
of  Clinton  Street  and  U.  S.  Highway  Number  27  (Leo  Road)  from  Spy  Run 
Avenue  to  Penn  Avenue,  by  paving  with  cement  to  a width  of  five  (5) 
feet  and  grading  the  space  between  the  curb  and  property  line  of  said 
street. 

WHEREAS,  a petition  was  presented  to  the  Board  of  Public  Works  of  the 
City  of  Port  Wayne  to  improve  the  sidewalk  on  the  East  side  of  Clinton 
Street  and  U.  S.  Highway  Number  27  (Leo  Road)  from  Spy  Run  Avenue  to  Penn 
Avenue,  by  paving  with  cement  to  a width  of  five  (5)  feet  and  grading  the 
space  between  the  curb  and  property  line  of  said  street;  and, 

iVHEREAS,  a remonstrance  was  filed  with  the  Board  of  Public  Works  by 
those  legally  entitled  to  remonstrate  against  the  resolution  providing 
for  tne  improvement  of  the  sidewalk  on  the  East  side  of  Clinton  Street 
and  U.  S.  Highway  Number  27  (Leo  Road)  from  Spy  Run  Avenue  to  Penn  Avenue, 
by  paving  faith  cement  to  a width  of  five  (5<)  feet  and  grading  tne  space 
between  the  curb  and  property  line  of  said  street  as  hereinbefore  set  out; 
and, 

WHEREAS,  the  majority  number  of  the  resident  freeholders  on  said 
Street  remonstrated  against  said  improvement;  and, 

WHEREAS,  a public  necessity  exists  for  the  improvement  of  said  sidewalk; 
BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  Board  of  Public  Works  of  the  City  of  Port  Wayne 
is  hereby  authorized  and  specifically  ordered  to  improve  the  sidewalk  on 
the  East  side  of  Clinton  Street  and  U.  S.  Highway  Number  k7  (Leo  Road)  from 
Spy  Run  Avenue  to  Penn  Avenue,  by  paving  with  cement  to  a width  of  Five 
(5)  feet  and  grading  tne  space  between  tne  curb  and  property  line  of  said 
street,  all  in  accordance  with  the  profile,  detail,  drawing  and  specifications 
on  file  in  the  office  of  the  Department  of  the  Public  Works  of  said  City. 

The  total  cost  of  said  improvement  shall  be  assessed  upon  the  real 
estate  abutting  on  said  street  and  sidewalk  as  above  described.  All 
according  to  the  method  and  manner  provided  for  in  an  Act  of  the  General 
Assembly  of  the  State  of  Indiana,  entitled,  "An  Act  Concerning  Municipal 
Corporation,"  approved  March  6,  1905,  and  the  provisions  of  all  Acts 
amendatory  thereto  and  supplemental  thereof. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

Prank  A.  Wyss 
Arno  C.  Spiegel 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  27th  day  of  October, 
1936,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1083. 

ALBERT  MORAN,  LEONARD  H.  ELLENV/OOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  October,  1936. 

LEONARD  H.  ELLENV/OOD , 

City  Clerk. 

Agbroved  this  29th  day  of  October,  1936. 


H.  W.  BAALS, 

Mayor 


The  Ordinance  was  read  the  third  (time  in  full  and  on  motion  was  now 


passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ) 


GENERAL  ORDINANCE  NO.  1884. 


AN  ORDINANCE  transferring  certain  sums  of  money  in  the  Board  of  Public 
Safety  Department  of  the  City  of  Fort  Wayne  and  the  Board  of  Public 
Works  Department  of  the  City  of  Fort  Wayne  to  other  Items  in  said 
Departments . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  following  sums  of  money  are  hereby  transferred 
as  hereinafter  set  out,  to-wit: 

BOARD  OF  PUBLIC  SAFETY  DEPARTMENT: 


From  Item  215  - Police  Payroll  to  Item  221  - Police 

New  Equipment  3400.00 

From  Item  250  - Fire  Payroll  to  Item  251  - Equipment 

Repairs  and  Replacements  --------  1200.00 


From  Item  256  - Repairs  and  Maintenace  of  Buildings  to 

Item  251  - Equipment  Repairs  and  Replacements  500.00 


BOARD  CF  PUBLIC  WORKS  DEPARTMENT: 

From  Item  109  - Board  of  Works  Office  Help  to  Item  115  - 

Street  and  Alley  Cleaning  Payroll  - - - - 200.00 

From  Item  110  - Payroll  Asphalt  Department  to  Item  112  - 

Material  Asphalt  Department  -------  750.00 

From  Item  116  - Material  Street  and  Alley  to  Item  115  - 

Street  and  Alley  Cleaning  Payroll  - - - - 1200.00 

From  Item  140  - Repair  Buildings  and  care  of  Grounds  to  Item 

115  - Street  and  Alley  Cleaning  Payroll  - 500.00 

From  Item  142  - Supplies  City  Hall  to  Item  115  - Street 

and  Alley  Cleaning  Payroll  -------  500.00 

From  Item  152  - Insurance  to  Item  104  - Legal  Advertising  1000.00 


Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT 

Approved 

Louis  F.  Crosby 

City  Controller 

The  ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

,VE  HEREBY  CERTIFY,  That  the  Common  Council  of  trie  City  of  Fort  Wayne 
Indiana,  at  a regular  meeting,  held  on  tne  10th  day  of  November,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  at- 
tached, and  known  as 
GENERAL  ORDINANCE  No.  1884. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  12th  day  of  November,  1936. 

LEONARD  H.  ELLEN  WOOD , 

City  Clerk. 

Approved  this  12th  day  of  November,  1936. 

H.  W.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1885. 

AN  ORDINANCE  changing  and  amending  the  symbols  and  indications  of  a part 
of  Section  5 of  the  map,  which  is  part  of  General  Ordinance  -o.  14^6, 
the  same  being  "An  Ordinance  establishing  a zoning  plan  for  the  City  of 
Fort  'Wayne  to  regulate  and  restrict  the  height,  area,  bul^  and  use  of 
buildings;  to  regulate  and  determine  the  area  of  courts,  yards,  and 
other  open  spaces;  to  regulate  and  limit  the  use  and  intensity  of  use 
of  land;  to  classify  and  regulate  the  location  of  trades,  callings, 
industries,  commercial  enterprises  and  tne  location  of  buildings  designed 
for  specified  uses;  to  establish  building  lines;  and  for  such  purposes 
to  divide  the  city  into  districts;  to  provide  for  administration  and 
for  penalties  for  the  violation  of  its  provisions;  authorizing  the 
creation  of  a board  of  zoning  appeals  and  providing  for  review  of  the 
decisions  of  such  board  by  the  court.  This  Ordinance  and  ordinances 
supplemental  or  amendatory  thereto,  shall  be  known  as  the  Zoning 
Ordinance  of  Fort  Wayne,  as  amended  this  13th  day  of  November,  1928," 
passed  November  13,  1928,  as  amended  this  8th  day  of  December,  1936. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  1 - A.  That  the  symbols  and  indications  of  Section  5 of  the 
map  which  is  a part  of  General  Ordinance  No.  1436,  be  changed  from  those 
of  an  "E"  District  to  those  of  a "B"  District  on  the  lots  bounded  by 
Oliver  Street  on  the  east;  by  the  first  alley  north  of  Pontiac  Street  on 
the  south;  fey  the  first  alley  west  of  Oliver  Street  on  the  west;  and  by 
the  first  alley  south  of  Creighton  Avenue  on  the  north.  Also,  on  the 
lots  bounded  by  Oliver  Street  on  the  west;,  by  Hurd  Street  on  the  North; 
by  the  first  elley  east  of  Oliver  Street  on  the  east;  and  by  the  first 
alley  north  of  Pontiac  Street  end  south  of  Emily  Street  extended  east,  on 
the  south.  And  that  said  area  be  established  as  e "B"  Distriet. 

B.  That  the  symbols  and  indications  of  Section  5 of  the  map  which  is 
a part  of  General  Ordinance  No.  1436,  be  changed  from  those  of  an  "E" 
District  to  those  of  a "C"  District  on  the  lots  bounded  on  the  north  by 
the  first  alley  north  of  Pontiac  Street  and  south  of  Emily  Street  and  said 
alley  extended  East  to  the  first  alley  east  of  Oliver  Street;  on  the 
east  by  tne  first  alley  east  of  Oliver  Street;  on  the  south  by  Pontiac 
Street;  and  on  the  West  by  the  first  alley  west  of  Oliver  Street  extended 
south  to  Pontiac  Street.  And  that  said  area  be  established  as  a "C" 
District. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

GERALD  C.  AURENTZ 
FRANK  A.  WYSS . 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 


passed  by  the  following  vote:  Ayes  ( nine  ).  Nays  ( none  ). 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  8th  day  of  December,  1936, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  here- 
ufato  attached,  and  known  as 
GENERAL  ORDINANCE  No.  1885. 


ALBERT  LORAL , 

President . 


EEONAHD  H.  ELLENWOOD, 
City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  December,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


Approved  this  12th  day  of  December,  1936. 


H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1886. 


AN  ORDINANCE  authorizing  the  City  of  Fort  Wayne,  Indiana,  to  borrow  the 
sum  of  Fifteen  Thousand  ($15,000.00)  Dollars,  and  issue  bonds  therefor, 
and  appropriate  the  proceeds  for  the  purpose  of  acquiring  by  purchase 
real  estate  commonly  known  as  The  Packard  Piano  Company  site. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OP  THE  CITY  OP  FORT  WAYNE , INDIANA: 

Section  1.  That  the  City  of  Port  Wayne,  be  and  hereby  is  authorized  to 
borrow  the  sum  of  Fifteen  Thousand  ($15,000.00)  Dollars,  and  issue  bonds 
therefor,  and  appropriate  the  proceeds  arising  therefrom  for  the  purpose 
of  acquiring  by  purchase  the  real  estate  commonly  known  as  The  Packard  Piano 
Company  site,  bounded  by  Fairfield,  Packard,  Hoagland  and  Kinsmoor  Avenues 
in  the  City  of  Fort  Wayne,  Allen  County,  Indiana,  and  more  particularly 
described  as  follows,  to-wit: 

Fairfield's  Out  Lot  Thirteen  (13)  and  the  South  0.06  acres 
of  Out  Lot  Twelve  (12)  in  Fairfield's  Out  Lots  in  tde  South  one- 
half  (-§-)  of  the  Northwest  one-quarter  in  Section  Fourteen  (14), 

Township  Thirty  (30 ) North,  Range  Twelve  (12)  East,  in  tire  City 
of  Fort  Wayne,  Allen  County,  Indiana. 

Section  2.  That  in  order  to  procure  said  loan  that  the  bonds  of  said 
City  be  issued  to  the  amount  of  Fifteen  Thousand  ($15,000.00)  Dollars  in 
denominations  and  of  the  par  value  of  One  Thousand  ($1,000.00)  Dollars 
each.  All  of  said  bonds  to  be  dated  January  1,  1937,  and  to  bear  interest 
from  that  date  at  the  rate  of  Three  (3/^)  per  cent  per  annum,  payable  semi- 
annually, and  evidenced  by  a coupon  for  each  six  months'  interest  and 
bearing  the  lithographed  facsimile  signatures  of  the  Mayor  and  Comptroller 
of  said  City,  and  all  of  said  bonds  to  be  signed  by  the  Mayor  and  Comptroller 
of  said  City,  and  attested  by  the  City  Clerk  of  said  City  and  sealed  with 
the  seal  of  said  City  and  to  be  designated  as  Series  “W" , and  numbered 
consecutively  from  one  to  fifteen,  both  inclusive,  and  to  be  designated  as 
CITY  OF  FORT  WAYNE  PURCHASE  OF  PARK  REAL  ESTATE  BONDS. 

Bond  Number  1 Maturing  January  1,  1938. 

Bond  Number  2 maturing  January  1,  1939. 

Bond  Number  3 maturing  January  1,  1940. 

Bond  Number  4 maturing  January  1,  1941. 

Bond  Number  5 maturing  January  1.  1942. 

Bond  Number  6 maturing  January  1,  1943. 

Bond  Number  7 maturing  January  1,  1944. 

Bond  Number  8 maturing  Janaury  1,  1945. 

Bond  Number  9 maturing  January  1,  1946. 

Bond  Number  10  maturing  Janaury  1,  1947. 

Bond  Number  11  maturing  January  1,  1948. 

Bond  Number  12  maturing  January  1,  1949. 

Bond  Number  13  maturing  January  1,  1950. 

Bond  Number  14  maturing  January  1,  1951. 

Bond  Number  15  maturing  January  1,  1952. 

All  of  said  bonds  and  coupons  shall  be  payable  at  the  office  of  the 

Lincoln  National  Bank  and  Trust  Company  in  said  City. 

The  bonds  shall  not  be  registered  in  the  name  of  the  purchaser  or  any 
subsequent  purchaser  thereof,  but  the  City  Comptroller,  at  the  time  of 
issuing  said  bonds  shall  register  the  same  in  a book  kept  for  that  purpose 
giving  the  number  thereof,  the  date  of  the  issue  and  the  date  of  maturities, 
rate  of  interest,  and  time  and  place  where  the 


same  shall  be  payable. 


Section  3.  Said  bonds  shall  be  substantially  in  the  following  form,  all 
blanks  for  numbers  and  dates  being  completely  filled  in  so  as  to  make  a 
complete  bond  before  the  issuance  thereof. 

Ho. $ 

UNITED  STATES  OF  AMERICA , ALLEN  COUNTY 
INDIANA,  CITY  OF  EORT  WAYNE 
PURCHASE  OE  PARK  REAL  ESTATE  BOND 

SERIES  NO.  "¥M. 


Eor  Value  Received,  the  City  of  Fort  Wayne,  Allen  County,  State  of 

Indiana,  hereby  promises  to  pay  to  the  bearer  hereof  

DOLLARS,  in  lawful  money  of  the  United  States  of 

America  on  the day  of  , 19 , with  interest 

thereon  at  the  rate  of  Three  ( 2>% ) per  cent  per  annum  payable  semi- 
annually, as  evidenced  by  interest  coupons  attached  hereto,  on  the  1st 
day  of  July  and  January  in  each  year  until  paid,  upon  the  surrender  and 
dancellation  of  the  proper  coupons  hereto  attached. 

Both  interest  and  principal  of  this  bond  are  payable  at  The  Lincoln 
National  Bank  and  Trust  Company  of  Fort  Wayne , Indiana. 

This  bond  is  one  of  a total  issue  of  Fifteen  Thousand  ($15,000.00) 
Dollars,  numbered  from  one  to  fifteen,  both  inclusive,  issued  in 
pursuance  to  an  Ordinance  duly  and  legally  adopted  by  the  Common 

Council  of  the  City  of  Fort  Wayne,  on  the  day  of , 

19 , authorizing  the  issue  and  sale  of  said  bonds,  to  provide  funds 

to  be  appropriated  to  the  City  of  Fort  Wayne  for  the  purpose  of  ac- 
quiring by  purchase,  the  real  estate  commonly  known  as  The  Packard 
Piano  Company  site,  bounded  by  Fairfield,  Packard,  Hoagland  and  Kinsmoor 
Avenues  in  the  City  of  Fort  Wayne,  Allen  County,  Indiana,  which  real 
estate  is  to  be  used  for  park,  playground  and  recreational  purposes. 

It  is  hereby  certified  that  all  things  and  acts  required  by  the  Acts 
of  1905  of  the  General  Assembly  of  the  State  of  Indiana,  and  by  ordinance 
and  corporate  action  of  the  City  of  Fort  Wayne  and  the  Common  Council 
thereof,  pursuant  to  the  issue  of  this  bond  have  hsppendd  and  have  been 
duly  done  and  performed  in  the  manner  provided  by  lav;  in  and  about  the 
authorization,  preparation,  issue  and  complete  execution  of  this  bond; 
and  it  is  certified  that  this  bond  and  said  total  issue  of  bonds  is 
within  every  limit  of  debt  prescribed  by  the  constitution  and  lav/s  of 
the  State  of  Indiana  and  to  the  prompt  payment  of  the  principal  and 
interest  of  this  bond  and  said  total  issue  of  bonds  when  the  same  shall 
become  due,  the  full  faith  and  credit  of  said  City  of  Fort  Wayne,  to- 
gether with  all  the  taxable  property  thereof,  both  real  and  personal, 
are  irrevocably  pledged. 

In  Witness  Whereof,  the  Common  Council  of  the  City  of  Fort  Wayne  has 
caused  this  bond  to  be  signed  by  the  Mayor  and  the  City  Comptroller  of  the 
City  of  Fort  'Wayne,  and  attested  by  the  City  Clerk  thereof,  and  the 

corporate  seal  of  said  City  to  be  hereunto  affixed,  this  day  of 

, 19 . 


Mayor  of  the  City  of  Fort  Wayne 


Comptroller  of  the  Cijjy  of  tfort  Wayne. 


Attest: 


City  Clerk  of  Fort  Wayne. 

Said  coupons  shall  be  substantially  in  the  following  form,  all  blanks 
for  numbers  and  dates  being  completely  filled  in  so  as  to  make  a complete 
coupon  before  the  issuance  thereof: 

No. # 

On  the  day  of , 19 , The  City  of  Fort  Wayne, 

Allen  County,  Indiana,  hereby  promises  to  pay  to  the  bearer  at 
The  Lincoln  National  Bank  and  Trust  Company  of  Fort  Wayne,  Indiana, 
the  sum  of  ($ _)  Dollars,  the  same  being  tne 

interest  due  on  the  within  PURCHASE  OF  PARK  REAL  ESTATE  BOND. 


Mayor  of  the  City  of  Fort  Wayne 


Comptroller  of  the  City  of  Fort  Jayne. 

Section  4.  The  City  Comptroller  shall  manage  and  supervise  the  prepar- 
ation, advertisement,  negotiation,  end  sale  of  said  "bonds,  subject  to  the 
terms  of  this  Ordinance,  vfhich  sale  shall  be  by  sealed  bids  for  all  of 
said  bonds  or  parcels  or  allotments  thereof,  to  the  highest  and  best  bidder 
for  cash  after  three  weeks'  notice  of  the  time  and  place  of  saia  sale 
shall  have  been  given  one  time  each  week  for  three  weeks  in  two  newspapers 
representing  opposite  political  parties,  published  in  the  Englisn  language 
in  the  City  of  Fort  Wayne,  Indiana.  Such  notice  shall  describe  such  bonds 
with  such  minuteness  and  particularity  as  the  City  Comptroller  may  see 
fit,  and  shall  set  forth  the  amount  of  the  bonds  to-be  sold,  ana  the  rate 
of  interest  they  will  bear,  and  that  the  bidder  may  bid  for  all  or  any 
part  of  said  bonds,  and  the  date  of  opening  bids  or  proposals  thereof, 
and  the  City  Comptroller  shall  have  the  right  to  reject  any  and  all  bids 
and  continue  said  sale  from  day  to  day  until  said  bonds  shall  be  sold. 

Each  and  every  bid  and  proposal  shall  be  presented  to  the  City  Comptroller 
sealed,  and  shall  be  accompanied  by  duly  certified  check  upon  some  re- 
sponsible bank  in  the  City  of  Fort  Wayne,  Indiana,  payable  to  the  order 
of  the  City  Treasurer  of  the  City  of  Fort  Wayne,  in  a sum  equal  to  the 
order  of  the  City  Treasurer  of  the  City  of  Fort  Jayne,  in  a sum  equal  to 
two  and  one-half  ( 2-g-)  per  cent  of  the  face  value  bid,  and  the  City 
Comptroller  shall  award  said  bonds  as  he  shall  see  fit  in  whole  or  any 
part  thereof,  and  shall  have  the  right  to  accept  a part  of  any  bid  or  to 
award  on  any  bid  the  'whole  or  less  number  of  bonds  covered  by  such  bid, 
or  he  may  in  his  judgment  and  discretion  award  a part  of  said  bonds  to  one 
bidder  and  part  to  another,  and  these  provisions  shall  apply  in  the  case 
of  re-offering  and  re-advertising  said  bonds  in  case  no  bids  are  received 
and  in  case  any  bids  for  said  bonds  or  any  part  thereof  are  rejected. 

Section  5.  Delivery  of  said  bonds  sold  by  said  Comptroller  shall  be 
made  at  the  office  of  the  City  Treasurer  of  the  City  of  Fomt  '.'/ayne  upon 
the  payment  to  the  City  Treasurer  of  the  City  of  Fort  Wayne  of  the  full 
purchase  price  and  bid  for  said  bonds  as  certified  to  said  City  Treasurer 
by  said  Comptroller,  and  in  the  event  that  said  bidder  fails  or  refuses 
to  pay  for  said  bonds  within  ten  days  after  said  contract  for  sale,  the 
same  shall  be  treated  as  a breach  of  contract  of  his  bid  or  proposal  on 
account  of  which  the  deposit  made  by  said  bidder  herein  provided  snail 
become  the  property  of  said  City  as  and  for  its  damages. 

Section  6.  When  said  bonds  shall  have  been  signed  as  herein  provided 
and  paid  for  by  said  purchaser  and  delivered  to  the  purchaser  thereof,  the 
same  shall  be  and  constitute  the  binding  obligation  of  the  City  of  Fort 
Wayne  according  to  the  tenor  and  effect  thereof. 

Section  7.  The  proceeds  derived  from  the  sale  of  said  bonds  as  herein 


authorizied  shall  be  and  are  hereby  appropriated  to  the  City  of  Port  Vayne 
for  the  sole  use  of  said  City  for  the  purpose  of  acquiring  by  purchase  the 
real  estate  known  as  The  Packard  Piano  Company  site,  and  hereinbefore  more 
specifically  described,  and  said  proceeds  shall  be  kept  in  a separate  fund 
by  the  City  Treasurer  and  paid  out  only  on  warrants  drawn  upon  said  fund  by 
the  City  Comptroller  for  no  other  purpose  than  those  herein  set  out  upon 
vouchers  of  the  City  of  Port  -ayne,  Indiana,  and  said  fund  snail  not  be 
used  for  any  other  or  different  purposes. 

Section  8.  That  this  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  a proval  by  the  Mayor. 

Approved  by 

LOUIS  P.  CROSBY,  Ben  P.  Bennett  Walter  C.  Vetter 

City  Comptroller. 

Gerald  C.  Aurentz  Albert  Moran 
Prank  A.  Wyss. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  J - Bays  ( none  ). 

WE  HEREBY  CERTIPY,  That  the  Common  Council  of  the  City  of  Port  */ayne, 
Indiana,  at  a regular  meeting,  held  on  the  8th  day  of  December,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  at4 
tached,  and  known  as 
GENERAL  ORDINANCE  Ho.  1886. 

ALBERT  MORAN,  LEONARD  H.  ELLENY/OOD , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  December,  1936. 

LEONARD  H.  ELLENY/OOD, 

City  Clerk. 

Approved  this  lkth  day  of  December,  1936. 

II.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1887. 

AN  ORDINANCE  providing  for  the  display  of  license  tags  on  vehicles  or  con- 
veyances used  for  the  delivery  of  milk,  cream,  buttermilk  of* modified 
milk  and  regulating  time  of  delivery  of  milk,  cream,  buttermilk  or 
modified  milk  in  the  City  of  Fort  Wayne,  Indiana,  and  providing  for  a 
penalty  for  the  violation  thereof. 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne  that  it  shall  be  unlawful  for  any  person,  firm,  or  corporation,  to 
deliver  or  cause  to  be  delivered  in  the  City  of  Fort  Wayne  any  milk,  cream, 
buttermilk  or  modified  milk  in  any  vehicle  or  conveyance  that  is  not 
identified  by  a metal  identification  plate,  bearing  the  stamped  legend, 

"Licensed  Dairy  Vehicle,  City  of  Fort  Wayne,  Indiana,  Year clearly 

and  conspicuously  displayed  on  the  rear  end  of  each  delivery  vehicle. 

Such  plates  shall  measure  not  less  than  5"  by  8"  and  shall  be  of  a color 
wherein  the  legend  and  background  are  in  opposition  to  the  color  of  the 

automobile  license  plate  for  the  current  year;  such  plates  shall  be 

furnished  without  charge  by  the  Board  of  Health,  upon  receipt  of  the  heat 
and  Milk  license  fee  for  the  current  year  by  the  Controller,  for  each  vehicle 
or  conveyance  noted  on  the  license  permit; 

Section  2.  That  the  delivery  by  any  person,  firm,  or  corporation,  of 
any  milk,  cream,  buttermilk  or  modified  milk,  at  any  hour  other  than  that 
between  5:000* clock  A.  M.  and  5:00  o’clock  P.  M.  Central  Standard  time  from 
April  1st  to  October  1st,  end  between  7:00  o’clock  A.  M.  and  7:00  o'clock 
P.  M.  Central  Standard  Time  from  October  1st  to  March  31st  shall  be  unlawful, 

except  the  delivery  of  such  milk,  cream,  buttermilk,  or  modified  cream  to 

any  establishment,  recognized  as  a public  eating  and/or  drinking  place. 

Section  3.  Any  person,  firm  or  corporation  violating  the  provisions  of 
this  ordinance,  shall,  upon  conviction  thereof,  be  fined  not  less  than  Ten 
($10.00)  Dollars  not  more  than  Three  Hundred  ($300.00)  Dollars  for  each 
offense,  and  each  days'  violation  thereof  shall  be  deemed  a separate 
of f ens  e . 

Section  4.  That  it  shall  be  the  duty  of  ell  officers  of  the  Police 
Department  and  Health  Department  of  the  City  of  Fort  Wayne  to  enforce  the 
provisions  of  this  ordinance. 

Section  5.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor,  and  legal  publication 
thereof . 

WALTER  C.  VETTER 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  v/as  now 
passed  by  the  following  vote:  Ayes  ( eight  ) - Nays  ( none  ) Moran. 

YE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a re  ular  meeting,  held  on  the  22nd  day  of  December,  1936,  by 

a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 


attached.,  and  known  as 
GENERAL  ORDINANCE  No.  1887. 

ALBERT  MORAN,  LEONARD  H.  ELLEN ffOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEAONKD  H.  ELLENY/OOD , 

City  Clerk. 


Approved  this  28th  day  of  December,  1936. 


H.  V/.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  No.  1888. 

AN  ORDINANCE  regulating  traffic  upon  the  public  streets  of  the  City  of 
Fort  Wayne,  Indiana. 

BE  IT  ORDAINED  BY  THE  COHN ON  COUNCIL  OP  THE  CITY  OP  PORT  WAYNE , INDIANA: 

Section  1.  It  shall  be  unlawful  for  any  driver  or  owner  of  any  vehicle 
to  stop  or  park,  or  allow  or  permit  said  vehicle  to  stop  or  park  on  the 
north  side  of  Swinney  Avenue  from  the  v/est  side  of  .Broadway  to  the  east 
side  of  College  Street. 

Section  2.  Any  person,  firm  or  corporation  violating  any  of  tne  pro- 
visions of  this  ordinance  shall,  upon  conviction,  be  fined  in  a sura  not 
to  exceed  Three  Hundred  ($300. 00)  Dollars. 

Section  3.  That  this  ordinance  shall  be  in  full  force  and  take  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  and  its  legal 
publ icati on . 

WALTER  C.  VETTER. 


The  Ordinance  was  read  the  third  time 
passed  by  the  following  vote:  Ayes  ( n 

WE  HEREBY  CERTIFY,  That  tne  Common 
Indiana,  at  a regular  meeting,  held  on 
by  a majority  vote  of  all  members  elec 
attached  and  known  as 
GENERAL  ORDINANCE  No.  1888. 

ALBERT  MORAN, 

President. 

Presented  to  the  Mayor  for  approval 

Approved  this  28th  day  of  December, 


n full  and  on  motion  was  now 
ne  ) - Nays  ( none  ) . 

Council  of  the  City  of  Pert  Wayne, 
tne  22nd  day  of  December,  1936, 

, did  pass  the  ordinance  nereunto 

LEONARD  H.  ELLEN WOOD , 

City  Clerk. 

on  the  28th  day  of  December,  1936. 

LEONARD  II.  ELLEN.700D , 

City  Clerk. 

1936. 

H.  W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  NO.  18$ 9. 


AN  ORDINANCE  fixing  the  Salaries,  Compansati on  and  Wages  of  Officers 
and  Employees  of  the  City  of  Port  Wayne,  Indiana,  for  the  Fiscal 
year  of  1937,  as  amended  this  22nd  day  of  December,  1936. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  salaries,  wages,  and  compensation  of  officers 
and  employees  of  the  City  of  Fort  .Vayne , Indiana,  shall  be  as  follows, 
for  the  fiscal  year  of  1937,  to-wit: 

DEPARTMENT  OF  FINANCE. 

Item  6 - Salary  of  the  Assistant  Deputy  Controller  -------$>  1,320.00 

Salary  of  the  Cashier  Barrett  Law  -----------  1,500.00 

Salary  of  the  Two  Clerics,  Barrett  Law,  each  $1,320-  - - 2,640.00 

Item  15  - Salary  of  City  Court  Bailiff-  -------------  1,500.00 

DEPARTMENT  OF  PUBLIC  WORKS. 

Item  105-  Salary  of  Building  Commissioner  2,000.00 

Salary  of  Plumbing  Inspector  -------------  1,800.00 

Salary  of  Building  Commissioner’s  Clerk  --------  960.00 

Salary  of  Electrical  Inspector  ------------  1,800.00 

Salary  of  Furnace  Inspector-  -------------  1,800.00 

Item  108-  Salary  of  Street  Commissioner  ------------  2,400.00 

Salary  of  Assistant  Street  Commissioner  -------  1,700.00 

Item  109-  Salary  of  Stenographer-  ----------------  980.00 

Salary  of  Bokkeeper  ---------  _______  1,200.00 

Salary  of  Minute  Clerk-  ----------------  980.00 

Item  130A-Salary  of  Assistant  City  Engineer  -----------  1,800.00 

Item  131-  Salary  of  Junior  Assistant  Engineer  ----------  1,800.00 

Salary  of  Clerk  Engineer's  Office  -----------  1,500.00 

Salary  of  Draftsman  ------------------  1,500.00 

Salary  of  Two  Chainmen,  each  $1,320.00-  --------  2,640.00 

Salary  of  One  Rodman-  -----------------  1,320.00 

Item  141-  Salary  of  Day  Janitor  ------------  1,000.00 

Salary  of  Night  Janitor  ----------------  1,068.20 

Item  154-  Salary  of  Superintendent  of  Asphalt  Plant  -------  2,400.00 

DEPARTMENT  OF  PUBLIC  SAFETY. 

Item  205-  Salary  of  Inspector  of  Weights  and  Measures  ------$  2,220.00 

Item  208-  Salary  of  Weighmaster  -----------------  960,00 

Item  210-  Salary  of  Market  Master  ----------------  1,320.00 

Item  215-  Salary  of  Chief  of  Police  ---------------  2,892.00 

S:.  lary  of  Captain  of  Police  Department-  - --  --  --  - 2, 520*00 

Salary  of  Captain  of  Detectives  ------------  2,520.00 

Salary  of  Two  Lieutenants,  each  $2,161.80  -------  4,323.60 

Salary  of  Ten  Detectives,  each  $1,984.80-  -------  19,848.00 

Salary  of  Ten  Sergeants,  each  #1,894.50  --------  18,945.00 

Salary  of  Traffic  Sergeant-  --------------  1,945.20 


Salary  of  100  Patrolmen,  each  $1,800.00-  -------$  180,000.00 

Salary  of  Garage  Attendent-  -------------  1,800.00 

Salary  of  Humane  Officer  - --  --  --  --  --  --  --  1,8'-  . j 0 

Salary  of  Secretary  to  the  Chief  -----------  1,312.50 

Item  225-  Salary  of  the  Traffic  Clerk  -------------  1,200.00 

Item  240-  Salary  of  Superintendent  of  Signal  Department-  - - - - 2,520.00 

Salary  of  Assistant  Superintendent  ----------  2,112.00 

Salary  of  Pour  Linemen,  "Each  $1,984.80  - --  --  --  - 7,939.20 

Salary  of  Electrician-  ----------------  1,984.80 

Salary  of  Ehree  Alarm  Operators,  each  $1,800.00-  - - - 5,400.00 

Salary  of  Chidf  Operator  ---------------  1,894.50 

Salary  of  Two  Radio  Operators,  each  $1,800.00-  - - - - 3,600.00 

Item  250-  Salary  of  Chief  of  Fire  Department  ----------  2,892.00 

Salary  of  Assistant  Chief  of  Fire  Department  -----  2,520.00 

Salary  of  Two  .Battalion  Chiefs,  each  #2,248.50  - - - - 4,497.00 

Salary  of  Fire  Prevention  Captain-  ----------  2,035.20 

Salary  of  22  Captains,  each  $1,894.50-  --------  41,679.00 

Salary  of  5 Lieutenants,  each  $1,828.50-  -------  9,142.50 

Salary  of  119  Firemen,  . , each  $1,800.00-  ------  214,200.00 

Salary  of  One  Mechanic-  ---------------  2,284.80 

Salary  of  One  Assistant  Mechanic  -----------  2,112.00 

DEPARTMENT  OF  PUBLIC  HEALTH. 

Item  301-  Salary  of  President  of  Board  of  Health  --------#  360.00 

Salary  of  Vice-President  of  the  Board  of  Health-  - - - 135.00 

Item  302-  Salary  of  Assistant  Secretary  ------------  1,312.50 

Item  303-  Salary  of  Public  Health  Nurse-  ------------  1,200.00 

Item  304-  Salary  of  the  Bacteriologist  -------------  1,800.00 

Salary  of  Dairy  and  Meat  Inspertor  ----------  2,200.00 

Salary  of  Deputy  Meat  Inspector-  -----------  1^800.00 

Salary  of  Detective  Sergeant  -------------  1,984.80 

Salary  of  Sergeant-  -----  ------------  1,894.50 

Salary  of  Five  Sanitary  Officers,  each  $1,800.00  - - - 9,000.00 

Item  305-  Salary  of  Investigator-  ---------------  1,800.00 

Salary  of  Assistant  Director  and  Technician  of  the  Venereal 

Clinic  --------------------  2,400.00 

Salary  of  Venereal  Diseases’  Cl in ic- -Bookkee per-  - - - 270.00 

Item  308-  Salary  of  School  Nurse  ----------------  1,380.00 

Salary  of  Examining  Physician-  ------------  2,700.00 

Section  2.  Be  it  further  ordained  by  the  Common  Council  of  the  City 
of  Fort  Wayne,  Indiana,  that  should  any  fireman  or  policecan  be  appointed 
during  the  year  of  1937,  the  Board  of  Public  Safety  may  fix  his  salary 
for  said  year  at  less  than  One  Hundred  Forty  ($140.00)  Dollars  per  month. 
Section  2-A.  All  Salaries,  compensation  or  wages  nerein  of  officers 


and  employees  of  the  City  of  Fort  Way 


ne,  Indiana,  as  fixed  herein,  shall 


be  for  each  calendar  month  and  shall  be  on  a monthly  basis  and  payable 
as  now  provided. 

Section  3.  This  Ordinance  shall  not  repeal  any  Ordinances  now 
existing  relating  to  salaries  and  wages  of  officers  and  employees  but -shall 
suspend  such  Ordinances  during  the  time  that  this  Ordinance  is  in  full 
force  and  effect.  This  Ordinance  shall  expire  by  limitation  on  December 
31st,  1937. 

Section  4.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL 

Approved  by 

LOUIS  F.  CROSBY, 

City  Comptroller. 


”*E  HEREBY  CERTIFY,  T ..at  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  eta  regular  meeting,  held  on  the  22nd  day  of  December,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1889. 

ALBERT  MORAN,  LEONARD  H.  ELLENWCOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  28th  day  of  December,  1936. 


H.  V7.  BAALS, 

Mayor. 


GENERAL  ORDINANCE  No.  1890. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  r.ade  and  entered 
into  by  and  between  the  Journal-Gazette  Company  of  Fort  Jayne,  Indiana, 
and  the  City  of  Fort  Wayne,  Indiana,  by  and  through  its  Board  of  Public 
Works . 

WHEREAS , The  CITY  OF  FORT  WAYNE,  by  and  through  its  Board  of  Public 
Works,  and  THE  JOURNAL-GAZETTE  COMPANY  of  Fort  Jayne,  entered  into  a cer- 
tain contract  and  agree-  ent  on  the  8th  day  of  December,  1936,  by  wnich 
contract  the  said  Company  agrees  to  print  in  The  Fort  Wayne  Journal- 
Gazette  Proceedings  of  theCommon  Council  of  the  City  of  Fort  Jayne, 

Indiana,  from  January  1,  1937,  until  December  31,  1937,  and  to  furnish  tne 
parties  of  the  second  part  One  Hundred  Twenty-five  (1l5)  copies  of  the 
Proceedings  of  each  Council  meeting,  bound  in  pamphlet  form,  and  to  furnish 
and  complete,  upon  the  termination  of  the  contract,  on  December  31,  1937, 
One  Hundred  Fifty  (150)  copies  of  the  proceedings  of  the  entire  year, 
bound  together  with  an  index  for  each  of  said  copies,  One  Hundred  (100) 
copies  to  be  bound  with  buckram  and  Fifty  (50)  copies  to  be  bound  in 
cloth,  which  contract  is  in  the  following  words  and  figures,  to-wit: 

CONTRACT . 


THIS  AGREE’ ENT , Made  and  entered  into  this  8th  day  of  December,  1936, 
by  and  between  The  JOURNAL -GAZETTE  COMPANY,  Party  of  the  First  Part,  and 
the  CITY  OF  FORT  WAYNE,  Allen  County,  State  of  Indiana,  by  and  through 
its  Board  of  Public  Works,  Party  of  the  Second  part,  WITNESSETH: 

That  the  party  of  the  first  part  covenants  and  agrees  to  print  in  Tne 
Fort  Jayne  Journal-Gazette  proceedings  of  tne  Common  Council  of  the  City 
of  Fort  Jayne,  Indiana,  from  January  1,  1937,  until  December  31,  1937, 
and  to  furnish  the  party  of  the  second  part,  One  Hundred  Twenty-five  (1S5) 
copies  of  the  proceedings  of  each  Council  meeting  bound  in  pamphlet  form, 
and  to  furnish  and  complete,  upon  the  termination  of  this  contract,  on 
December  31,  1957,  One  Hundred  and  Fifty  (150)  copies  of  the  proceedings 
of  the  intire  year,  bound  together  with  an  index  for  each  of  said  copies, 
One  Hundred  (100)  of  said  copies  to  be  bound  with  Buckram  and  Fifty  (50) 

copies  to  be  bound  in  cloth. 

V. 

That  party  of  the  first  part  expressly  agrees  to  perform  all  the  work 
and  furnish  all  the  material,  in  accordance  with  the  terms  and  conditions 
of  the  specifications  on  file  in  the  office  of  the  Department  of  Public 
Works  af  said  City,  which  specifications  are  made  a part  of  this  Contract, 
and  to  the  tntire  satisfaction  of  the  Board  of  Public  Works. 

The  consideration  to  be  paid  by  the  City  of  Fort  Jayne,  Indiana,  for 
printing  and  binding  the  Council  Proceedings  and  for  publishing  the  same 
by  the  aforementioned  Journal-Gazette  Company,  shall  be  at  the  rate  of 

One  Dollar  ana  Fifteen  Cents  ($1.15)  per  lineal  inch  ant„„,  „ 

r ii-cai  men,  actual  measurement, 


Treasured  in  the  column  as  particularly  set  forth  in  said  specifications, 
including  the  index,  which  sahll  be  measured  as  Two  (2)  columns  tne  same 
as  any  page  of  the  proceedings,  when  the  width  of  the  entire  page  is  used 
for  said  index,  and  the  price  for  publishing  all  ordinances  and  other 
publications  required  to  be  made  by  law,  shall  be  One  Dollar  and  Fifteen 
Cents  ($1.15)  per  inch,  column  width,  to  be  measured  as  the  same  appear 
in  said  paper. 

It  is  further  agreed  by  the  parties  hereto  that  in  esse  the  first 
party  fails  to  perform  all  the  conditions  required  by  this  contract,  to 
be  performed  by  it,  the  party  of  the  second  part  shall  have  the  right  to 
take  charge  of  said  work  and  have  the  same  done  and  deducted  thereof  from 
any  amount  then  due  the  party  of  the  first  part. 

That  party  of  the  first  part  agrees  that  in  the  prosecution  of  said 
work  all  proper  skill  will  be  exercised  and  the  party  of  the  first  part 
agrees  to  furnish  sufficient  bond  in  the  sum  of  Two  Thousand  ($2,000.00) 
Dollars,  payable  to  the  City  of  Fort  Wayne,  Indiana,  for  the  faithful 
performance  of  sll  the  conditions  of  this  contract. 

It  is  hereby  agreed  that  no  assignment  of  this  contract  shall  be  made 
without  the  written  consent  of  said  party  of  the  second  part. 

Ill  WITNESS  WHEREOF,  the  foregoing  named  parties  hereunto  set  their 
hands  and  seals  the  day  and  year  first  above  written. 

THE  JOURNAL -GAZETTE  COMPANY 

BY:  W.  A.  KUKKEL,  JR.  President 

BY:  A.  F.  SCHERER,  Secretary 

Party  of  the  First  Part. 

CITY  OF  FORT  WAYNE,  INDIANA 
H.  W.  BAALS, 

Mayor  of  the  City  of  Fort  Wayne 

EY:  BOARD  OF  PUBLIC  WORKS 

Robert  G.  Beams,  Chairman 
A.  T.  Andersen 

J.  H.  Johnson 

Attest:  Chas . Hess,  Secretary 

Approved  as  to  form  and  legality 
V.  E.  HELLKS,  CITY  ATTORNEY. 

NO V,  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA: 

Section  1.  That  the  foregoing  contract  made  and  entered  into  on  the 
8th  day  of  December,  1936,  by  and  between  the  CITY  OF  FORT  WAYNE , by  and 
through  its  BOARD  OF  PUBLIC  YORKS , and  JOURNAL -GAZETTE  COMPANY,  by  the 
terms  of  which  contract  said  Company  agrees  to  print  In  The  Fort  Wayne 
Journal-Gazette  Proceedings  of  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  from  January  1,  1937,  until  December  31,  1927,  and  to 
furnish  the  parties  of  the  second  part  One  Hundred  Twenty-five  (125)  copie 
of  the  proceedings  of  Each  Council  meeting  end  bind  the  same  in  pamphlet 
form  and  to  furnish  and  complete,  upon  the  termination  of  this  contract, 
on  December  31,  1927,  One  Hundred  and  Fifty  (150)  copies  of  the  Proceeding 
of  the  fentire  year,  bound  together  with  an  index  for  each  of  said  copies, 

ne  ilUn^re(^  (100)  co_ies  to  be  bound  with  Buckram  and  Fifty  (50)  copies 


to  be  bound  in  cloth,  which  contract  is  more  specifically  set  forth  in  the 
Preamble  hereto,’ be  and  the  same  is  hereb  in  all  things  ratified  and 
approved . 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

WALTER  G.  VETTER. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  n ow 
passed  by  the  following  vote:  Ayes  ( nine  ) - Nays  ( none  ). 

7/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  22nd  day  of  December,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1890. 

ALBERT  MORAN,  LEONARD  H.  ELLEN 700D , 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEONARD  H.  ELLEN WOOD, 

City  Clerk. 


H.  .7.  EAALS, 

Mayor . 


Approved  this  28th  day  of  December,  1936. 


GENERAL  ORDINANCE  No.  1891. 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered 
into  by  and  between  the  City  of  Fort  Wayne,  by  and  through  its  Board  of 
Public  'Yorks  and  the  Champion  Bridge  Company,  a co-partnership  of 
Wilmington,  Ohio, 

WHEREAS,  the  City  of  Fort  Wayne,  by  and  through  its  Board  of  Public 
Works,  and  the  Champion  Bridge  Company  of  Wilmington,  Ohio,  entered  into 
a certain  contract  and  agreement  on  the  8th  day  of  December,  1936,  by  which 
contract  the  said  Company  agrees  to  repair,  construct,  replace  and  re- 
build the  bridge  over  St.  Mary’s  River  between  Mechanic  Street  and  Swinney 
Park  in  the  City  of  Fort  Wayne,  v/hich  contract  is  in  the  following  words 
and  figures,  to-wit: 

CONTRACT. 

THIS  AGREEMENT,  Made  and  entered  into  this  8th  day  of  December,  1936, 
by  and  between  the  CITY  OF  FORT  WAYNE,  a municipal  corporation,  of  Allen 
County,  State  of  Indiana,  by -and  through  its  BOARD  OF  PUBLIC  WORKS,  here- 
inafter referred  to  as  the  "CITY"  and  the  CHAMPION  BRIDGE  COMPANY,  a co- 
partnership, consisting  of  E.  J.  Rose,  C.  L.  Richardson  and  R.  J.  Miars, 
with  its  principal  place  of  business  at  Wilmington,  Ohio,  hereinafter  re- 
ferred to  as  the  "COMPANY*,  WITNESSETH: 

In  consideration  of  the  mutual  covenants  and  agreements  hereinafter 
expressed,  the  parties  herein  agree  with  each  other  as  follows,  to-wit: 

1.  The  Company  agrees  to  furnish  all  labor  and  materials  necessary 
to  repair,  construct,  replace  ? nd  re-build  the  Mechanic  Street  bridge 
project  located  between  Mechanic  Street  and  Swinney  Park  over  tne  St. 

Mary's  River,  all  in  accordance  with  the  plans  and  specifications  and 
drawings  now  on  file  in  the  office  of  the  City  Engineer  of  the  City  of 
Fort  Wayne,  which  specifications  are  made  a part  of  this  agreement  as  fully 
as  if  the  same  had  been  set  out  herein  in  full. 

2.  The  Company  agrees  to  begin  work  on  said  project  immediately 
after  the  within  contract  has  been  approved  by  the  Common  Council  of  the 
City  of  Fort  Wayne,  and  the  ordinance  authorizing  said  contract  signed  by 
the  Mayor  of  the  City  of  Fort  ’Jayne.  The  Company  agrees  to  complete  the 
said  project  within  one  hundred  twenty  (120)  days  after  the  beginning  of 
said  work. 

3.  It  is  specifically  understood  by  and  between  the  City  and  the 

Company  that  all  salvage  and  material  from  the  aforementioned  project 

shall  become  the  property  of  the  Company.  The  Company  agrees  to  remove 

said  salvage  end  debris  from  the  surrounding  premises  before  the  project 

is  completed  and  accepted  by  the  City. 

4.  The  Company  agrees  to  erect  all  necessary  barricades,  place  all 
necessary  lanterns  and  to  take  such  precaution  in  the  performance  of  this 
project  so  that  the  public  will  be  properly  protected  from  any  and  all 
hazards  in  trie  repair  of  said  bridge. 


5.  The  Company  agrees  to  comply  with  the  Workmen's  Compensation 


Law  of  the  State  of  Indiana. 

6.  The  Company  sgrees  to  indemnify  the  City  against  any  and  all 
claims,  demands,  or  causes  of  action  for  injuries,  either  real  or  personal, 
as  a result  of  said  aforementioned  project  and  agrees  to  carry  Public 
Liability  Insurance  both  as  to  personal  and  property  damage  in  the  amount 
of  Ten  Thousand  Dollars.  The  City  shall  be  named  as  an  assured  in  said 
policy. 

7.  The  Com- any  agrees  to  furnish  a Performance  Bond  equal  to  the 
contract  price  hereinafter  stipulated. 

8.  The  Company  agrees  to  furnish  material  of  good  quality  and 
perform  said  work  in  a good  workman  like  manner. 

9.  The  Company  agrees  to  pay  the  scale  of  wages  being  paid  in  the 
immediate  locality  of  the  City  of  Port  Wayne  for  such  class  of  work  and 
as  set  forth  in  the  schedule  of  the  Committee  appointed  pursuant  to  the 
provisions  of  the  Act  of  the  General  Assembly  of  the  State  of  Indiana  for 
1935,  Chapter  319. 

10.  In  consideration  of  the  mutual  covenants  herein  expressed  and 
the  performance  of  the  aforementioned  project  by  the  Company,  the  City 
agrees  upon  the  completing  of  the  aforementioned  work,  to  pay  tne  Company 
the  sum  of  Five  Thousand  Two  Hundred  Thirty-five  Dollars  ($5,235.00)  Dollars 
after  the  same  has  been  accepted  and  approved  by  the  City  . 

11.  This  contract  shall  not  be  binding  or  obligatory  upon  the  City 
unless  it  shall  be  first  approved  by  the  Common  Council  of  the  City. 

IN  WITNESS  WHEREOF,  the  parties  have  hereunto  set  their  hands  and 
seals  the  day  end  year  first  febove  written. 


CITY  OF  FORT  WAYNE,  INDIANA 


BY:  BOARD  OF  PUBLIC  WORKS 


Robert  G.  Beams 


Chairman 


A.  T.  Andersen 


Attest 


J.  H.  Johnson 


Ghas . Hess,  Secretary 


Approved  as  to  form  and  legality 


■Valter  E.  Helmke 


City  Attorney 


CHAMPION  BRIDGE  COMPANY,  co-partnership 


BY 


E.  J.  Rose 


Co-Partner 


C.  L.  Richardson, 
Co-Partner 


WAYNE,  INDIANA: 

.Section  1.  That  the  foregoing  contract,  made  and  entered  into  on  the 
8th  day  of  December,  1936,  by  and  between  the  City  of  Fort  Wayne,  by  and 


through  its  Board  of  Public  Works 


and  the  Champion  Bridge  Company,  a 


co-partnership  of  Wilmington,  Ohio,  by  the  terms  of  which  contract  the  said 
company  agrees  to  repair,  construct,  replace  and  re-build  the  bridge  oyer 
the  St.  Nary’s  River  between  I echanic  street  and  Swinney  Park,  in  the  City 
of  Port  'Wayne,  which  contract  is  more  specifically  set  forthe  in  the  Preamble 
hereto,  be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Payor. 


HARRY  M.  McMILLEH. 

The  Ordinance  ’was  reed  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  )— Nays  ( none  ). 

.7E  HEREBY  CEP.TIPY,  That  the  Common  Council  of  the  City  of  Port  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  *2nd  day  of  December,  1936,  by 
a majority  vote  of  all  r embers  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1891. 

ALBERT  1 ORAN , LEONARD  H.  ELLENWOOD , 

President.  City  Clerk. 

Presented  to  the  mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  28th  day  of  December,  1936. 

H.  V.  BAALS, 


Layer . 


GENERAL  ORDINANCE  No.  1892. 


AN  ORDINANCE  declaring  Clinton  Street  from  the  north  city  limits  of  the 
City  of  Fort  Wayne  to  Dalman  Avenue  a preferential  street  and  also 
declaring  Piq.ua  Avenue  from  Dalman  Avenue  to  McKinnie  Avenue  a prefer- 
ential street. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  /AYNE,  INDIANA: 

Section  1.  That  Clinton  Street  from  the  north  city  limits  of  the  City 
of  Fort  Wayne  to  Dolman  Avenue  and  Piqua  Avenue  from  Dalman  Avenue  to 
McKinnie  Avenu  are  hereby  declared  to  constitute  a preferential  street. 

Section  2.  Every  operator  of  a vehicle,  street  car  or  other  conveyance 
traveling  upon  any  street  intersecting  said  Clinton  Street  and  Piqua  Avenue 
as  here  inbef  ore , set  out,  shall  stop  such  vehicle,  street  car  or  other- 
conveyance  at  the  place  where  such  street  meets  the  prolongation  of  the 
nearest  property  line  of  Clinton  Street  and  Piqua  Avenue,  subject,  however, 
to  the  directions  of  any  traffic  control  sign  or  sgnals  or  any  police 
officer  at  such  intersections. 

Section  3.  The  Board  of  Public  Safety  is  hereby  authorized  and  re- 
quired to  place  and  maintain  or  cause  to  be  placed  and  maintained  on  each 
and  every  street  intersecting  Clinton  Street  end  Piqua  Avenue  hereinbefore 
set  out  and  < t/or  near  the  poperty  line  of  the  said  preferential  street 
appropriate  signs  upon  the  street  or  marks  in  the  roadway,  such  signs, 
devices  or  marks  to  beer  the  words  "STOP"  and  to  be  located  in  such  position 
and  to  be  provided  with  letters  of  e size  clearly  legible  from  a distance 
of  at  least  one  hundred  feet  along  the  streets  intersecting  said  preferential 
streets.  All  such  signs  shall  be  illuminated  at  night  or  so  placed  to  be 
illuminated  by  the  headlights  of  an  approaching  motor  vehicle  or  by  street 
lights . 

Section  4.  Any  person,  firm  or  corporation,  violating  any  provisions 
of  this  ordinance,  shall,  upon  conviction  be  fined  any  sum:  not  to  exceed 
Three  Hundred  (#300.00)  Dollars. 

Section  5.  This  Ordinance  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

BEN  F.  BENNETT 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 

HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Mayne, 
Indiana,  at  a regular  meeting,  held  on  the  22nd  day  of  December,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto  at- 
tached, and  known  as 
GENERAL  ORDINANCE  NO.  1892. 

ALBERT  MORAN,  President  LEONARD  H.  ELLENWCOD , City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEONARD  H.  ELLENWOOD,  City  Clerk. 

Approved  thie  28th  day  of  December,  1936. 

N«  V/.  BAALS,  Mayor. 


GENERAL  ORLINANCE  NO.  1393. 

AN  ORLINANCE  changing  a certain  portion  of  Clinton  Street  to  Jane  Street 
and  Marshall  Avenue,  and  designating  newly  constructed  street  as  Clinton 
Street,  as  amended  this  22nd  day  of  Lecetnber,  1936. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE , INDIANA: 

Section  1.  That  Clinton  Street,  now  being  the  second  street  east  of 
Calhoun  Street,  and  running  between  East  Pontiac  Street  and  East  Leith 
Street,  be  changed  to  Jane  Street. 

Section  2.  That  Clinton  Street,  now  being  the  first  street  east  of 
Calhoun  Street  and  running  between  Piqua  Avenue  and  East  Ruaisill  Boulevard 
be  changed  to  Marshall  Avenue. 

Section  3.  That  the  newly  constructed  street  and  which  is  now  the 
first  street  east  of  Calhoun  Street  running  between  East  Pontiac  Street 
and  East  Leith  Street  beknown  as  Clinton  Street. 

Section  4.  That  the  newly  constructed  street  and  which  is  now  the 
first  street  east  of  Piqua  Avenue  and  runs  from  Wildwood  Avenue  East  to 
Piqua  Avenue  be  known  as  Clinton  Street. 

Section  5.  That  this  Ordinance  shall  be  in  fuil  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) --  Nays  ( none  ). 


V.E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  22nd  day  of  December,  1936,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached  and  known  as 


GENERAL  ORDINANCE  No.  1893. 

ALBERT  MORAN,  LEONARD  H.  ELLENWOOD 

President.  City  Clerk. 

Presented  to  the  mayor  for  approval  on  the  28th  day  of  December,  1936. 

LEONARD  H.  ELLENWOOD, 

> City  Clerk. 


Approved  this  28  th  day  of  December,  1936. 


H.W . BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1894. 


AN  ORDINANCE  Keguis  ting  traffic  upon  the  public  streets  of  the  City  of 
Fort  Wayne,  Indiana. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Lection  1.  It  shall  be  unlawful  for  any  driver  or  owner  of  any 
vehicle  to  stop  or  park,  or  allow  or  permit  said  vehicle  to  stop  or  park 
on  the  west  side  of  Yrfabash  Avenue  from  the  Wabash  Railroad  to  Wayne  Trace. 

Section  2.  Any  person,  firm  or  corporation  violating  any  of  the 
provisions  of  tnis  ordinance  shall,  upon  conviction,  be  fined  in  a sum 
not  to  exceed  Three  Hundred  ($300*00)  Dollars. 

Section  3.  That  this  ordinance  shall  be  in  full  force  and  take  effect 
from  and  after  its  passage  and  approval  by  the  Mayor  and  its  legal  pub- 
lication. 


G.  A.  DINNEN. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( eight  ) --  Nays  ( one  ) viz:  Bennett. 


WE  HEREBY  CERTIFY,  That  the  Common  Council  of the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting,  held  on  the  26t’n  day  of  January,  1937, 
by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached,  and  known  as 
GENERAL  ORDINANCE  No.  1894. 

G.  A.  DINNEN,  LEONARD  H.  ELLENWOOD, 

President  . City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27t'n  day  of  Januaay,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk  . 

Approved  this  27th  day  of  January,  1937. 


H.W.  BAALS, 


Mayor. 


GENERAL  ORDINANCE  No.  1895. 

An  ordinance  changing  and  amending  the  symbols  and  indications  of 
a part  of  Section  5 of  the  man  which  is  a part  of  General  Ordinance  No. 

1436,  the  same  being  "An  Ordinance  establishing  a zoning  plan  for  the 
City  of  Fort  Wayne  to  regulate  and  restrict  the  height,  area,  bulk  and 
use  of  buildings;  to  regulate  and  determine  the  area  of  yards,  courts 
and  other  open  spaces;  to  regulate  and  limit  the  use  and  intensity  of 
use  of  land;  to  classify  and  regulate  the  location  of  trades,  callings, 
industries,  commercial  enterprises  and  the  location  of  buildings  designed 
for  specified  uses;  to  establish  building  lines;  and  for  such  purposes 
to  divide  the  city  into  districts;  to  provide  for  administration  and 
for  penalties  for  the  violation  of  its  provisions;  authorizing  the  creation 
of  a board  of  zoning  appeals  and  providing  for  review  of  the  decisions 
of  such  board  by  the  court.  This  ordinance,  and  ordinances  supplemental 
or  amendatory  thereto,  shall  be  known  as  the  Zoning  Ordinance  of  Fort 
Wayne  as  amended  this  13th  day  of  November,  1928. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  symbols  and  indications  of  Section  5 of  the 
map  which  is  a part  of  General  Ordinance  No.  1436  be  changed  from  those 
of  a "B"  District  to  those  of  a "D"  District  on  the  lots  bounded  on  the 
west  by  Hoagland  Avenue;  on  the  north  by  the  first  alley  north  of 
Creighton  Avenue:  on  the  east  by  the  first  alley  east  of  Harrison  Street; 
and  on  the  south  by  the  first  alley  south  of  Creighton  Avenue  that  extends 
from  Hoagland  Avenue  east  to  the  first  alley  east  of  Harrison  Street; 

And  that  said  area  be  established  as  a "D"  Distriet. 

Section  2.  That  this  ordinance  shall  be  in  furl  force  and  effect 
from  and  and  After  its  passage  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  -:hird  time  in  full  and -on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) — Nays  ( none  ) . 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regulat  meeting,  held  on  the  2.3rd  day  of  February,  1937,  by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached  and  known  as 
GENERAL  ORDINANCE  No.  1895- 

G.  A.  Dinnen,  Leonard  H.  Ellenwood, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  February,  1937. 

Leonard  H.  Ellenwood, 

City  Clerk. 

H.  W.  Baals, 

Mayor . 


Ap' roved  this  1st  day  of  March,  1937. 


GENERAL  ORDINANCE  NO.  1896. 

An  ordinance  ratifying  and  approving  a contract  entered  into  on  the  ninth 
day  of  February,  1937,  by  and  between  the  City  of  Fort  Wayne,  by  and 
through  its  Board  of  Public  Works,  party  of  the  first  part  and  Cole,  Moore, 
and  Geupel,  Inc.,  party  of  the  second  part 

WHEREAS,  heretofore  on  the  ninth  day  of  February,  1937,  the  City  of 
Fort  Wayne  by  and  through  its  Board  of  Public  Works  entered  into  a contract 
with  Cole,  Moore,  and  Geupel,  Inc.,  and  Indiana  corporation,  which  contract 
is  in  the  following  words: 

WHEREAS,  the  City  of  Fort  Wayne  by  and  through  its  Board  of  Public 
Works  on  the  eleventh  day  of  August,  1936,  entered  into  a contract  with 
Cole,  Moore  and  Geupel,  Inc.,  a corporation,  organized  and  existing  unde* 
the  laws  of  the  State  of  Indiana  with  provision  therein  contained  that  in 
certain  events  said  contract  should  expire  on  the  first  day  of  January, 

1937,  and 

WHEREAS , thereafter  on  the  thirty  first  day  of  December,  1936,  said 
contract  was  extended  for  an  additional  period  by  an  agreement  entered  into 
by  and  between  the  original  parties  thereto  but,  which  extension  agreement 
has  not  as  yet  been  submitted  to  the  Common  Council  of  the  City  of  Fort 
Wayne  for  approval,  and 

WHEREAS,  by  reason  of  possible  delays  in  the  procurement  of  the 
money  for  and  financing  of  the  project  referred  to  in  said  contract,  it 
might  become  impossible  for  said  City  to  proceed  with  said  work  within 
a short  period  of  time,  or  within  the  time  mentioned  in  said  extension 
agreement  and  because  of  the  requirements  of  the  Federal  Government  in  the 
aiding  and  financing  of  such  projects,  it  is  deemed  better  to  enter  into 
a new  contract  for  a longer  period  of  time  instead  of  an  extension 
agreement, 

THEREFORE : 


CONTRACT 

THIS  AGREEMENT,  made  and  entered  into  this  day  of  February, 

1936,  by  and  between  the  MUNICIPAL  CITY  OF  FORT  WAYNE,  a municipal  corpor- 
ation of  the  State  of  Indiana,  herein  after  designated  the  "CITY”,  and  Cole, 
Moore  & Geupel,  Inc.,  a corporation  organized  and  existing  under  and  by 
virtue  of  the  laws  of  the  State  f Indiana,  hereinafter  designated  as 
"ENGINEERS,” 

WITNESSETH 

WHEREAS  the  CITY  is  desirous  of  constructing  a sewage  disposal  plant 
and  system  of  intercepting  sewers  to  serve  the  City  of  Fort  Wayne,  provided 
the  proper  financing  aan  be  arranged  and  procured  from  the  Federal  Govern- 
ment through  its  Public  Works  Administrators,  or  from  other  soutces;  and 

WHEREAS  the  CITY  is  desirous  of  employing  COLE,  MOORE  & GEUPEL,  INC. , 


\> 


to  perform  the  engineering  services  for  said  public  work; 

NOW,  THEREFORE,  in  consideration  of  the  mutual  promises  and  agree- 
ments herein  contained,  it  is  agreed  as  follows,  to-wit: 

ARTICLE  I.  The  improvements  and  performances  upon  which  this  contract 
is  based  are  comrrhensive  Drainage,  Sewerage  and  Sewer  Drainage  Plants 
and  appurtenances  thereto,  The  Improvements  may  for  convenience  be  sub- 
divided into  major  items  as  follows: 

SEWAGE  TREATMENT  PLANT 
INTERCEPTING  SEWERS 
OUT -FALL  SEWERS 
FORCE  MAINS 
PUMPING  STATIONS 
EJECTOR  STATIONS 

and  all  other  appurtenances  necessary  or  useful  and  convenient  for  the 
treat  -ent,  purification  and  disposal,  in  a sanitary  manner,  of  the  liquid 
and  solid  waste,  sewage,  night  soil  and  industrial  waste. 

The  performances  are  special  engineering  services  in  the  locating, 
planning  and  designing  of  the  improvements  aforesaid;  and  in  supervising 
their  construction;  and  in  the  operation  of  the  disposal  works  thereof, 
all  to  the  extent  as  hereinafter  set  forth. 

ARTICLE  II . The  Engineering  services  required  in  connection  with 
above  mentioned  improvements  are  classified  herein  as  follows: 

A.  Design  of  Improvements. 

B.  Supervision  of  Construction. 

ARTICLE  III . The  ENGINEERS  shall,  under  the  direction  of  the  Board 
of  Public  Works,  and  with  reasonable  diligence,  design  the  improvements, 
said  designing  services  being  as  follows: 

(a)  Making  the  necessary  location,  topographical  and  property  and 
right  of  way  surveys  and  obtaining  such  other  field  information, 
test  hole  boring  and  soundings  as  may  be  necessary.  The  Engineers 
shall  plan,  direct  and  supervise  the  making  of  all  boring  and 
soil  bearing  tests,  and  shall  pay  for  all  expenses  incident 
thereto . 

(b)  The  prompt  preparation  and  furnishing  to  the  CITY  of  all  such 
maps,  plats,  drawings,  charts,  profiles,  blueprints,  reports 

of  borings  and  soil  tests  and  other  field  information,  contract 
forms,  bond  forms  and  ether  documents,  whether  of  the  same  or 
a different  kind  or  character  as  may  be  necessary  or  convenient 
in  the  establishment  and  ordering  of  said  improvements,  or  any 
of  them,  or  in  advertising  for  bids  for  the  construction  thereof, 
or  in  the  letting  or  making  of  contracts  therefor,  all  to  be 
prepared  and  furnished  in  such  order,  sequence  and  manner  as. 

In  the  judgment  of  the  Board  of  Public  Works  of  the  CITY,  will, 
in  the  best  and  most  orderly  expeditious  manner,  accomplish 
and  affect  the  establishment  of  said  improvements,  the  contracts 
therefor  and  the  construction  thereof,  and  all  to  be  prepared 
and  furnished  in  such  form  and  manner  as  will  meet  the  approval 
of  the  State  Board  of  Health,  the  State  Board  of  Accounts  and 
the  Department  of  Inspection  thereof,  and  the  State  Engineer  of 
the  Federal  Emergency  Administration  of  Public  Works,  and  of 
any  other  body  at  any  time  having  authority  to  approve  or 
disapprove  the  same  or  to  approve,  disapprove,  inspect  or 
supervise  the  improvements  hereinbefore  referred  to.  All 
such  forms  shall  be  subject  to  the  approval  of  the  City  Attorney 
and  shall  be  so  prepared  as  to  meet  his  approval. 

Engineers  shall  also  furnish  such  legal  assistance  to  the  Legal 
Department  of  the  City  and  at  the  expense  of  the  Engineers  as 
the  Legal  Department  and  the  Board  of  Works  of  said  City  shall 
require  in  the  carrying  out  of  said  work. 


(c)  The  ENGINEERS  shall  also,  and.  without  extra  compensation  there- 
for, prepare  and  furnish  the  CITY  all  such  maps,  plats,  drawings , 
profiles,  charts,  blue  prints,  reports  of  borings  and  soil  tests 
and  other  field  information,  and  copies  of  all  such  proposals, 
estimates,  specifications  and  contracts  as  may  be  required  to 
be  filed  in  the  office  of  the  Board  of  Public  Works  or  in  any 
other  department  of  the  City  or  that  may  be  required  to  be  filed 
in  the  office  of  the  State  Board  of  Health,  the  State  Board  of 
Accounts  or  the  Department  of  Inspection  thereof,  or  with  any 
other  public  authority. 

ARTICLE  IV . The  Engineers  shall,  under  the  direction  of  the  Board 

of  Public  Works,  and  with  reasonable  diligence  supervise  the  construction 
of  the  improvements,  said  supervisory  services  being  as  follows: 

(a)  Supervising  the  work  of  construction  and  completion  of  said 
improvements  in  such  a manner  as  to  secure  the  faithful  execu- 
tion of  all  work  embraced  in  the  several  contracts.  The  manner 
of  supervising  said  work  shall  comprise  furnishing  contract 
drawings  and  specifications  in  the  required  number,  tabulating 
bids  and  analyses  of  same,  giving  such  assistance  as  will  be 
necessary  for  the  proper  letting  of  contracts,  rendering 
weekly  progress  reports,  approving  and  submitting  for  approval, 
estimates,  visiting  and  inspecting  the  wo rk  and  approving  its 
final  completion,  and  a graph  of  progress  shall  be  prepared  and 
placed  in  the  office  of  the  Board  of  Public  Works,  which  graph 
of  progress  shall  show  the  weekly  progress  of  the  work  and  be 
brought  to  date  each  week. 

(b)  Furnishing  and  employing  during  the  construction  of  the  improve- 
ments an  experienced  resident  engineer  whose  selection  shall 

be  subject  to  the  approval  of  the  Board  of  Public  Works,  and 
who  shall  be  in  immediate  charge  of  an  direct  the  operations 
of  the  engineering  and  inspection  organizations  in  the  field. 

The  resident  engineer  shall  be  employed  continuously  if  the 
progress  of  the  work  warrants  and  he  shall  carry  on  his  duties 
and  operations  subject  to  the  control  of  the  ENGINEERS.  The 
service  of  said  resident  engineer  shall  be  paid  for  by  the 
ENGINEERS . 

(c)  Furnishing  and  employing  during  the  construction  period,  an 
engineering  and  an  inspection  organization  of  such  size  that 
at  all  times  such  services  will  be  promptly  and  adequately 
provided,  said  field  organizations  being  in  addition  to  the 
resident  engineer  mentioned  above.  The  field  organizations 
shall  be  employed  continuously  if  the  progress  of  the  work 
warrants  and  they  shall  carry  on  their  duties  and  operations 
under  the  direction  of  the  resident  engineer.  The  expenses 
of  the  engineering  and  inspection  organization  shall  be 
borne  by  the  ENGINEERS.  All  ordinary  inspectors  are  excepted 
under  this  clause. 

(d)  Inspecting  and  testing  of  all  materials  of  construction  and 
of  all  mechanical  equipment  to  the  extent  necessary  to  insure 
full  compliance  with  the  contract  drawings  and  specifications, 
said  testing  of  materials  of  construction  to  be  made  as  far 

as  possible  in  the  testing  laboratory  of  the  City  of  Fort 
Wayne  at  the  Cost  of  the  City. 

(e)  Preparing  and  furnishing  of  a complete  set  of  record  drawings 
of  the  finished  work  as  constructed  together  with  photographs 
and  other  data  as  needed  for  permanent  record  of  the  work. 

(f)  Directing  and  placing  the  sewage  treatment  works  in  operation 
and  directing  its  operation  over  a period  of  one  year  after 
sewage  is  first  turned  into  the  plant  and  accepted.  This 
service  shall  involve  at  least  semi-monthly  visits  by  either 
the  ENGINEERS  or  a principal  of  its  organization,  instruction 
of  operating  personnel,  establishment  of  control  technique, 
development  and  printing  of  operating  records,  analyses  of 
operating  data  and  preparing  and  furnishing  the  first  annual 
report  which  will  place  in  permanent  form  for  future  reference 
said  operating  data.  The  ENGINEERS  agree  to  assist  the  CITY 
in  selecting  a supervising  engineer,  if  the  CITY  so  desires, 
whose  duty  it  shall  be  to  superintend  the  operation  of  said 
sewage  disposal  plant  after  the  same  has  been  constructed  and 
to  train  the  employees  of  the  CITY  in  the  management,  working 
and  operation  of  said  plant. 

ARTICLE  The  ENGINEERS  agree  to  prepare  an  application  for  the 
CITY  £if>  Fort  Wayne  to  the  Public  Works  Administrator  of  the  Federal 
Government  of  the  United  States  for  a loan  or  loans,  grant  or  grants 
of  money  to  properly  finance  the  construction  of  said  project  and  to 


submit  the  same  for  approval  to  said  Public  Works  Administrator  and 
use  its  best  efforts  to  procure  for  said  CITY  said  loan  or  loans, 
grant  or  grants  of  money  for  the  work  contemplated.  The  plan  of  financ- 
ing and  construction  of  said  project  shall  be  such  as  is  within  the 
purview  and  subject  to  the  provisions  of  Chapter  61  of  the  Acts  of  the 
Indiana  General  Assembly  of  1932,  and  Acts  amendatory  thereof  and 
supplemental  thereto. 

ARTICLE  VI . The  ENGINEERS  agree  to  furnish  to  the  CITY  sufficient 
acts  of  blue  prints  (duplicates)  of  all  general  and  detailed  drawings, 
when  such  are  completed,  necessary  for  correct  execution  of  the  work. 

The  ENGINEERS  also  agree  to  furnish  the  CITY  four  (4)  sets  of  specifica- 
tions and  general  and  detailed  drawings  bound  in  book  form. 

ARTICLE  VII . The  CITY  agrees  to  pay  to  the  ENGINEERS,  as  and  for 
full  compensation  for  its  services  as  ENGINEERS  under  this  contract, 
a sum  equal  to  five  per  cent  ( 5 %)  upon  the  entire  cost  of  the  sewage 
disposal  plant  and  system  of  intercepting  dewers  contemplated  by  the 
parties  and  covered  by  this  contract,  said  costs  excluding  the  expense 
of  legal  services,  engineering  and  inspection,  printing  and  advertising, 
and  less  exnense  for  land  and  acquiring  lands  and  rights-of-way  which 
sum  shall  be  in  full  payment  and  compensation  to  the  ENGINEERS  for  all 
designs,  plans,  drawings,  and  specifications  and  the  superintendence 
and  supervision  of  the  construction  of  said  work,  including  compensa- 
tion for  the  resident  engineer  provided  for  hereinabove,  and  for  all 
work  done  b;  said  engineers  or  any  one  employed  by  it  in  the  supervision 
of  said  work.  Said  compensation  shall  also  cover,  and  be  in  full  to 
the  ENGINEERS  for  all  work  done  by  it  in  the  preparing  of  applications 
for,  and  in  procuring  approval  of,  a loan  or  loans,  grant  or  grants 
of  money  from  the  Public  Works  Administrator  of  the  Federal  Government 
of  the  United  States  in  the  financing  of  said  project  for  said  CITY. 

The  commission  of  five  per  cent  ( 5 %)  as  herein  provided  shall  be  dividdd 
as  follows: 

one-half  of  said  commission  shall  be  paid  to  ENGINEERS  in 
monthly  installments  during  the  progress  of  the  actual 
preparation  of  the  plans,  drawings  and  specifications 
covering  said  work.  The  amount  of  said  monthly  payments 
shall  be  determined  by  CITY  and  allowed  only  if  an  when 
funds  are  available.  The  balance  of  said  first  one-half 
of  said  commission  not  fully  paid  in  monthly  installments 
as  aforesaid  shall  be  paid  to  ENGINEERS  unon  the  completion 
of  the  plans,  drawings  and  specifications  covering  said  wofck 
and  the  acceptance  of  the  same  by  the  CITY. 

TWO-FIFTHS  (2/5)  of  said  commission  shall  be  paid  to 
ENGINEERS  in  monthly  installments  during  the  progress  of 
the  actual  construction  of  said  work  as  certificates  are 
issued  to  the  contractor  for  work  done  and  accepted;  or 
as  funds  are  available; 

THE  BALANCE  of  said  commission,  to-wit:  ONE -TENTH  (1/10) 
shall  be  paid  to  ENGINEERS  six  (6)  months  after  said  work 
has  been  fully  and  finally  completed,  or  as  funds  are 
available . 


ARTICLE  VIII.  It  s specifically  understood  and  agreed  that  this 


contract  shall  become  and  be  of  full  force  and  effect  only  in  the  event 
the  money  and  proper  financing  for  the  construction  of  said  project  has 
been  obtained  from  the  Federal  Government  or  any  branch,  division,  or 
department  thereof  and/or  obtained  from  or  through  other  sources  on 
or  before  December  31>  1938,  and  only  in  the  event  said  City  by  proper 
Ordinance  or  Ordinances  or  legal  action  determines  to  and  does  by  its 
Common  Council  order  the  construction  of  said  work  and  in  case  of  an 
appeal  from  such  Ordinances  or  action  of  the  Council  to  a Court  of 
competent  jurisdiction  then  only  in  the  event  such  appeal  is  determined 
adversely  to  the  appellants,  otherwise  this  contract  shall  be  null 
and  void  and  of  no  further  force  and  effect. 

J 

ARTICLE  IX . It  is  understood  and  agreed  that  ENGINEERS  shall  be 
under  no  obligation  to  prepare  and  furnish  any  drawings,  plans  or 
specifications  for  the  work  contemplated  by  this  contract  until  reason- 
able assurance  has  been  given  that  the  CITY  may  be  able  to  properly 
finance  said  work,  save  and  except  such  plans,  drawings  and  specifica- 
tions as  are  necessary  to  properly  prepare  and  present  the  application 
of  the  CITY  for  financing  said  project  to  said  Public  Works  Adminis- 
trator, or  to  any  other  official  who  may  properly  pass  upon  the  same, 
for  the  purpose  of  obtaining  said  loan  or  grant. 

ARTICLE  X.  The  ENGINEERS  agree  to  employ,  in  so  far  as  possible, 
engineers,  draftsmen,  rodmen,  office  and  other  help  living  in  the  City 
of  Fort  Wayne,  Indiana,  provided  they  qualify  for  the  work,  all  such 
employees  to  be  approved  by  the  Board  of  Public  Works. 

ARTICLE  XI . The  CITY  agrees  that  the  ENGINEERS  shall  and  may 
have  free  access  at  all  reasonable  times  to  all  details,  plans, 
drawings,  specifications,  reports,  records,  maps,  profiles  and  other 
data  which  the  CITY  now  has  in  its  possession  pertaining  to  its  present 
sewage  system  and  any  proposed  or  contemplated  sewage  disposal  plant 
and  system  of  intercepting  sewers. 

ARTICLE  XII . Under  any  conditions  before  a final  settlement  is 
made  with  the  ENGINEERS,  its  successor  or  its  assigns,  in  addition  to 
all  plans,  profiles,  drawings,  etc.,  all  engineering  field  books  and 
notes  shall  be  turned  over  to  the  CITY  properly  numbered  and  indexed. 

IN  WITNESS  WHEREOF  the  parties  have  hereunto  set  their  hands  and 
seals  this  9th  day  of  February,  1937. 

MUNICIPAL  CITY  OF  FORT  WAYNE,  INDIANA. 

BY H.  W.  BAALS. 

Mayor . 


ATTEST: 

Chas . F.  Hess, 

Clerk  of  Board  of  Public  Works. 


A.  T.  ANDERSEN 

J.  H.  JOHNSON 

BOARD  OF  PUBLIC  WORKS. 


COLE,  MOORE  & GEUPEL,  INC 


BY  Chas  . W.  Cole 

President 

ATTEST: 

Wilbur  H.  Gartner 

Asst.  Secretary 


APPROVED  as  to  form  by  WALTER  E.  HELMKE,  City  Attorney. 

SECTION  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort 
Wayne  that  the  contract  heretofore  entered  into  on  the  ninth  day  of  February, 
1937,  by  and  between  the  City  of  Fort  Wayne  by  and  through  its  Board  of 
Public  Works  party  of  the  first  part  and  Cole,  Moore,  and  Geupel,  Inc., 
a corporation  organized  under  the  laws  of  the  State  of  Indiana,  and 
which  contract  is  fully  set  out  in  the  preamble  hereto  be  and  the  dame  is 
herejjy  in  all  things  ratified,  confirmed  and  approved. 

SECTION  2.  That  this  ordinance  be  in  full  force  and  effect  on  and  after 
its  passage  and  approval  by  the  Mayor. 


ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now 
passed  by  the  following  vote:  Ayes  ( nine  ) — Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23rd  day  of  February, 
1937,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1896. 

G.  A.  DINNEN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  February,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 


H.  W.  BAALS, 

Mayor . 


Approved  this  1st  day  of  March,  1937. 


GENERAL  ORDINANCE  NO.  1897. 


AN  ORDINANCE  fixing  the  Salaries,  Compensation  and  Wages  of  Officers 
and  Employees  of  the  City  of  Fort  Wayne,  Indiana,  for  the  Fiscal 
Year  of  1937,  and  amending  General  Ordinance  Number  1889  being  T,An 
Ordinance  fixing  the  Salaries,  Compensation  and  Wages  of  Officers 
and  Employees  of  the  City  of  Fort  Wayne,  Indiana,  for  the  Fiscal 
Year  of  1937,  as  amended  this  22nd  day  of  December,  1936",  as 
amended  this  23rd  day  of  February,  1937. 

BE  IT  ORDAINCED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 


Section  1.  That  the  salaries,  wages,  and  compensation  of  officers 
and  employees  of  the  City  of  Fort  Wayne,  Indiana,  shall  be  as  follows, 


for  the  fiscal  year 


Item 

6 - 

Salary 

of 

Salary 

of 

Salary 

of 

Item 

105  - 

Salary 

of 

Salary 

of 

Salary 

of 

Salary 

of 

Salary 

of 

Item 

108  - 

Salary 

of 

Salary 

of 

Item 

109  - 

Salary 

of 

Salary 

of 

Salary 

of 

Item 

13  0A- 

Salary 

of 

Item 

131  - 

Salary- 

of 

Salary 

of 

Salary 

of 

Salary 

of 

Salary 

of 

Lfeem 

141  - 

Salary 

of 

Salary 

of 

Item 

154  - 

Salary 

of 

Item 

205 

- Salary 

of 

Item 

208 

- Salary 

of 

Item 

210 

- Salary 

of 

Item 

215 

- Salary 

of 

Item 

302 

- Salary 

of 

Item 

303 

- Salary 

of 

Item 

304 

- Salary 

of 

Salary  of  Dairy 
Item  308  - Salary  of 


Section  2.  All 


of  1937,  to-wit: 

DEPARTMENT  OF  FINANCE 


the  Assistant  Deputy  Controller  ------#  1,440.00 

the  Cashier  Barrett  Law  ----------  1,620.00 

the  Two  Clerks,  Barrett  Law,  each  $1,440.00  2,880.00 

DEPARTMENT  OF  PUBLIC  WORKS 

Building  Comm  ssioner  2,120.00 

Plumbing  Inspector-  ------------  1,920.00 

Building  Commissioner's  Clerk  -------  1,200.00 

Electrical  Inspector-  -----------  1,920.00 

Furnace  Inspector  -------------  1,920.00 

Street  Commissioner  ------------  2,520.00 

Assistant  Street  Commissioner  -------  1,800.00 

Stenographer-  ---------------  1,100.00 

Bookkeeper-  ----------------  1,500.00 

Minute  Clerk-  ---------------  1,100.00 

Assistant  City  Engineer  ----------  1,920.00 

Junior  Assistant  Engineer  ---------  1,920.00 

Clerk  Engineer's  Office  ----------  1,620.00 

Draftsman  -----------------  1,620.00 

Two  Chainmen,  each  $1,440.00-  -------  2,880.00 

One  Rodman-  ----------------  1,440.00 

Day  Janitor  ----------------  1,140.00 

Night  Janitor  ---------------  1,200.00 

Superintendent  Asphalt  Plant-  -------  2,520.00 


DEPARTMENT  OF  PUBLIC  SAFETY 


Inspector  of  Weights  and  Measures  -----$  2,340.00 

Weighmaster  ----------------  1,080.00 

Marketmaster-  ---------------  1,440.00 

Secretary  to  the  Chief-  ----------  1,440.00 


DEPARTMENT  OF  PUBLIC  HEALTH 


Assistant  Secretary 
Public  Health  Nurse 
Bacteriologist-  - - 
and  Meat  Inspector - 
School  Nurse-  - - - 


1.410.00 

1.320.00 
1,920.00 
2,320.00 
1,500.00 


salaries,  compensation  or  wages  herein  of  officers  and 


employees  of  the  City  of  Fort  Wayne,  Indiana,  as  fixed  herein,  shall  be  for 
each  calendar  year  and  shall  be  on  a monthly  bases  and  payable  as  now 
provided,  and  shall  be  retroactive  as  of  January  1,  1937. 

Section  3-  This  Ordinance  shall  amend  General  Ordinance  Number  1889 
insofar  as  it  refers  to  the  salaries,  wages  and  compensation  of  officers 
and  employees  of  the  City  of  Fort  Wayne,  Indiana,  as  above  set  out.  This 
ordinance  shall  expire  by  limitation  on  December  31st,  1937. 


Section  4*  This  Ordinance  shall  be  in  full  force  and  effect  from  and 


after  its  passage  and  approval  by  the  Mayor. 


CHARLES  E.  MOELLERING. 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) — hays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Y/ayne,  Indiana,  at  a regular  meeting,  held  on  the  23rd  day  of  February, 
1937,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1897. 

G.  A.  Dinnen,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  February,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  1st  day  of  March,  1937. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1893. 

AN  ORDINANCE  AUTHORIZING  THE  BORROWING  OF  NINETY  THOUSAND  ($90,0 00. 00) 
DOLLARS  AND  THE  ISSUE  AND  SALE  OF  BONDS  THEREFOR  FOR  THE  PURPOSE  OF 
REFUNDING  AUDITORIUM  BONDS  OF  THE  CITY  OF  FORT  WAYNE  WHEN  DUE  APRIL 
15,  1937,  KNOWN  AS  SERIES  "G",AS  AMENDED  THIS  23rd  DAY  OF  FEBRUARY, 1937 
SECTION  1.  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA,  That  the  City  of  Fort  Wayne  boorow  the  sum  of 
$90,000.00  for  the  purpose  of  taking  up,  paying  off,  discharging,  and 
satisfying  the  nrincipal  of  the  bonds  authorized,  issued  and  sold  by 
said  City  of  Fort  Wayne  in  the  principal  sum  of  $90,000.00,  bearing 
date  of  April  15,  1917  and  maturing  April  15,  1937,  known  as  Auditorium 
Bonds  of  the  City  of  Fort  Wayne,  Series  "G",  and  for  the  purpose  of 
obtaining  funds  with  which  to  pay  off,  discharge  and  satisfy  the 
principal  sum  of  said  bonds  maturing  as  aforesaid. 

SECTION  2.  That  in  order  to  procure  said  loan  that  refunding  bonds 
of  the  City  of  Fort  Wayne,  to  be  designated  and  known  as  "City  of  Fort 
Wayne  Auditorium  Refunding  Bonds  of  1937"  Series  "GG",  be  issued  in  the 
principal  sum  of  $90,000.00,  to  bear  date  as  of  April  15,  1937,  and  to 
bear  interest  at  a rate  not  to  exceed  four  Dercentum  per  annum  from 
April  15,  1937,  payable  on  the  first  day  of  October,  1937,  and  there- 
after semi-annually  on  the  15th  day  of  April  and  the  15th  day  of 
October  in  each  year.  Said  bonds  shall  be  offered  for  sale,  and  the 
good  faith  bidder  bidding  the  lowest  rate  of  interest  thereon  shall 
be  awarded  the  sale  of  said  bonds.  Each  bid  shall  be  required  to 
designate  the  rate  of  interest  that  said  bidder  will  require  said  City 
of  Fort  Wayne  to  ray  as  interest  on  said  bonds,  said  bonds  to  be  issued 
in  denominations  and  of  the  par  value,  to-wit:  Twenty  (20)  bonds  of  the 
Dar  value  of  Five  Hundred  ($500.00)  Dollars  each,  and  Eighty  (80)  bonds 
of  the  par  value  of  One  Thousand  ($1,000.00)  Dollars  each. 

Said  bonds  shall  be  executed  in  the  corporate  name  of  the  City  Of 
Fort  Wayne,  signed  by  the  Mayor  of  the  City  of  Fort  Wayne  and  the 
Comptroller  of  the  City  of  Fort  Wayne,  attested  by  the  City  Clerk  of 
Said  City,  and  the  seal  of  the  City  of  Fort  Wayne  affixed  thereto;  and 
the  interest  coupons  shall  be  signed  by  the  lithographed  facisimile 
signatures  of  the  Mayor  and  Comptroller  of  the  City  of  Fort  Wayne  and 
attested  by  the  lithographed  facisimile  signature  of  the  City  Clerk  mnd 
the  same  shall  be  equivalent  to  a manual  signing  thereof,  and  the  said 
Mayor,  Comptroller  and  City  Clerk,  respectively  shall  adopt  said 
signatures  as  and  for  their  own  signatures;  and  said  first  coupon  shall 
evidence  the  interest  from  April  15,  1937,  to  October  15,  1937,  and 
each  coupon  thereafter  shall  evidence  the  interest  for  six  months,  and 
said  bonds  shall  be  numbered  consecutively  from  one  to  one  hundred, 
both  inclusive,  and  to  be  designated  as  "City  of  Fort  Wayne  Auditorium 


Refunding  Bonds  of  1937”  - Series  ’’GG” , and  said  bonds  shall  be  for 
the  following  emounts  and  maturing  serially  as  hereinafter  set  out, 
to-wit : 

Bond  Number  1,  in  the  sum  of  $500.00  maturing  April  15,  1938. 

Bonds  Numbered  2 to  5,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1938. 

Bond  Number  6,  in  the  sum  of  $500.00  maturing  April  15,  1939. 

Bonds  Numbered  7 t&  10,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1939. 

Bond  Number  11,  in  the  sum  of  $500.00  maturing  April  15,  1940. 

Bonds  Numbered  12  to  15,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1940. 

Bond  Number  16,  in  the  sum  of  $500.00  maturing  April  15,  1941. 

Bonds  Numbered  17  to  20,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1941. 

Bond  Number  21,  in  the  sum  of  $500.00  maturing  April  15,  1942. 

Bonds  Numbered  22  to  25,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1942. 

Bond  Number  26,  in  the  sum  of  $500.00  maturing  April  15,  1943. 

Bonds  Numbered  27  to  30,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1943- 

Bond  Number  31,  in  the  sum  of  $500.00  maturing  April  15,  1944* 

Bonds  Numbered  32  to  35,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1944* 

Bond  Number  36,  in  the  sum  of  $500.00  maturing  April  15,  1945. 

Bonds  Numbered  37  to  40,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1945. 

Bond  Number  41,  in  the  sum  of  $500.00  maturing  April  15,  1946. 

Bonds  Numbered  42  to  45,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1946* 

Bond  Number  46,  in  the  sum  of  $500.00  maturing  April  15,  1947. 

Bonds  Numbered  47  to  50,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1947. 

Bond  Number  51,  in  the  sum  of  $500.00  maturing  April  15,  194®* 

Bonds  Numbered  5-2  to  55,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  ApriH  15,  1948* 

Bond  Number  56,  in  the  sum  of  $500.00  maturing  April  15,  1949. 

Bonds  Nurrfcered  57  #0  60,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1949. 

Bond  Number  61,  in  the  sum  of  $500.00  Maturing  April  15,  1950. 

Bonds  Numbered  62  to  65,  both  inclusive,  each  in  the  sum  of 
$1,000.  maturing  April  15,  1950. 

Bond  Number  66,  in  the  sum  of  $500.00  maturing  April  15,  1951. 

Bonds  Nuxi)  ered  67  to  70,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1951, 

Bond  Number  71,  in  the  sum  of  $500.00  maturing  April  15,  1952. 

Bonds  Numbered  72  to  75,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1952. 

Bond  Number  76,  in  the  sum  of  $500.00  maturing  April  15,  1953. 

Bonds  Numbered  77  to  80,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1953. 

Bond  Number  81,  in  the  sum  of  $500.00  maturing  April  15,  1954* 


Bonds  Numbered  82  to  85,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1954« 

Bond  Number  86,  in  the  sum  of  $500.00  maturing  April  15,  1955. 

Bonds  Numbered  87  to  90,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1955. 

Bond  Number  91,  in  the  sum  of  $500.00  maturing  April,  15,  1956. 

Bonds  Numbered  92  to  95,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1956. 

Bond  Number  96,  in  the  sum  f $590.00  maturing  April  15,  1957. 

Bonds  Numbered  97  to  100,  both  inclusive,  each  in  the  sum  of 
$1,000,  maturing  April  15,  1957. 

All  of  said  bonds  and  coupons  shall  be  payable  at  the  office  of 
the  Lincoln  National  Bank  & Trust  Company  in  said  City. 

The  bonds  shall  not  be  registered  in  the  name  of  the  purchaser  or 
any  subsequent  purchaser  thereof,  but  the  City  Controller  at  the  time 
of  issuing  said  bonds  shall  register  the  same  in  a book  kept  for  that 
purpose  giving  the  number  thereof,  the  date  of  the  issue  and  the  date 
of  maturities,  rate  of  interest,  and  time  and  place  where  the  same 
shall  be  payable. 

SECTION  3.  Said  bonds  shall  be  substantially  in  the  following 
form,  filling  in  the  blank  spaces  in  keeping  with  the  context  thereof 
in  order  to  make  a complete  bond  when  so  filled  in: 


NO. $ 

UNITED  STATES  OF  AMERICA 
ALLEN  COUNTY,  INDIANA 
CITY  OF  FORT  WAYNE  AUDITORIUM  REFUNDING 
BONDS  OF  1937  - SERIES  "GG" 

Total  Issue  $90,000.00. 

FOR  VALUE  RECEIVED,  the  City  of  Fort  Wayne,  Allen  County,  in 
the  State  of  Indiana,  promises  to  nay  to  the  bearer  hereof,  the  sum  of 

dollars,  in  lawful  money  of  the  United 

States  of  America  on  the  15th  day  of  , 19 , with  interest 

thereon  at  the  rate  of  percentum  per  annum  from  April  15,  1937, 

until  paid,  payable  on  the  15th  day  of  October,  1937,  and  thereafter 
semi-annually  on  the  15th  day  of  April  and  the  15th  day  of  October  in 
each  year  upon  presentation  and  surrender  of  the  proper  coupons  annexed 
hereto . 

Both  principal  and  interest  of  this  bond  are  payable  at  The  Lincoln 
National  Bank  and  Trust  Company  of  Fort  Wayne,  Indiana. 

This  bond  is  one  of  a total  issue  of  $90,000.00,  numbered  from  one 
to  one  hundred,  both  inclusive,  all  bearing  the  same  date  and  containing 
the  same  terms  and  provisions,  except  as  to  amount,  number  and  maturity, 
issued  by  the  City  of  Fort  Wayne  in  AllenCounty,  State  of  Indiana, 
pursuant  to  and  in  accordance  with  an  Ordinance  duly  and  legally  adopted 

by  the  Common  Council  of  the  City  of  Fort  Wayne  on  the  day  of 

February,  1937,  authorizing  the  issue  and  sale  of  said  bonds,  and  in 
strict  compliance  with  an  Act  of  the  General  Assembly  of  the  State 
of  Indiana  approved  March  6,  1905,  entitled,  "An  Act  Concerning  Municipal 


Corporations'’,  and  all  acts  amendatory  thereof  and  supplemental  thereto, 
for  the  purnose  of  providing  funds  for  the  taking  un,  raying  off, 
discharging,  and  satisfying  the  principal  of  $90,000.00  of  valid, 
subsisting,  outstanding  bonds  of  the  City  of  Fort  Wayne,  bearing  date 
of  April  15,  1917,  and  maturing  April  15,  1937. 

And  it  is  hereby  certified  and  recited  that  all  acts,  conditions, 
and  things  required  to  be  done  pursuant  to  the  preparation,  issuance, 
execution  and  complete  delivery  of  said  bonds  have  been  done  and  per- 
formed in  due  form  as  provided  by  law;  and  it  is  further  certified 
that  the  indebtedness  evidenced  by  said  bonds  issued  on  April  15,  1917, 
when  incurred,  was  within  every  limit  of  debt  prescribed  by  the  con- 
stitution and  laws  of  the  State  of  Indiana;  and  to  the  prompt  payment 
of  the  principal  and  interest  of  this  bond  and  said  total  issue  of 
bonds,  the  full  faith  and  credit  of  said  City  of  Fort  Wayne,  together 
with  all  of  the  taxable  property  thereof,  both  real  and  personal,  are 
irrevocably  pledged. 

IN  WITNESS  WHEREOF,  the  City  of  Fort  Wayne  has  caused  this  bond 
to  be  signed  in  its  corporate  name  by  the  Mayor  and  Comptroller  of  the 
City  of  Fort  Wayne,  attested  by  the  signature  of  the  City  Clerk  of  said 
City,  and  the  interest  coupons  hereunto  annexed  to  be  executed  by  the 
facisimile  signature  of  such  Mayor,  Comptroller  and  City  Clerk,  respect- 
ively, and  the  corporate  seal  of  said  City  to  be  hereunto  affixed,  as 
of  the  15th  day  of  April,  1937. 

CITY  0E  FORT  WAYNE 

BY: 

Mayor  of  the  City  of  Fort  Wayne. 

BY: 

Comptroller  of  the  City  of  FortWayne. 

ATTEST : 


City  Clerk  of  the  City  of  Eort  Wa yne. 

Sail  interest  coupons  attached  to  said  bonds  shall  be  substantially 
in  the  following  form,  all  blanks  for  numbers  and  dates  being  completely 
filled  in  so  as  to  make  a complete  coupon  before  the  issuance  thereof; 

NO $ 

On  the  day  of  , 19 , The  City  of  Fort  Wayne , Allen 

County,  Indiana,  hereby  promises  to  pay  to  the  bearer  at  the  Lincoln 
National  Bank  and  Trust  Company  of  Fort  Wayne,  Indiana,  the  sum  of 

($ ) Dollars,  the  same  be  ng  the  interest  due  on 

the  within  CITY  OF  FORT  WAYNE  tfJDITORIUM- REFUNDING  BONDS  OF  1937  - 
SERIES  "GG". 

CITY  OF  FORT  WAYNE 

Mayor  of  the  City  of  Fort  Wayne. 

ATTEST: 

Comptroller  of  the  City  of  Fort  Wayne  . 

City  Clerk  of  the  City  of 
Fort  Wayne . 


Section  4*  The  City  Comptroller  shall  manage  and  supervise  the 
preparation,  advertisement,  negotiation,  and  sale  of  said  bonds,  subject 
to  the  terms  of  this  Ordinance,  which  sale  shall  be  by  sealed  bids  for 
all  of  said  bonds  or  parcels  or  allotments  thereof,  to  the  highest  and 
best  bidder  for  cash  after  three  weeks'  notice  of  the  time  and  place  of 
said  sale  shall  have  ben  given  one  time  each  week  for  three  weeks  in 
two  newspapers  representing  opposite  political  parties,  published  in 
the  English  language  in  the  City  of  Fort  Way he,  Indiana.  Such  notice 
shal_  describe  such  bonds  with  such  minuteness  and  particularity  as  the 
City  Comptroller  may  see  fit,  and  shall  set  forth  the  amount  of  the 
bonds  to  be  sold  and  the  rate  of  interest  they  will  bear,  and  that  the 
bidder  may  bid  for  all  or  any  part  of  said  bonds,  and  the  date  of  ooen- 
ing  bids  or  proposals  thereof,  and  the  City  Comptroller  shall  have  the 
right  to  reject  any  and  all  bids  and  continue  said  sale  from  day  to  day 
until  said  bonds  shall  be  sold.  Each  and  every  bid  and  proposal  shall 
be  presented  t o the  City  Comptroller  sealed,  and  shall  be  accompanied 
by  duly  certified  check  upon  some  responsible  bank  in  the  City  of  Fort 
Wayne , Indiana,  payable  to  the  order  of  the  City  Treasurer  of  the  City 
of  Fort  Wayne,  in  a sum  equal  to  two  and  one-half  (2^%)  per  cent  of 
the  face  value  bid,  and  the  City  Comptroller  shall  award  said  bonds 
as  he  shall  see  fit  in  while  or  any  part  thereof,  and  shall  have  the 
ri^ht  to  accept  a part  of  any  bid  or  to  award  on  any  bid  the  whole  or 
less  number  of  bonds  covered  by  such  bid,  or  he  may  n his  judgment 
and  discretion  award  a pafrt  of  said  bonds  to  one  bidder  and  part  to 
another , and  these  provisions  shall  apply  in  the  case  of  re— offering 
and  re— advert is ing  said  bonds  in  case  no  bids  are  received  and  in  case 
any  bids  for  said  bonds  or  any  part  thereof  are  rejected. 

Section  5.  Delivery  of  said  bonds  sold  by  said  Comptroller  shall 
be  made  at  the  office  of  the  City  Treasurer  of  the  City  of  Fort  Wayne, 
uron  the  payment  of  the  City  Treasuere  of  the  City  of  Fort  Wayne  of  the 
full  purchase  nrice  and  bid  for  said  bonds  as  certified  to  said  City 
Treasurer  by  said  Comptroller  and  in  the  event  that  said  bidder  fails 
or  refuses  to  pay  for  said  bonds  within  ten  days  after  said  contract 
for  sale,  the  same  shall  be  treated  as  a breach  of  contract  Sf  his  bid 
or  proposal  on  account  of  which  the  deposit  made  by  said  bidder  herein 
provided  shall  become  the  property  of  said  City  as  and  for  its  damages. 

Section  6.  When  said  bonds  shall  have  been  signed  as  herein  pro- 
vided and  paid  for  by  said  purchaser  and  delivered  to  the  purchaser 
thereof,  the  same  shall  be  and  constitute  the  binding  obligation  of 
the  City  of  Fort  Wayne  according  to  the  tenor  and  effect  thereof. 

Section  7.  The  proceeds  derived  from  the  sale  of  said  bonds  as 
herein  authorized  shall  be  and  are  hereby  appropriated  to  the  Sinking 
Fund  under  the  direction  of  the  Department  of  Finance,  for  the  sole  use 
of  refunding  the  Auditorium  Bonds,  Series  "G" . 


Section  8.  That  this  Ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

BEN  F.  BENNETT. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( nine  ) — Nays  ( none  ). 

V/E  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana,  at  a regular  meeting  held  on  the  23rd  day  of  February,  1937, by 
a majority  vote  of  all  members  elect,  did  pass  the  ordinance  hereunto 
attached, and  known  as 
GENERAL  ORDINANCE  NO.  1898. 

G.  A.  DINNEN,  LEONARD  H.  ELLEN1, VOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  February,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Approved  this  1st  day  of  March,  1937. 


Mayor  . 


H.  W.  BAALS, 


GENERAL  ORDINANCE  NO.  1899. 


AN  ORDINANCE  changing  the  name  of  Marshall  Avenue,  a street  and 
public  highway  in  the  City  of  Fort  Wayne,  Indiana,  to  Clinton 
Court . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, 
INDIANA: 

Section  1.  That  the  name  of  Marshall  Avenue,  a street 
and  public  highway  in  the  City  of  Fort  Wayne,  be  changed  to 
Clinton  Court. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

ALBERT  MORAN 
BEN  F.  BENNETT 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  nassed  by  the  following  Bote:  Ayes  (nine) — Nays  (none). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of 
Fort  Wayne,  Indiana,  at  a regular  meeting,  held  on  the  23rd  day 
of  February,  1937,  by  a majority  vote  of  all  members  elect,  did 
nass  the  ordinance  hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1899. 

G.  A.  DINNEN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  26th  day  of  February,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Anproved  this  1st  day  of  March,  1937. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1900. 

AN  ORDINANCE  concerning  the  construction  and  oneration  in  the  City  of 
Fort  Wayne,  Indiana,  of  a Sewage  Treatment  and  Disposal  Plant  and 
Intercepting  and  Other  Sewers  and  Mains,  and  matters  connected  there- 
with. 

WHEREAS , heretofore  the  City  of  Fort  Wayne  employed  Cole,  Moore 
and  Geupel,  Inc.,  to  render  &nd  perform  engineering  service  for  said 
City  in  the  preparation  of  preliminary  plans  and  specifications  for 
the  construction  of  a sewage  treatment  plant,  intercepting  sewer, 
out-fall  sewers,  force  mains,  pumping  stations  and  injector  stations, 
and  all  other  appurtenances  necessary,  useful  and  convenient  for  the 
treatment,  purification  and  disposal  in  a sanitary  manner  of  the 
liquid,  solid  waste  sewage,  night  soil  and  industrial  waste  and  to 
nreapare  an  Application  for  a Federal  Grant  of  money  to  aid  and  assist 
in  the  construction  of  said  work,  and  to  perform  all  other  engineering 
work  necessary  for  the  final  completion  of  said  sewage  treatment  plant 
and  snourtenances , and  which  Application  it  is  understood  has  been 
approved,  and  said  City  may  receive  said  Federal  Grant,  THEREFORE; 

Section  1.  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAYNE,  INDIANA,  that  said  city  acquire,  construct,  arquip,  own, 
operate  and  maintain  a Sewage  Treatment  Plant,  together  with  such 
appurtenances  and  equipment  as  may  be  necessary  or  useful  and  con- 
venient for  the  treatment,  purification  and  disposal  in  a sanitary 
manner  of  sewage  and  industrial  waste  of  such  City,  and  including 
all  necessary  lands,  rights  of  way  and  property  therefor  within  or 
without  the  corporate  limits  of  said  City  under  and  pursuant  to 
Chapter  61  of  the  Acts  of  1932  (Special  Session)  being  an  Act 
a proved  August  17,  1932,  as  amended  by  Chapter  137  of  the  Acts  of 
1933  and  by  Chapter  198  of  the  Acts  of  1935  of  the  General  Assembly 
of  the  State  of  Indiana. 

Section  2.  That  said  Sewage  Disposal  Plant,  consisting  of  land, 
easements,  rights  of  way,  pumping  and  ejector  stations,  grit  chambers, 
humus  tanks,  digestion  tanks,  sludge  beds,  intercepting,  connecting 
and  out-fail  sewers,  force  mains  and  other  appurtenances  shall  be 
acquired  and  constructed  at  not  exceeding  the  total  estimated  cost  of 
Five  Million  One  Hundred  and  Sixty  Thousand  Dollars  ($5,160,000.00) 
in  strict  accordance  with  the  preliminary  plans,  specifications  and 
estimates  of  cost  heretofore  prepared  by  said  Cole,  Moore  and  Geupel, 
Inc.,  and  now  on  file  in  the  office  of  the  Board  of  Works  of  said 
City,  which  are  hereby  adopted  and  approved  and  by  reference  are 
hereby  made  a part  of  this  Ordinance  as  fully  as  if  the  same  were 
attached  hereto  and  incorporated  herein.  The  Mayor,  Board  of  Public 
Works  and  other  proper  officials  of  said  City  are  hereby  authorized 


and  ordered  to  proceed  with  the  construction  of  said  Plant  and  the 
securing  of  necessary  sites,  rights  of  way,  and  other  property  there- 
for, as  urovided  in  the  Ordinance  and  in  said  Chapter  61  Acts  of 
1932,  as  Amended. 

Section  3.  That  no  part  of  said  Sewage  Treatment  Plant  or  other 
works,  ar  any  of  said  appurtenances,  shall  be  constructed,  nor  any 
land,  or  sites,  or  rights  of  way,  or  other  property  be  urocured 
therefor  until  a Federal  Grant  of  money  satisfactory  to  the  Common 
Council,  the  Mayor  and  Board  of  Public  Works  of  said  City  has  been 
obtained  for  said  purpose  and  in  an  amount  satisfactory  to  said 
Common  Council,  Mayor  and  Board  of  Public  Works. 

Section  4.  That  this  Ordinance  be  in  full  force  and  effect  on 
and  after  its  passage  by  the  Common  Council  and  approval  by  the  Mayor. 

ARNO  C.  SPIEGEL. 

The  Ordinance  was  read  the  thired  time  in  full  and  on  motion 
was  now  uassed  by  the  following  vote:  Ayes  (eight)  — Nays  (none). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9th  day  of  March, 
1937,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1$00 . 

G.  A.  DINNEN,  LEONARD  H.  ELLENW00D, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  15th  day  of  March,  1937. 

LEONARD  H.  ELLENW00D, 

City  Clerk. 

Anproved  this  22nd  day  of  March,  1937. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1901. 


AN  ORDINANCE  designating  the  North  Thirty-one  (31)  feet  of  Lot  Number 
Eight  (8)  Ayre’s  Addition,  extending  from  Union  Street  to  Jackson 
Street,  for  street  and  highway  pur noses  and  to  be  known  as  Leykauf 
Street . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  North  Thirty-one  (3l)  feet  of  Lot  Number 
Eight  (8)  Avre’s  Addition,  extending  from  Union  Street  to  Jackson 
Street,  be  designated  as  a street  and  public  highway  and  the  same 
shall  be  known  as  Leykauf  Street. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

FRANK  A.  WYSS. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was 
now  passed  by  the  following  vote:  Ayes  ( eight  ) — Nays  ( none  ). 

WE  HEREBY  CERTIFY,  That  the  Common  Council  of  the  City  of  Fort 
Wayne,  Indiana,  at  a regular  meeting,  held  on  the  9th  day  of  March, 

1937,  by  a majority  vote  of  all  members  elect,  did  pass  the  ordinance 
hereunto  attached,  and  known  as 
GENERAL  ORDINANCE  NO.  1901 

G.  A.  DINNEN,  LEONARD  H.  ELLENWOOD, 

President.  City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  15th  day  of  March,  1937. 

LEONARD  H.  ELLENWOOD, 

City  Clerk. 

Aporoved  this  22nd  day  of  March,  1937. 

H.  W.  BAALS, 

Mayor . 


GENERAL  ORDINANCE  NO.  1902. 


An  Ordinance  amending  General  Ordinance  Number  1847, being 
An  Ordinance  regulating  traffic  upon  the  public  streets  of  Fort 
”ayne,  Indiana'.' 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT 
WAYNE, INDIANA. 

Section  l.Ta'ht  sub-section  "o"  of  Section  2 of  General 
Ordinance  Number  1847  reads  as  follows: 

It  shall  be  unlawful  for  the  operator  of  any  vehicle  to 
parksuch  vehicle  between  the  hours  of  7:00  o’clock  A.M.  and 
6:00  o’clock  P.M.  longer  than  one  hour  in  any  two  hours  in  any 
of  the  following  places: 

(o)  On  the  south  side  of  Lewis  Street  from  the  East  line 
of  Calhoun  Street  to  the  West  line  of  Clinton  Street. 

On  the  North  line  of  Lewis  Street  from  the  East  line  of 
Calhoun  Street  to  the  West  line  of  Clinton  Street. 

Section  2. That  this  Ordinance  shall  be  in  full  force  and 
effect  from  and  after  its  passage  and  approval  by  the  Mayor. 

Charles  E Moellering'. 

George  A Dinnen. 

The  Ordinance  was  read  the  third  time  in  full  and  on 
motion  was  now  passed  by  the  following  vote: 

(Ayes  8-Nays  0) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET 
FORM  AS  REQUIRED  BY  LAW. 
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HEREBY  CERTIFY , That  the  Common  Council  of  the 
City  of  Fort  Wayne, Indiana, at  a Regular  meeting, held  on  the 
13th  day  of  April, 1937, by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached, and  known  as  GENERAL 
ORDINANCE  NO. 1902. 

G.A.DINNEN, President.  LEONARD  H.ELLENY'OOD, City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  15th. day  of  April, 1937. 

LEONARD  H ELLENTOOD, City  Clerk. 

Approved  this  20th. day  of  April, 1937 

H . W . BAALS , Mayor . 


GENERAL  ORDINANCE  NO. 1903. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  and 
agreement  made  and  entered  into  by  and  between  Elgin  Sweeper  Co. an 
Illinois  Corporation, and  the  City  of  Fort  Wayne,  of  Allen  County, 

Indiana, by  and  through  its  Board  of  Public  Works. 

Whereas, on  the  22nd  day  of  March, 1937, the  Elgin  Sweeper  Co. 
an  Illinois  Corporation, entered  into  a certain  contract  and  agree- 
ment with  the  City  of  Fort  Wayne, by  and  through  its  Board  of  Public 
Works, for  thesale  of  One(l)  Model  "20"  Elgin  Pick-Up  Sweeper  and  other 
equipment  attached  thereto  as  more  specifically  set  out  in  said  contract, 
to-wit: 


CONTRACT . 


THIS  AGREEMENT, Made  and  entered  into  this  22nd  day  of  March, 1937, 
by  and  between  ELGIN  SWEEPER  COMPANY , an  Illinois  Corporation, herein  after 
referred  to  as  the  "Company", and  the  CITY  OF  FORT  WAYNE, a municipal  corp 
oration  of  Allen  County, in  the  State  of  Indiana, hereinafter  referred  to  as 
the  "City", WITNESSETH: 


The  Company  covenants  and  agrees  to  furnish  to  the  City  the  follow 
ing  equipment .to-wit : 

One(l)  Model  "20"Elgin  Pick-Up  Sweeper , complete, according  to  spec 
if ications  submitted  to  the  City, which  specifications  by  reference  are 
made  a part  of  this  contract, plus  one  (l) additional  main  broom  and  one(l) 
additional  set  of  side  broom  segments  filled  with  wire  fotf  each  broom  and 
a broom  filling  machine. 

The  City  agrees  to  pay  said  Company  for  said  equipment  the  sum  of 
Six  Thousand  Seven  Hundred  Ninety  Dollars  ($6,790. 00) , delivered  at  Fort 
Wayne . 

The  Company  agrees  to  grant  a discount  of  One  Hundred  Thirty 
Dollars  (130. 00) to  said  City  if  said  Sweeper  is  paid  for  within  Thirty (30) 
days  from  arrival  of  the  same  at  the  City  of  Fort  Wayne, Indiana. 

The  Company  agrees  to  test  the  above  machine  before  shipment  and 
see  to  it  that  all  parts  are  in  harmonious  working  order  and  in  proper 
condition  to  perform  their  respective  duties. 

The  Company  agrees  to  furnish  a full  set  of  instructions  for  the 
care  and  operation  ofi  said  Machine  and  to  guarantee  said  Machine  to  be  well 
built  and  in  good  working  order  and  agrees  to  replace, F'.O.B. Factory, parts 
of  same  which  may  prove  defective  in  material  and  'workmanship  vithin  One 
(l)year  from  date  of  shipment. 

The  City  shall  return  all  defective  parts  to  the  Factory , charges 

prepaid . 

The  Company  agrees  to  furnish  free  service  by  Factorv  Service  Man 
for  the  life  of  said  machine. 

The  Company  agrees  to  deliver  said  machine  one(l)  week  after  an 
Ordinance  approving  the  within  contract  has  been  passed  by  the  Common 
Council  of . the  City  of  Fort  Wayne  and  signed  by  the  Mayor  of  said  City. 

This  contract, although  executed  on  behalf  of  the  City  by  the 
Board  of  Public  rrorks , shall  hot  be  binding  or  obligatory  upon  the  City 
unless  and  until  it  first  shall  have  been  approvrd  by  the  Common  Council 
of  saidCity,  and  should  the  Common  Council  of  said  City  fail  to  approve 
the  same, eithin  sixty (60) days  after  date  hereof, this  contract  become  and 
be  wholly  void. 

. each  of  the  conditions  and  stipulations  of  this  contract, the 
under signed, each  for  itself  binds  itself, its  successors  and  assigns. 

IN  WITNESS  '"HEREOF, we, the  for  going  named  parties  have  hereunto 
set  our  hands  and  seals  the  day  and  year  first  above  written* 

City  of  Fort  Wayne, Indiana. 

BOARD  OF  PUBLIC  WORKS 

ATTEST: 

Chas.F  Hess 
Secretary . 

Approved  as  to  form  and  legality 
Walter  E Helmke,City  Attorney. 

ELGIN  SWEEPER  COMPANY. 

D.M. Todd, President . 

Roy  J Massa, Secretary . 


BY:  Robert  G Beams , Chairman 
A T ANDERSON 
JOHN  H JOHNSON. 
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NOW, THEREFORE, BE  IT  ORDAINED  BY 
OF  FORT  WAYNE, INDIANA: 


THE  COMMON  COUNCIL  OF  THE  CITY 


SECTION^ 1 . That  the  foregoing  contract  made  and  entered  into  by 
etvveen  Sweeper  Company, an  Illinois  Corporation, and  the  City 

01  rort  ayne ,by  and  through  its  Board  of  Public  Works, for  the  sale  and 
purchase  o±  One  (l)  Model  ”20’'  mlgin  Pick-Up  Sweeper  and  other  eouipment 
attached  thereto, which  contract  and  agreement  is  more  fully  set  forth  in 
the  preamble  hereto, be  and  the  same  is  hereby  in  all  things  ratified  and 
approved . 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 


Ben  F Bennett. 

The  ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote. 


(Ayes  7 — Nays  None) 


THIS  ORDINANCE  HAS  BEEN  DULY 
PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


PUBLISHED  IN  BOOK  AND 


E HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of 
FORT  WAYNE, INDIANA, at  a Regular  meeting, held  on  the  27th  day  of 
ft^ril ,1937, by  a majority  vote  of  all  members  elect, did  pass  the 
ORDINANCE  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  NO. 1903. 

G A Dinnen, President . LEONARD  H ELLENWOOD , City  Clerk. 

l f 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  April 
1937. 


Leonard  H Ellenwood , City  Clerk. 


Approved  this  30th  day  of  April  1937. 


H Y:  Baals, Mayor. 


GENERAL  ORDINANCE  NO.  1904. 


AN  ORDINANCE  authorizing  the  Board  of  Public  'forks  to  sell 
junk  iron, copper  and  brass  of  the  Municipal  Electric  Light  and  Power 
Plant  of  the  City  of  Fort  Wayne, as  amended  this  27th  day  of  April  1937. 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, IND: 

Section  l.That  the  Board  of  Public  Works  be  and  hereby  is 
authorized  to  sell  the  following  junk  iron, copper  and  brass , to-v  it : 

POWER  PLANT 

Junk  Iron 
Junk  Copper 

LIGHT  CONSTRUCTION  DEPARTMENT 

Junk  Copper  9,000  lbs. 

Junk  Iron  5,000  lbs. 

and  that  said  Board  of  Works , through  the  City  Attorney , file  in  the 
Circuit  Court  a petition  for  appointment  of  appraisers  to  appraise 
said  property. 

Section  2.  That  this  Ordinance  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


2.000  lbs. 

4.000  lbs. 


Arno  C Spiegel. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  passed  by  the  following  vote. 

(Ayes  7 Nays, None) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  FORM 
AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


WE  HEREBY  CERTIFY, That  The  Common  Council  of  the  City  of 
Fort  "ay ne, Indiana, at  a Regular  meeting, held  on  the  27th  day  of 
April, 1937, by  a majority  vote  of  all  members  elect, did  pass  the 
ordinance  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  NO.  1904. 


G A Dinnen, President . Leonard  H Ellen  ood,City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  29th  day 
of  April, IQ37. 

Leonard  H Ellenwood,City  Clerk. 
Approved  this  30th  day  of  April, 1937. 


H W Baa Is, May or. 


GENERAL  ORDINANCE  NO.  1905. 


, . , AN  ORDINANCE  ratifying  and  approving  a certain  contract  made 

ana  entered  into  by  and  between  the  GENERAL  ELECTRIC  COMPANY, a New  York 
Corporation, and  the  CITY  OF  FORT  WAYNE, INDIANA, by  and  through  its 
BOARD  OF  PUBLIC  YORKS . 

'HERE AS, the  CITY  OF  FORT  WAYNE, by  and  through  its  BOARD  OF 
PUBLIC  ORKS , and  the  GENERAL  ELECTRIC  COMPANY, a New  York  Corporation, 
entered  into  a certain  contract  and  agreement  on  the  13th  day  of  April 
1937, by  which  contract  the  GENERAL  ELECTRIC  COMPANY  agrees  to  furnish  and 

TocYrt3/  Y‘2;b,Pittsfield,Massachuse'tts,Three(3)  2,000  Kva— 13,800/13,200/ 
7’d  * v°lts  primary  and  24OO/4I6OY  volts  secondary-single-phase- 

' ' cycle— Type  H-Transi  ormers  with  5/&impedence, which  contract  is  in  the 
: ollowing  words  and  figures, to-wit: 


Arno  C Spiegel. 


CONTRACT 

SiErS-S 


This  agreement  made  and  entered  into  this  13th  day  of  April, 

1937,  oy  and  Det"’een  GENERAL  ELECTRIC  COMPANY, a New  York  Corporation,  of 
the  County ^of  Schenectady , State  of  New  York, party  of  the  first  part, and 
uhe  City  Of  tort  Wayne, County of  Allen  and  State  of  Indiane,by  and 
through  its  Board  of  Public  'Yorks, party  of  the  second  part. 

ITLESSETH:  That  the  party  of  the  first  part  covenants  and 
agrees  to  furnish  and  deliver  f.o.b. Pittsfield, Massachusetts  to  the  City 
of  Fort  r'ayne  the  following  equipment, to-wit : 

Three  (3)  2, 000Kva-13 , 800/13 , 200/12 , 540/H>  880  volts  primary 
and  24OO/4I6OY  volts  secondary-single-phase-60  cycle-Type  H-Transf ormers 
■ ith  5/o  impedance, all  in  accordance  with  quotation  number  FT-5921  furnished 
by  the  party  of  the  first  part  to  a party  of  the  second  part  under  date 
of  March  30th, 1937. 

The  party  of  the  first  part  covenants  and  agrees  that  the  afore 
mentioned  equipment  will  operate  at  the  following  efficiences , to-wit : 

Full  load  99.03 
3/4  load  99.11 

1/2  load  99.10 

It  is  understood  and  agreed  between  the  parties  that  the  shipping 
weight  shall  be  approximately  17,500  pounds  each  complete  with  oil. 

It  is  further  understood  between  the  parties  that  the  approximate 
dimensions  are  as  follows, to-wit: 

Height  overall — 152,T 

Height  over  case  119" 

Projected  floor  space — 85"  x 82" 

It  is  further  understood  and  agreed  between  the  parties  that  said 
transformers  shall  be  furnished  complete  with  oil, oil  conservators,  and 
thermometer, and  ratio  adjuster. 

The  party  of  the  second  part  agrees  to  pay  the  party  of  the  first 

part  for  said  ecuipment  the  sum  of  Thirteen  Thousand  Seven  Hundred  Eighty- 

two  Dollars ($13,782.00) 

The  party  of  the  first  part  agrees  to  deliver  said  equipment  to 
the  party  of  the  second  part  not  later  than  seventeen (17) weeks  after  the 
within  contract  has  been  passed  by  the  Common  Council  and  approved  by  the 
Mayor  of  the  City  of  Fort  Wayne. 

It  is  understood  and  agreed  between  the  parties  that  the  party 

of  the  second  part  will  pay  for  said  equipment  in  the  following  manner,  to- 

wit: 


1 . Sixty (60) per  cent  of  the  aforementioned  sale  price  at  the  time 
said  equipment  is  delivered  to  the  City  Light  and  Power  Plant  in  the  City 
of  Fort  ’Wayne . 

2. The  remaining  Forty (40)  per  cent  of  the  aforementioned  sale 
price  at  the  time  said  equipment  is  accepted  by  the  party  of  the  second  part 
said  remaining  Forty (40)  per  cent, however , to  be  paid  not  later  than  ninety 
(90)days  after  delivery  of  said  equipment  at  the  City  Light  and  Power  Plant 
of  the  City  of  Fort  Wayne . 

It  is  specifically  understood  and  agreed  that  all  of  said  equip- 
ment is  to  conform  to  DivisionI  of  plans  and  specifications  now  on  file  in 
the  office  of  the  Board  of  Public  Works, City  of  Fort  Wayne, which  plans  and 
specifications  by  reference  hereof  are  made  a part  of  this  contract. 
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This  contract, although  executed  on  behalf  of  the  City  by  its 
Mayor  and  the  Board  of  Public  Works, shall  not  be  binding  or  obligatory  upon 
the  City  unless  and  until  it  shall  have  first  been  approved  by  the  Coraraon 
Council  of  the  City, and  should  the  Common  Council  of  the  City  fail  to 
approve  the  same  within  sixty  days  after  the  date  thereof, this  contract  shall 
become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract ,jshe 
undersigned, each  for  himself , binds  itself, its  successors  and  assigns. 

IN  TESTIMONY  ’''HEREOF, The  foregoing  named  parties , hereunto  set 
our  hands  and  seals  on  the  date  and  year  first  above  written. 

CITY  OF  FORT  WAYNE, INDIANA . 

BY:  H.W. BAALS, May or 

Board  of  Public  Works. 

ROBERT  G BEAMS,  CHAIRMAN 
A T ANDERSON 
J H JOHNSON 

ATTEST: 

CHAS . HESS , SECRETARY 

GENERAL  ELECTRIC  COMPANY 

BY  W J HANLEY 
Commercial  Vice  President 

Approved  as  to  legality 
and  form: 

WALTER  E HELMKE 
City  Attorney. 


NOW, THEREFORE, BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT 
WAYNE, INDIANA: 

Section  l.That  the  foregoing  contract  made  and  entered  into  on  the 
13th  day  of  April, 1937, by  and  between  the  CITY  OF  FORT  WAYNEby.and 
through  its  BOARD  OF  PUBLIC  WORKS, and  GENERAL  ELECTRIC  COMPANY, a New 
York  Corporation, by  the  terms  of  which  contract  said  Company  agrees  to 
furnish  and  deliver  f.o.b. Pittsfield, Massachusetts, Three(3)2, 000  Kva- 
13,800/13,200/12,540/11,880  volts  primary  and  24OO/4I6OY  volts  secondary- 
single  phase-60  cycle-Type  H-Transf ormers  with  5 % impedence , which  contract 
is  more  specifically  set  forth  in  the  preamble  hereto, be  and  the  same  is  here 
by  in  all  things  ratified  and  approved*. 

f Section  2.  That  this  Ordinance  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval  by  the  Mayor. 


Arno  C Spiegel 


This  Ordinance  was  read  the  third  time  in  full  and  on  motio  was  now 
passed  by  the  following  vote. 

(Ayes  8 — Nays, None) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM 
AS  REQUIRED  BY  LAW. 

,fE  HEREBY  CERTIEY , That  the  Common  Council  ofvthe  City  of  Fort  Wayne, 
Indiana, at  a regular  meeting, held  on  the  11th  day  of  May, 1937, by  a 
majority  vote  of  all  members  elect, did  pass  the  ordinance  hereunder 
attached, and  knownas  GENERAL  ORDINANCE  NO. 1905. 

G A Dinnen, President.  Leonard  H Ellenwood, City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  13th  day  of  May, 1937. 

Leonard  H Ellenwood, City  Clerk." 

Approved  this  17th  day  of  May, 1937. 


H W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1906 


AN  ORDINANCE  regulating  the  installation, maintenance  and  repair 
of  gravity  warm  air  heating, mechanical  warm  air  heating  and  air-conditioning 
apparatus, oil  burners, gas  burners , stokers  and  the  servicing  of  appliances 
therefor  and  sheet  metal  ■ ork; providing  for  licenses  and  permits  for  install- 
ation of  such  apparatus  and  the  supervision  and  inspection  thereof, and  penal- 
ties for  violation  thereof ;and  repealing  all  ordinances  and  parts  of  ordinances 
and  amendments  thereto  in  conflict  herewith, as  amended  this  11th  day  of  May  1937. 
BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana. 

DEFINITIONS 


Section  1 -a. That  the  term"Gravity  harm  Air  Heating  System"when 
used  in  this  ordinance  shall  be  construed  to  mean  any  and  all  warm  air  furn- 
aces enclosed  within  a casing  of  any  type  and  any  and  all  appurtenances  there- 
to or  connections  therewith  intended  to  heat  any  building  or  enclosure  by  grav- 
ity circulation  obly  wherein  no  mechanical  force  or  equipment  is  applied. ’Alien 
plans  and  specifications  for  gravity  warm  air  heating  are  found  by  the  Inspec- 
torof  Heating  and  Sheet  Metal  Fork  to  be  incomplete  in  detail, then  the  rules, 
regulations  and  provisions  contained  in  the  latest  edition  of  the  National 
Standard  Code  regulating  the  installation  of  gravity  warm  air  heating  systems 
as  approved  and  issued  by  the  American  Society  of  Heating  and  Ventilating  Engi- 
neers,The  National  Association  of  Sheet  Metal  Contractors , Inc . and  the  National 
"arm  Air  Heating  and  Air  Conditioning  Associationsshall  be  the  guide  for  the 
performance  of  such  work  and  shall  be  deemed  prima  facie  as  embodying  the  correct 
rules  and  practice  for  such  work. 

b. That  the  term"Forced  or  Mechanical  ’Farm  Air  Heating  System"when 
used  in  this  ordinance  shall  he  construed  to  mean, any  warm  air  appliances  for 
heating  any  building  or  enclosure  which  may  have  attached  thereto  in  any  manner 
and  made  a part  thereof, any  type  of  fan  or  blower  intended  to  stimulate  or 
force  circulation  which  does  not  qualify  under  either  classification  for  air- 
conditioning  apparatus. 

c.  "Tienever  and  -herever  in  this  ordinance  the  terrn"air  condition- 
ing”^ used, it  shall  be  construed  to  mean  the  scientific  preparation  and  simul- 
taneous control  of  the  atmosphere  within  a building, structure  or  enclosure. 
Atmosphere  being  affected  by  such  factors  as  temperature, humidity, motion, dis- 
tribution,dust  bacteria , toxic  gasses  and  ionization, preparation  and  equipment 
for  their  control  being  easily  misrepresented  and  misunderstood, such  install- 
ations, equipment , and  the  preparation  therefor  shall  be  classified, and  shall 
consist  of  the  folio  ing  minimum  functions  without  limitation, viz : 

Class  1. Year-Round, or  Complete  Air  Conditioning , shall  consist  of 
preparations  and  equipment, as  a minimum, for  cooling  and  dehumidifving  the  air 
for  summer  use, to  heat  and  humidify  the  air  for  winter  use, proper  and  uniform 
circulation  of  the  air  by  mechanical  force  the  year  round. 

Class  2. Summer  Air  Conditioning, shall  consist  as  a minimum  of  pre- 
parations and  equipment  for  cooling, dehumidifying, and  proper  and  uniform  cir- 
culation of  the  air, by  mechanical  force, in  the  summer  time. 

Class  3. ‘ inter  Air  Conditioning, shall  as  a minimum, consist  of 
arations  and  equipment  to ' heat, humidify , proper  and  uniform  circulation  of 
the  air  by  mechanicalf orcein  the  winter  time. The  combination  of  functions  in 
either  Class  1-2  or  3 shall  be  theminimum,and  required  by  the  seasons  of  the 
year, and  shall  beautomatically  and  simultaneously  controlled, to  meet  the  speci- 
fic minimum  demands  of  the  user ; humidity  equipment  when  used, shall  produce  as 
a minimum  30$  relative . “hen  plans  and  specifications  for  air  conditioning  equip 
ment  and  appurtenances  thereto  for  air  conditioning  equipment  submitted  are 
found  by  the  inspector  of  Heating  and  Sheet  Metal  '“ork  to  be  incomplete  in  de- 
tail,then  the  rules, regulations  and  recommendations  contained  in  the  latest 
edition  of  the  Mechanical  Heating  code  as  prepared  and  Published  by  either  the 
American  Society  od?  Heating  and  Ventilating  Engineers, of  the  National  Warm  Air 
Heating  and  Air'’ Conditioning  Association, shall  be  the  guide  for  the  performance 
of  the  -ork  and  shall  be  deemed  prima  facie  as  embodying  the  correct  rules  and 
practice  for  such  ork. 

d. Y’here  the  termT,sheet  metal"or  sheet  metal  work"is  usedherein,  it 

shall  be  construed  to  mean  any  fabrication, erection, installation, repairing  or 
replacing  of  sheet  metal  or  sheet  metal  work  here  U.S.#10  Standard  Guage  or 
lighter  metal  is  used, in  any  andall  warm  air  heating  systems , piping, duct  work, 
stacks, boxes, boots, f ittings, etc . ,and  any  and  all  sheet  metal  roofing  and  siding 
of  anytype,any  and  all  metal  gutters, conductors, flashings  and  corrugated  shapes, 
skylights  and'  ventilators , metal  cornices , metal  ceilings, ventilating  systems, 
blow  pipe  and  exhaust  systems,firedoors,kalamein  doors  and  hollo..'  trim, restau- 
rant, hitch-  r i lequipment, excepting  however, when  such  material  is  used  in 

connection  ith  automobile  bodies  and  fenders , truck  bodies , trailerbodies , or  as 

a background  for  bill-boards , Posters  Sign-Boards, Sign  painting, or  where  it  be- 
comes a required  portion  of  the  product  of  another  manufacturer. When  any  plans 
or  specifications  submittedare  not  complete  in  detail  the  latest  edition  of  the 
rules, regulations, recommendations  and  specifications  and  methods  of  application 
as  approved  and  published  by  the  National  Association  of  Sheet  Metal  Contract- 
ors,Inc., in  the  year  1929  and  known  as  "Standard  Practicesin  Sheet  Metal  Work" 
shall  prima  facie  be  the  guide  for  the  performance  of  the  work  provided  for  by 
such  plans  and  shall  be  deemed. 

e. The  term  "Oil  burner"when  used  herein  shall  be  construed  to  mean 
any  device, for  use  in  connection  with  a heating  system, designed  to  burn  fuel 
oil  having  a flash  point  of  100  degrees  Fahrenheit, or  higher, as  determined  by 
the  Tag  Closed  Tester  in  accordance  with  the  method  of  test  adopted  by  the 
American  Society  for  Testing  Materials  (A. S.T.M. Designation  Dr>6-2l)and  having  a 

fuel  tank  or  container  v ith  a capacity  of  more  than  ten (10) gallons  connected 
thereto. The  term"oil  burner  equipment"shall  include  oil  burners, as  above  de- 


fined, and  all  tanks , piping, pumps , control  devices  and  accessories  used  in 
connection  therewith. 

This  ordinance  shall  not  apply  to  portable  burners  r.ot  requiring 
connection  to  a flue, such  as  oil  stoves, oil  heaters  and  oil  lamps  equipped 
with  a wick  or  a mechanical  device  the  movement  of  which  is  essential  to 
flame  adjustment. 

f. The  term"stoker"v/hen  used  herein  shall  be  construed  to  mean  a mech 
anical  device  for  feeding  solid  fuel  in  the  combustion  chamber  of  a boiler  or 
furnace  used  in  connection  ■ ith  a heating  plant  whether  automatically  or  manu- 
ally controlled. 

g. The  termTtIndustry "when  used  herein  shall  be  construed  to  mean  any 
person, persons, firm  or  corporation  "'ho  contracts  for, or  undertakes  to  execute 
any  work  goverened  by  this  ordinance  or  who  inthe  doing  of  such  work  seeks  the 
services  of  or  requires  or  permits  the  ork  of  a journeyman, mechanic  or  other 
assistant;but  the  owner  and  occupant  of  a dwelling  house  may  ’ith  the  assist- 
ance of  any  member  of  his  family  and  household  personally  carry  on  in  such 
house  any  work  governed  by  this  ordinance  without  a license  therefor, and  shall 
not  then  be  included  in  the  definition  of "Industry "; provided  that  such  owner 
shall  take  out  a permit  for  any  such  work  as  hereinafter  provided. 

OFFICE  OF  INSPECTOR 


Section  2 -a.  There  is  hereby  created  the  office  of  Inspector  for 
gravity  and  mechanical  warm  air  heating, air  conditioning, stoker, natural  and 
artificial  gas  burner, and  oil  burner  installations  and  for  sheet  metal  work. 
This  inspector  shall  be  called"Inspector  of  Heating  and  Sheet  Metal  ' ork";and 
shall  be  appointed  by  the  Board  of  Public  Safety, sub ject  to  the  approval  of  the 
Board  of  Health. He  shall  give  his  entire  time  to  the  performance  of  the  duties 
of  his  office  and  shall  not  during  his  term  of  office  be  employed  or  engaged, 
directly  or  indirectly , in  any  manner  with  any  person, firm  or  corporation  eli- 
gible for  license  as  provided  herein, or  enter  into  any  contract  for  work  for 
others , covered  by  this  ordinance, or  for  furnishing  materials , plans  or  specifi- 
cations for  others. 


OATH  AMD  BOND 


B.The  Heating  and  Sheet  Metal  Inspector  shall  before  entering  upon 
his  duties, take  the  oath  required  by  law  for  City  Officials  and  furnish  bond  in 
the . penal  sum  of  $1000.00  with  surety  to  be  approved  by  the  controller  con- 
ditioned for  the  faithful  performance  of  his  duties. 


QUALIFICATIONS 


c . Such  Inspector  shall  have  had  three  years  practical  experience  in 
engineering, planning, supervising  and  contracting  for  installations  of  forced  air 
heating  and  air  conditioning  and  sheet  metal  work; or  shall  have  at  least  two 
years  of  such  practical  training  and  in  addition  have  satisfactorily  completed 
a course  of  study  in  forced  air  heating  and' air  conditioning  given  by  a recog- 
nized technical  school, and  must  have  some  knowledge  of  the  operation  of  gas  and 
oil _ burners  and  stokers. He  shall  be  an  assistant  in, and  his  -ork  shall  be  co- 
ordinated with  that  of  the  Building  Department .He  shall  be  the  Chairman  of  the 
Examing  Board  hereinafter  provided  for. 


TERM  OF  OFFICE 


D.This  Inspector  shall  hold  office  until  twelve  o'clock  noon  of 
the  first  Monday  in  January  in  the  year  1939;and  thereafter  the  term  of  office 
of  such  Inspector  shall  be  four  years, beginning  at  twelve  o'clock  noon  on  the 
j-irst  Monday  in  January, and  until  his  successor  is  appointed  and  qualified. 

F.The  Board  of  Safety  shall  have  the  power  to  appoint, with  theapo- 
roval^ of  the  Board  of  Health, one  or  more  Assistant  Inspectors  of  Heating  and 
Sheet  Metal  Work, as  may  be  necessary , whose  term  of  employment  shall  be  at  the 
pleasure  of  the  Board  of  Safety  and  whose  pay  shall  be  fixed  by  said  Board, not 
to  exceed  $.175.00  dollars  per  month. Such  assistants  or  assistant  shall  be  well 
trained  in  the  duties  of  their  office  and  shall  work  under  the  direction  of  such 
Inspector. 


DUTIES  OF  INSPECTOR 


G-The  duties  of  such  Inspector  shall  be  to  act  as  chairman  of  the 
Examining  Board; to  examine  and  approve  .hen  correct, all  plans  and  specifica- 
tions i or  the  performance  of  any  work  governed  by  this  ordinance, to  see  that  t 
they  conform  to  the  provisions  of  this  ordinance  and  to  the  latest  and  most 
approved  standard  for  such  work; and  to  point  out  in  wrhat  respect  such  plans  or 
specifications  are  deiective  or  in  violation  of  this  ordinance ;to  inspect  all 
r ork  in  theCity  of  Fort  Jayne  for  which  permits  are  required  under  this  ordin 
ance  and  to  see  that  all  such  work  is  performed  in  accordance  with  the  provis- 

ion?,,ofre°£;to  st;0D  any  work  bein§  done  in  violation  of  the  terms  hereof  and  to 
post  Stop  i orkff  signs  therefor} to  order  any  such  work  removed  or  corrected  to 
conform  herewith, to  issue  certificates  of  approval  on  satisfactory  completion 
of  projects ; provided, Jiowever,  that  no"stop  work"order  so  posted  shall  affect  work 


n0t  1f°Yerned  hy  t5}is  ordinance  except  . here  the  progress  of  any  such  work 
vjould  interfere  with  inspection  of  work  governed  by  this  ordinance. He  and  the 
ssistant  Inspectors  shall  have  the  right  to  enter  upon  any  premises  or  into 
any  buildings  or  enclosure  where  he  has  reasonable  cause  to  believe  work  is 
being  or  has  been  performed  in  violation  of  this  ordinance  which  violation 
might  be  a menace  to  life  or  health, for  inspection  of  such  work. 

.Section  3-a. There  is  hereby  created  a Board  of  Examiners  of  appli- 
cants j.or  license  to  supervise  or  perform  any  installation  or  work  governed  by 
the  provisions  of  this  ordinance .Such  board  shall  consist  of  the  Inspector  of 
Heating  and  Sheet  Metal  'ork^v/ho  shall  be  Chairman  of  the  Board jand  two  contrac  — 
tors  engaged  in^contracting  and  performing  work  in  said  City  governed  by  this 
ordinance, one  of  whom  shall  have  had  three  years  experience  in  the  installation 
of  stokersjand  two  journeymen  regularly  employedin  said  City  in  one  or  more  of 
the . traa.es  governed  by  this  ordinance ^one  of  whom  shall  have  had  three  years  ex— 
perience  in  the  installation  of  gas  and  oil  burners jsuch  journeymen  members  shall 
not  be  employed  by  or  be  a relative  of, or  in  any  way  connected  with, the  contrac- 
tor members  of  such  board. The  contractor  and  journeyman  members  of  such  board 
shall  be  appointed  by  the  Mayor, and  shall  each  serve  for  a period  of  four  years 
subject  to  the  pleasure  of  the  Mayorjand  shalleach  receive  for  their  services 
the  sum  of. $5. 00  for  each  and  every  examination  conducted; provided, however , that 
every  examination  shall  be  conducted  by  the  Inspector  and  two  other  members  of 
the  board  only, to  be  designated  by  the  Inspector  having  reference  to  the  ex- 
perience of  the  members  in  the  branch  of  the  industry  for  which  examination  is 
^to  be  taken. 

b.The  duties  of  such  board  shall  be  to  conduct  written  examinations 
of  applicants  for  license  to  contract  for  and  perform  in  such  city, work  and  in- 
stallations governed  by  this  ordinance ;and  to  inquire  into  the  qualifications  of 
such  applicants ;and  after  such  inquiry  and  examination, to  recommend  to  the  City 
Controller  the  approval  or  rejection  of  any  such  application. 

Section  4-S-.lt  shall  be  unlawful  for  any  person, persons, firm  or  cor- 
poration to  install , erect , alter , repair , reset  or  replace  any  warm  air  heating 
plant, plants  or  part  thereof, or  air  conditioning  system  or  systems  or  parts  there- 
of or  to  do  any  sheet  metal  work  as  defined  in  this  ordinance, or  to  install  any 
oil  burners, natural  or  artificial  gas  burners  or  stokers  as  defined  in  this  ordi- 
nance within  the  corporate  limits  of  the  City  of  Fort  Wayne , Indiana, unless  said 
person  is  the  holder  of  a license  then  in  force, issued  by  said  City  giving  such 
person  the  right  to  perform  or  supervise  such  work, or  unless  said  person, persons , 
firm  or  corporation  has  then  in  his, their  or  its  employ  a holder  of  such  a lic- 
ense then  in  force. Such  licenseshall  be  obtained  by  application  therefor, to  the 
Inspector  of  Heating  and  Sheet  Metal  Work, which  application  shall  be  accompanied 
by  a fee  of  $10.00;and  by  submitting  to  and  passing  the  examination  to  be  given 
such  applicant  by  the  Examining  Board  hereby  created;no  such  license  shall  be 
issued  unless  such  applicant  shall  produce  evidence  that  such  applicant  has  had 
not  less  than  three  years  previous  experience  in  the  branch  of  the  industry  in 
■which  applicant  desires  to  operate, and  that  a place  of  business  is  or  will  be 
maintained  by  such  applicant, or  by  the  person, Firm  or  Corporation  employing  such 
applicant, within  the  limits  of  said  City, equipped  with  tools , machinery  and  any 
other  equipment  required  to  contract  for  and  perform  any  operation  or  work  gov- 
erned by  such  license  in  a substantial  and  workmanlike  manner ; provided, however, 
that  the  owner  and  occupant  of  a dwelling  house  may  with  the  assistance  of  any 
member  of  his  family  and  household  personally  carry  on  in  such  house  any  work 
governed  by  this  ordinance  without  such  license ;provided, that  such  owner  shall 
take  out  a permit  for  any  such  work, as  hereinafter  provided. 

b.Any  applicant  having  fully  complied  with  the  provisions  of  Para- 
graph A of  this  Section  and  having  successfully  passed  said  examination  shall 
upon  recommendation  of  said  Board, signed  by  a ma joritythereof  which  record  shall 
be  filed  with  the  building  department, be  issued  a license  to  supervise  and  per- 
form any  installations  and  work  in  the  branch  or  branches  of  the  industry  for 
which  said  applicant  shall  pass  such  examination, upon  the  payment  of  a license 
fee  of  $40*00  to  the  controller  for  the  first  year's  license  and  upon  furnish- 
ing a bond  in  the  penal  sum  of  $1000.00  with  surety  to  the  approval  of  the  City 
Controller, conditioned  for  the  faithful  performance  in  accordance  with  the  pro- 
vision of  this  ordinance  of  all  work  performed  under  said  license  and  for  the 
faithful  compliance  with  the  provisions  of  this  ordinance .Any  such  holder  of  any 
such  license  shall  upon  payment  to  the  controller  of  the  fee  of  $25.00  be  issued 
a renewal  thereof  for  the  second  and  any  subsequent  year , provided  that  said  bond 
is  renewed  or  like  bond  furnished  for  such  renewal  term;provided, however , that  on 
the  failure  of  any  suchlicensee  to  apply  for  and  to  pay  for  a renewal  of  said 
license  on  or  before  January  15th  following  the  expiration  of  the  previous  year's 
license, such  licensee  shall  forfeit  such  existing  license  and  it  shall  be  unlaw- 
ful for  any  such  person, persons, firm  or  corporation  to  perform  any  work  governed 
by  this  ordinance  until  such  time  as  a renewal  license  is  issued. Any  such  license 
forfeited  for  non-payment  of  the  renewal  fee, may  be  re-instated  upon  the  payment 
of  the  annual  renewal  fee  plus  $1.00  for  each  month  or  portion  of  a month  that 
such  delinquency  has  continued ; provided, however  that  after  such  license  has  been 
delinquent  and  not  in  force  for  twelve  months, then  the  same  shall  be  absolutely 
null  and  void  and  may  not  be  renewed; and  the  holder  thereof  shall  be  issued  a new 
license  only  after  full  compliance  with  the  provisions  of  paragraphs  a, and  b,of 
this  section; provided  further , however, that  any  person  who  has  been  issued  a lic- 
ense by  said  City  for  any  work  governed  by  this  ordinance  for  the  year  1935  and 
for  which  license  the  fees  have  been  fully  paid, shall  be  entitled  to  have  issued 
a license, as  herein  provided, for  one  or  more  of  the  seven  branches  of  the  industry 
named  herein, on  the  payment  within  fifteen(l5)days  after  the  taking  effect  of  this 
ordinance  of  the  renewal  fee  of  $25.00  and  upon  furnishing  bond  as  above  required, 
without  submitting  to  the  examination  provided  for  in  paragraph  A. of  this  section. 


"Any  person  who  has  had  three  years  experience  in  the  installation  of  stokers, 
gas  burners  or  oil  burners  phall  be  entitled  to  have  issued  a license  and  ren- 
ewal thereof  as  provided  above  for  the  branch  of  the  industry  in  which  he  has 
had  such  experience  without  submitting  to  the  examination  provided  in  paragraph 
A of  this  section;provided, however , that  any  person  who  holds  a General  Contrac- 
tors license, a Plumbing  license  or  an  Electricians  license  shall  on  payment  of 
a license  fee  of  Ten  Dollars ($10. 00)  and  complying  with  the  other  requirements 
of  this  ordinance  be  granted  a license  for  the  installation  of  stokers  or  oil 
burners'.’ 

The  failure  of  any  such  licensee  to  keeo  said  bond  in  full  force  and 
effect  during  the  life  of  such  license  or  any  renewal  thereof  with  surety  to  the 
approval  of  said  Controller, shall  forfeit  such  license  or  the  renewal  thereof. 
The  license  herein  provided  for  shall  be  issued  only  to  an  individual, and  not 
to  a corporation  or  firm;and  such  license  shall  not  be  transferable.lt  may  be 
issued  to  cover  work  in  any  one  or  more  of  any  of  the  following  branches  of  the 
indus  try , to-wit : 

!l)  Gravity  Warm  Air  Heating. 

2)  Mecahnical  Warm  Air  Heating 

3)  Air  Conditioning  Apparatus 

4)  Oil  Burners 

5)  Natural  and  Artificial  Gas  Burners 

6)  Stokers 

7)  Sheet  Metal  Work. 


Permits 

Section  5. a-  It  shall  be  unlawful  for  any  person, persons, firm, or  cor- 
poration to  do  any  work  goverened  by  this  Ordinance  unless  a permit  is  first 
obtained  therefor  by  the  holder  of  a license  to  do  such  work, except  sheet  metal 
work  costing  under  $35.00;such  permit  shall  be  obtained  by  making  application 
therefor  at  the  office  of  the  Building  Department  of  said  City ; with  such  appli- 
cation there  shall  be  submitted  plans  and  specifications  covering  such  work  for 
the  approval  of  the  Inspector  of  Heating  and  Sheet  Metal  Work; if  said  plans  and 
specifications  are  found  by  such  Inspector  to  comply  with  the  requirements  of 
this  ordinance  or  when  said  plans  and  specifications  are  modified  or  supplemented 
so  as  to  conform  thereto, then  said  inspector  shall  mark  the  same "approved  for 
permit" ;and  a permit  to  perform  such  work  in  accordance  with  such  plans  and  speci- 
fications shall  thereupon  be  issued  by  such  Inspector  on  the  payment  of  the  proper 
fee  therefor. 

b.  When  any  warm  air  heating  equipment, guttering, spouting  or  any  sheet 
rnetal  work  is  to  be  repaired, replaced  or  re-set, no  plan  for  such  work  shall  be 
required . 


c.  Where  any. warm  air  heating  project  is  to  involve  any  change  or  alter- 
ation or  be  replaced  in  whole  or  in  any  part  by  new  equipment  of  any  other  type, 

a permit  must  be  applied  for  and  plans  and  specifications  shall  be  submitted  for 
approval  of  the  Inspector  before  permit  is  issued. 

d.  The  fee  for  permits  for  sheet  metal  work  issued  hereunder  shall  be 
where  the  cost  of  such  work  is  $35.00  or  over  and  does  not  exceed  $100.00  the  sum 
of. $1.00; and  where  the  cost  of  such  work  is  over  $100.00  there  shall  be  an  add- 
itional fee  of  25  cents  for  each  additional  $100.00  or  fraction  thereof  of  cost; 
provided, however, for  any  amount  of  cost  over  $500. 00, the  additional  fee  therefore 
shall  be  ten  cents  for  each  $100.00  or  fraction  thereof .Where  the  cost  of  any 
sheet  metal  work  covered  by  this  ordinance  is  under  $35 .00, no  permit  shall  be  re- 
quired but  such  work  shall  be  performed  as  provided  for  in  this  ordinance. 

e.  The  fee  for  permits  issued  for  any  other  work  governed  by  this  ordi- 
nance shaal  be  $1.00  where  cost  of  such  work  does  not  exceed  $100. 00; and  where 
the  cost  of  such  work  is  over  $100.00  there  shall  be  an  additional  fee  for  each 
additional  $100.00  or  fraction  thereof  of  cost  of  25  cents; provided, however, for 
any  amount  of  cost  over  $500. 00, the  additional  fee  therefor' shall  be  10  cents  for 
each.  $100 . 00  or  fraction  thereof  .When  any  warm  air  furnace  is  dismantled  for  re- 
setting or  repair  work  or  for  any  cause, the  fees  for  permits  shall  be  as  provided 
above ;but  no  permit  shall  be  required  for  cleaning  or  repair  of  a furnace  where  the 
same  is  not  dismantled .Only  one  permit  fee  shall  be  required  for  any  installation 
or  work  governed  by  this  ordinance. 


f.  Wherever  any  work  or  project  governed  by  the  provisions  of  this  ordi- 
nance and  for  which  a permit  has  been  issued  as  provided  herein, is  being  performed 
or  carried  on  in  violation  of  any  of  the  provisions  of  this  ordinance  it  shall  be 
the  duty  of  the  Inspector  ofHeating  and  Sheet  Metal  Work  to  post  a printed  notice 
to"Stop  Work"signed  by  the  Inspector, on  the  permises  where  such  work  is  in  progress* 
and  to  notify  anyone  in  charge  of  such  work  on  the  premises  of  such  stop  order* 
after  the  posting  of  such  notice, it  shall  be  unlawful  for  any  person, persona .firm 
or  corporation  to  do  any  further  work  on  such  project  until  such  time  as  the  de- 
fects or  violations  of  this  ordinance  have  been  eliminated  to  the  approval  of  the 
Inspector  and  said"Stop  Work" sign  has  been  removed  by  him; provided, however, that  no 
o p -ork  order  so  posted  snail  affect  work  not  governed  by  this  ordinance  excent 
where  the  progress  of  any  such  work  would  Interfere  with  Inspection  of  work 
governed  by  this  ordinance. 

Section  6. Any  applicant  for  permit  hereunder  or  any  other  person  directly 
interested  who  is  aggrieved  by  any  decision  of  said  Inspector  in  the  execution  of 
his  duties, may  appeal  from  any  such  decision  to  a Board  of  Appeal  which  shall 
consist  of  three  recognized  contractors  for  work  governed  by  this  ordinance  or 
holders  of  licenses  hereunder , one  of  whom  shall  be  chosen  by  the  party  taking  the 
appeal, one  by  the  Inspector , and  the  third  chosen  by  the  other  two  members;the 
appeal  shall  be  taken  by  the  person  aggrieved  giving  written  notice  of  such  appeal 
to, the  Inspector  at  the  office  of  the  Building  Department  within  2 4 hours  after  such 
decision  is  made  by  said  Inspector . The  selection  of  the  members  of  such  Board  shall 
be  maae  at  once; said  board  shall  meet  within  forty-eight  hours  after  the  giving  of 
such  notice, and  shall  render  a decision  within  five(5)days  thereafter. 


Any  interested  party , including  said  Insnector, shall  have  the  right  to  present  the 
case  to  such  Board, whose  decision  shall  be  final. The  members  of  such  Appeal  Board 
shall  serve  without  pay. 


GENERAL  PROVISIONS 


Section  7 . Ratings  or  Capacities  Determined  by  the  Inspector .When: 

The  Inspector  of  Heating  and  Sheet  Metal  Work  shall  determine  the  rating  or  cap- 
acity for  any  second-hand  furnace  or  device  which  is  no  longer  manufactured, which 
is  to  be  used  in  connection  with  any  heating  or  air  conditioning  system  or  plant 
and. for  which  the  required  test  data, measurements, ratings  or  capacities  are  not 
available . in  the  manner  set  forth  in  those  certain  sub-sections  of  Sections  22  to 
37  inclusive  of  this  ordinance  providing  for  such  ratings  or  capacities. 

Section  8.  Inspector  to  Have  Supervision. Tests , Inspections .Etc . ; 

All  construction, installation, alteration, and  repair , hereafter,  within  the  City  of 
Fort  ayne,of  heating  and  air  conditioning  plants  and  equipment, subject  to  regu- 
lation by  the  provisions  of  this  ordinance, in  or  for  buildings  of  all  classes, 
shall  be  done  under  thesupervision  and  subject  to  the  approval  of  said  Inspector. 

It. shall  be  the  duty  of  the  Inspector  and  his  regularly  authorized 
assistants  assigned  to  such  work  to  enforce  and  cause  to  be  enforced  the  provisions 
of  this  ordinance  and  to  supervise  all  necessary  tests  and  make  all  necessary  in- 
spections, of  heating  and  air  conditioning  plants  and  equipment  installed  thereunder, 
and  said  inspector  and  assistants  are  hereby  given  full  authority  to  pass  upon  and 
either  approve  or  disapprove  any  material  or  device, not  specifically  provided  for  in 
this  ordinance , proposed  to  be  used  in  any  heating  or  air  conditioning  installation 
lor  which  a permit  is  required, to  require  such  tests  to  be  made  as  may  be  necessary 
to  determine  the  tightness  of  any  warm  air  heating  installation  or  of  any  portion 
thereof  or  of  any  sheet  metal  ducts  or  pipes  connected  therewith, and  to  require  the 
immediate  removal  of  any  material  or  construction  found  to  have  been  so  installed 
as  to  conceal  or  cover  up, before  its  inspection  and  approval  by  him, any  newly 
installed  potion  of  any  heating  or  air  conditioning  system  or  plant. 

Section  9-a . Inspections  and  Tests, Notice  to  be  given  by  Contractor. 

;UMbAT’’FUii  TO  cover  up  work  Before  Inspection: 

The  heating  or  air  conditioning  contractor  shall  immediately  notify  the  Department, 
upon  the  completion  of  the  installation, that  the  work  for  which  a permit  had  been 
issued, as  required  by  this  ordinance  is  ready  for  inspection  and  test, in  the  case  of 
an  air  conditioning  installation, or  for  inspection, in  the  case  of  a warm  air  install 
ation,by  registering  the  number  of  the  permit  and  the  location  of  the  work  in  the 
inspection  order  register  book  kept  for  that  purpose  in  the  office  of  the  Inspector. 

In  any  new  building  and  in  any  new  addition  to  an  older  building, immed- 
iately upon  the  completion  of  those  portions  of  the  installation  which  are  there- 
after to  be  concealed  or  covered  up, in  any  heating  or  air  conditioning  installation 
for  which  a permit  has  been  issued  as  required  by  this  ordinance, the  heating  or  air 
conditioning  contractor  shall  notify  the  Department , in  the  manner  above  provided  for 
that  said  portions  of  the  installation  are  ready  for  inspection  and  test, if  it  be 
an  air  conditioning  installation, or  for  inspection, if  warm  air. Said  contractor  shall 
also, at  said  time, post  in  a conspicious  position  on  such  portion  of  the  installation 
a notice,  hich  notice  shall  be  in  substantially  the  following  form: "Warning J 
This  piping  has  not  been  inspected  and  approved  by  the  Inspector  and  must  nt  be 
covered  up  or  concealed  until  so  inspected  and  approved . "No  person  other  than  the 
inspector  from  said  department  shall  thereafter  remove  said  notice, nor  shall  said 
inspector  until  he  shall  have  attached  to  said  piping  a notice  stating  that  the 
same  has  been  inspected  and  approved. Any  unauthorized  person  who  shall  remove  any 
such  notice  or  cause  the  same  to  be  so  removed, and  any  person  having  charge  of  the 
construction  of  such  new  building  or  addition,  or  any  other  person, who  covers  or 
conceals, or  causes  to  be  so  covered  or  concealed, any  of  such  portions  of  such  heat- 
ing installation  before  the  same  shall  have  been  approved  by  the  Inspector , shall 
be  subject, upon  conviction  thereof, to  the  penalty  herein  provided  for  any  violation 
of  this  ordinance . 

Section  9-b. Tests  of  Air  Conditioning  and  Warm  Air  Furnace  Fan 
Installations:  After  notifying  the  Department  of  Buildings, as  here-inbef ore  pro- 
vided, that  any  newly  installed  air  conditioning  or  warm  air  furnace  fan  system, 
or  portion  thereof, is  ready  for  inspection  and  test, the  contractor  installing  same 
shall, in  each  such  case, make  such  test, in  the  presence  of  and  under  the  super- 
vision of  the  inspector, as  may  be  necessary  to  demonstrate  the  delivery  of  the  re- 
quired amounts  of  air  to  the  various  parts  of  such  system. No  such  system  shall  be 
approved  by  said  Inspector  until  found, under  such  tests, to  be  fulfilling  all  re- 
quirements of  this  ordinance  pertaining  to  such  system. 

Section  10. Minimum  Requirements:  The  provisions  of  this  ordinance  shall 
be  held  to  be  minimum  requirements  adopted  for  the  protection  of  the  health, welfare 
and  safety  of  the . community . 

Section  11  .Replacement : Any  '-'arm  air  furnace, fan, blower , air  condition- 
ing equipment  or  any  appurtenance  connected  with  any  of  the  above, installed  to  re- 
place any  existing  equipment  of  like  nature  in  any  existing  plant  or  system  shall  be 
of  such  capacity  as  would  be  required  under  this  ordinance  were  such  furnace, fen, 
blower,  air  conditioning  equipment  or  appurtenance  to  be  installed  for  use  in  con- 
nection with  a new  plant  or  system  designed, as  would'  be  required  by  this  ordinance, 
to  meet  the  heating  or  air  conditioning  requirements  for  such  building. 

Provided, however, that  in  buildings  other  than  single  and  two (2) family 
dwellings  where, in  the  opinion  of  the  Inspector, it  would  be  impracticable  or  would 
work  an  unnecessary  hardship  torequire  a complete  compliance  with  the  foregoing 
requirements, a warm  air  furnace, fan, blower, air  conditioning  equipment  or  appur- 
tenance , based  as  to  capacity  on  the  connected  load, may  be  installed  to  replace  any 
existing  equipment  of  like  nature. 


Suction  12. 


ALTERATIONS, ADDITIONS  AMD  REPAIRS . 


a .Alterations : Any  alterations  hereafter  made  to  an  existing  heating  or 
air  conditioning  system  or  plantain  or  for  any  building, shall  be  made  in  conformity 
with  the  requirements  of  this  ordinance  in  so  far  as  may  be  practicable, in  the 
judgment  of  the  Inspector , without  impairing  the  efficient  operation  of  the  system  as 
a whole,  or  of  any  portion  thereof. 

b .Additions  : :’herever  the  heating  or  air  conditioning  requirements , as 
determined  by  this  ordinance, of  any  existing  building  provided  ith  a heating  or  air 
conditioning  system  or  plant  are  hereafter  increased, either  by  the  construction  of 
an  addition  or  additions  to  said  building  or  by  an  increase  in  the  portion  of  said 
building  to  be  heated  or  air-conditioned, or  in  any  other  manner, the  capacity  of  the 
heating  or  air  conditioning  system, or  plant  serving  same  shall  be  increased  to  that 
capacity  which  would  be  required  by  this  ordinance  for  a ne":  installation  designed 
t-o  meet  equal  heating  orair  conditioning  requirements. 

c .Repairs : Repairs  to  any  heating  or  air  conditioning  equipment  shall  be 
made  in  such  manner  as  to  restore  such  equipment, as  near  asis  practicable, to  its 
original  sound  condition. Such  repaired  equipment  shall  be  subjected  to  such  tests 
as  may  be  required, in  the  opinion  of  the  Inspector, to  satisfactorily  demonstrate 
its  ability  to  meet  the  servive  requirements  to  which  it  may  normally  be  subjected. 

MINIMUM  REQUIREMENTS  FOR  ESTIMATING  HEAT 

REQUIRED  FOR  FARMING  BUILDINGS 


Section  13. The  method  ’hich  shall  be  used  in  computing  the  minimum  amount  of  heat 
in  British  thermal  units  (B.T.U. ) per  hour  '"hich  must  be  supplied  to  or  generated 
within  any  building  to  maintain  the  inside  temperature  hereinafter  stipulated, with 
the  outside  temperature  and  wind  movement  assumed  as  in  this  ordinance  provided, 
shall  be  as  hereinafter  set  forth  in  this  ordinance, and  shall  apply  to  all  types 
of  heating  systems. The  inside  temperature  shall  be  measured  at  the  breathing  line, 
hich  shall  be  on  a plane  two  feet  six  inches (2 T 6”) above  the  floor  level  and  not 
less  thanthree(3)  feet  from  any  outer  exposed  wall. The  procedure  which  shall  be 
followed  in  using  the  data  in  Sections  13  to  16  of  this  ordinance  for  estimating 
the  heat  required  for  warming  buildings  shall  be  as  follows: 

(A)  Select  :>om  Table  No.l  the  inside  air  temperatures, at  the  breathing 
line, 'hich  are  to  be  maintained  in  the  building  during  the  coldest  weather. 

(B)  The  outside  air  temperature  which  shall  be  used  for  design  purposes 
shall  be  taken  as  Fahrenheit  zero. 

(C)  Select  from  the  following  tables  or  secure  from  the  Inspector  the 
heat  transmission  coefficients  for  outside  wall  and  glass, also  for  any  floor, wall 
or  ceiling  next  to  unheated  space  and  any  portion  of  roof  next  to  heated  space. 

(D)  Measure  up  net  outside  wall, glass  and  roof  next  to  heated  spaces, as 
well  as  any  cold  floor, wall  or  ceiling  next  to  unheated  space. Such  measurements 
shall  be  made  from  the  building  plans  submitted  to  the  Inspector  by  the  heating 
contractor . Should  it  subsequently  develop  that  said  plans  so  submitted  are  in- 
accurate in  anyessential  detail, it  shall  be  the  duty" of  the  heating  contractor, 
upon  being  notified  so  to  do  by  the  Inspector, to  make  such  changes  in  the  heating 
installation  as  may  be  necessary  to  correct  any  resulting  discrepancy  therein  and 
to  bring  same  into  conformity  with  the  requirements  of  this  ordinance. 

(E)  Compute  the  heat  transmission  losses  for  each  kind  of  wall, glass, 
floor, ceiling  and  roof  in  the  building  by  multiplying  the  heat  transmission  co- 
efficient in  each  case  by  the  area  of  the  surface  in  square  feet  and  then  by  the 
temperature  difference  between  the  inside  and  outside  air.  (See  items  A and  B ) 

(See  also  table  inSection  15  for  Heat  Transmission  Coefficients.) 

(F)  Select  unit  values  and  compute  the  heat  equivalent  of  the  infiltra- 
tion of  cold  air  taking  place  around  outside  doors  and  windows. 

Said  unit  values  shall  be  taken  to  depend  on  kind  and  width  of  crack  as  assumed  in 
Section  16  of. this  ordinance, with  wind  velocity  assumed  at  f if teen(l5)miles  per  hour 
and  when  multiplied  by  the  length  of  crack, and  then  by  the  temperature  difference 
between  the  inside  and  outside  air, the  result  shall  be  taken  to  be  the  heat  re- 
quired to  warm  the  cold  air  leaking  into  the  building  ner  hour. 

(G)  The  sum  of  the  heat  losses  by  transmission  (item  E) through  the  outside 
qll  and  glass, as  well  as  through  any  cold  floors , ceilings  or  roof, and  the  heat 

equivalent (item  F)of  the  cold  air  entering  by  infiltration  or  introduced  mechan- 
ically shall  be  taken  as  the  total  heat  required  for  maintaining  the  required  in- 
side temperature  in  the  building. 

Section  14. Inside  Air  Temperatures:  The  minimum  inside  air  temperature 
■which  shall, for  the  purposes  of  this  ordinance, be  assumed  as  that  to  be"  maintained 
within  a building  shall  be  as  given  in  the  following  table: 

TABLE  NO . 1 


ASSUMED  INSIDE  AIR  TEMPERATURES 

Type  of  Occupancy 


Degrees 

Fahrenheit 


Dwellings  as  defined  by  the  State  Housing  Act, Offices, Retail  Stores, Schools, 
Places  of  Assembly, Theatres, Dance  Halls, Restaurants  or  buildings  of  similar 
occupancy  and  all  employment  areas  of  more  or  less  sedentary  occupations 


(Employment  (Light 

(areas  (Labor 65 

Industrial  ( (Heavy 

spaces  ( (Labor 55 

(Storage  areas None 

{Storage  40 

Garages  (Employment  areas  60 


Provided , however , that  in  industrial  and  storage  spaces  where  the  manufacture, 
processing  or  storage  of  materials  or  products  requires  a temperature  lower  than 
those  above  specif led, special  permission  may  be  granted  by  the  Inspector  to  use 
such  lower  temperature  for  design  purposes, as  conditions  may  warrant. 

Section  15 . Coefficients  of  Heat  Transmission  for  Various 
Types of Tall, Floor .Ceiling  and  Roof  Construction: 

For  the  purposes  of  this  ordinance, in  estimating  the  heat  required  for  warming 
buildings, the  coefficients  of  heat  transmission  to  be  employed, for  various  types 
of  -vail, floor, ceiling  and  roof  construction, and  for  doors, windows  and  skylights, 
snail  be  as  set  _orth  in  Chapter  5, Volume  13, American  Society  of  Heating  and  Ventil- 
ating engineers  Guide, 1935  edition, or  as  hereinafter  provided  forin  this  section. 

Coefficients  of  heat  transmission  to  be  used, under  the  provisions  of  this 
ordinance , f or . any  types  of  wall, roof , ceiling  or  floor  construction  not  set  forth 
in  the  preceding  tables  shall  in  each  case  be  determined  by  the  Inspector. 

Section  16 .Inf iltration:  For  the  purposes  of  this  ordinance, in  estimating 
the  heat  recuired  f or  warming  buildings , the  infiltration  in  cubic  feet  per  hour  per 
lineal  foot  o-  crack, and  the  B.t.u. ’s  per  hour  per  lineal  foot  of  crack  required, 
for  various  types  of  windows  and  doors, shall  be  as  set  forth  in  Chapter  6, Volume 
13, American  Society  of  Heating  and  Ventilating  Engineers  Guide, 1935' edition. 

MINIMUM  REQUIRED  CHIMNEY  FLUE  AREAS  FOR 
WARM  AIR  FURNACES, AND  REQUIREMENTS  FOR  SMOKE  PIPES. 

Section  lT.Ov-ners  duty  to  Provide  Proper  Chimney:  It  shall  be  the  duty  of  the  owner 
of  any  building  in. which  it  is  hereafter  proposed  to  install  any  warm  air  furnace 
- or  use  in  connection  with  a heating  system  in  such  building, to  provide  a properly 
constructed  chimney  to  which  to  connect  such  furnace, which  chimney  shall  be  or  be 
made  smoke  tight  throughout  and  shall  contain  a flue  not  less  in  area  and  height 
than  as  hereinafter  provided  for  in  Section  18  of  this  ordinance. 

Section  18-a.  Required  Areas  and  Heights  for  Chimney  Flues: 

Except  as  hereinafter  provided, each  warm  air  furnace  hereafter  installed  for  use  in 
connection  "ith  a heating  plant  shall  be  connected  to  a chimney  flue  the  area  and 
height  of  which  shall  not  be  less  than  those  specified  in  the  following  Table  No. 2 
for  boilers  or  furnaces  of  like  capacity; 


TABLE  No.  2 
CHIMNEY  FLUE  SITES 


-P  • 
•H  (D 
O ft 
cd  *h 
ftft 
cd 

O P 
CD 

0)  no 
o cd 
cd  CD 
G E 
P 

G Cm 
IE  o 


-P 

•r- 1 


O G 
cd  o 

Pi  *H 

cd  -P 
O cd 


P E 
qj  cd 
i— I E 


P G 
•H  M 


<cj  . 

o ' 
E CO 

P 


o Cm 
CP  o 

B -ft 
cd  IE 
CD  • 
-P  O' 
CO  CO 


cd 

G 

O 

•H 


P 

CD  • « 

-P  -P  • 
cd  IE  • 
(D  • G 
IE  o'  o 
CO  tH 
p -p 
CD  |>>  Cd 
-P  -P  H 
Cd  tH  TO 
& o Cd 
cd  (E 
-p  ft 
O cd  cm 
E O O 


cd 

G 

o 

•H 

Cd 

G 

CD 

B 


cd 

CD 

E 
o 

>>  G 
cd  H 
•H  H 
Q O G 


H CD 
cd  P 
G -H 
iH  IE 
B 

O Cm 


tuO 

G 

*H 

G 

■H 


s oq 


Cd 

G <feO 

CD  G 
£ 

•h  G 
Q -H 
El 


CD 

rO  >>  • 
•H  cd  * 
cd  H • 
GU  id 

H CD 
CD  E 

rH  p O 

Cd  H G 
G IE  H 

-P 

O Cm  G 
<!  O-H 


cd 

CD 

p 

cd 


cm 

O 


Cd 
p CD 
CD  E 
-P  O 
CD  G 
B H 
cd 

•H  G 
Q H 


cd 

CD 

p 


cd  G 
G H 
-p  • 
o o1 
C co 


CD  bO 

E G 

•H  *H 


Cd  G 
G H 
H E 


cd  G 
G H 

-p  • 
o o' 
■E  CO 


-P  • 
E CD 
-P 
G cd 
■H  p 
O 
-P 

E CD 
ilO  > 

•H  O 

CD  E 

IE  *E 


790 

1,000 


590 

690 

900 

1,100 

1.700 
1,940 
2,130 

2,430 

3,150 

4,300 

4,600 

5,000 

5,570 

5,580 

6,980 

7,270 

8.700 
9,380 

10,150 

10,470 


973 

8i  x 

13 

1 

,140 

1 

,490 

12 

X 

13 

1 

,820 

2 

,800 

13 

X 

18 

3. 

,200 

3, 

520 

18 

X 

18 

4j 

,090 

20 

X 

20 

5 

200 

7 

,100 

7 

,590 

20 

X 

24 

8, 

250 

24 

X 

24 

9 

190 

9 

200 

11, 

500 

12, 

ooo 

14, 

400 

15, 

500 

16, 

750 

17, 

250 

7 x Hi 

81 

lli  x lli 

127 

lli  x I6i 

183 

15  3/4  x 
!5  3/4  , 

248 

17i  x 17i 

298 

17  x 21 

357 

21  x 21 

441 

24  x 24* 

576 

24  x 28* 

672 

28x  28* 

784 

30  x 30* 

900 

28  x 32* 

396 

10 

12 

15 


18 

20 


22 

24 


27 


35 

79 

113  40 

177 


45 

254  50 

314 


380 

452 


55 

60 

65 


573 


I 

l 


* Dimensions  are  for  unlined  rectangular  flues. 


Required  chimney  flue  sizes  for  furnaces  with  capacities  larger  than  those 
specified  in  Table  No. 2 and  for  installations  where  more  than  one  furnace  is  to  be 
connected  to  the  same  flue  shall  be  determined  by  the  Inspector  in  accordance  with 
the  best  engineering  practice. 

Provided, however , that  in  any  building  which, together  with  its  chimney, were  both 
constructed  prior  to  the  passage  of  this  ordinance, a warm  air  furnace  whose  leader  pipe 
area  capacity  does  not  exceed  one  thousand  (1000) square  inches  may  be  installed  and 
connected  to  said  chimney  if  the  area  of  the  flue  of  said  chimney  be  not  less  than 
sixty  three  (63) square  inches ja  warm  air  furnace  whose  leader  pipe  area  capacity  does 
not  exceed  500  square  inches  may  be  connected  to  a chimney  if  the  area  of  the  flue  of 
said  chimney  be  not  less  than  fifty (5 0) square  inches ja  proportionately  greater  area  of 
chimney  flue  shall  be  required  when  the  capacity  of  the  furnace  to  be  connected  thereto 
is  greater  than  above  specified, all  subject  to  the  approval  of  the  Inspector , and  said 
Inspector  is  hereby  authorized  and  empowered  to  require  such  increase  in  the  height  of 
any  such  chimney  flue, or  such  other  changes, as  he  may  deem  necessary  to  help  compensate 
for  lack  of  flue  area  and  insure  safety. Such  chimney  flue  of  reduced  area  shall  have  no 
other  vent  or  smoke  pipe  connected  thereto. 

Section  18  b.Fuel  Restriction  with  Chimney  Flues  of  Reduced  Areas: 

It  shall  hereafter  be  unlawful  for  any  person, firm  or  corporation  to  burn, in  any  warm 
air  furnace  attached  to  a chimney  flue  of  reduced  area  such  as  hereinbefore  provided 
for  in  this  section  of  this  ordinance, any  solid  fuels  having  more  than  twenty-one 
(21) per  cent  volatile  matter  content, and  any  violator  of  this  provision  of  this  ordi- 
nance shall, be  subject  to  the  penalties , hereinafter  provided. 

Section  19.  Smoke  Tests  Required  .V/hen: 

All  flues  to  which  heating  furnaces  are  to  be  connected  hereafter  shall  be  subjected 
to  and  must  successfully  withstand  a smoke  test  before  such  connection  is  permitted, 
which  test  shall, in  the  case  of  new  chimneys, be  made  after  the  mortar  has  set. Such 
smoke  test  shall  be  made  by  building  a smudge  fire  at  the  bottom  of  the  flue, using  tar 
paper  or similar  material  to  create  the  smudge, and  when  the  smoke  is  flowing  freely 
from  the  top  of  the  flue, closing  it  tightly  at  the  top, all  heater  or  vent  openings  into 
said  flue  to  be  tightly  closed  before  test  is  started  and  the  clean-out  opening  to  be 
left  open  for  draft. All  leaks  In  any  such  flue  disclosed  by  such  test  to  be  closed 
and  made  tight  before  the  chimney  is  accepted  or  a heating  plant  connected  thereto. 

It  shall  be  the  duty  of  the  owner  to  make  such  test  or  to  have  the  same  made, at  his 
expense, and  such  test  shall  be  made  in  the  presence  of  the  Inspector  of  heating  and 
sheet  metal  work  and  of  said  owner  or  his  representative .Not  more  than  one  flue  in  the 
same  chimney  shall  be  tested  at  one  time. All  chimneys  in  buildings  that  have  been 
moved  to  new  locations  shall  be  tested  in  the  above  manner  before  being  put  into  use. 

The  Inspector  may  order  and  require  that  existing  chimneys  be  similarly  tested, and 
repaired  or  rebuilt  as  may  be  necessary  to  make  them  tight  and  safe. 

Section  20.  Smoke  Pipes .Required  Weight  of  Metal  for: 

For  each  and  every  steam  or  hot  water  boiler  or  warm  air  furnace  hereafter  in- 
stalled under  the  provisions  of  this  ordinance, the  area  of  the  breeching  or  smoke  pipe 
shall  not  be  less  than  the  area  of  the  smoke  collar  of  the  boiler  or  furnace  to  which 
it  is  connected , and  each  such  breeching  or  smoke  pipe  shall  be  made  of  material  equal 
in  durability  to  galvanized  iron  of  thickness (U. S . Standard  Gauge), for  the  various 
areas  of  such  breechings  or  smokepipes ,not  less  than  the  following: 

For  areas  from  50  to  78  square  inches, No. 24  gaugejfor  areas  from  79  to  115 
square  inches, No. 22  gaugejfor  areas  from  116  to  177  square  inches, No. 18  gaugejfor  areas 
from  178  to  314  square  inches, No. 16  gaugejfor  areas  from  315  to  1,017  square  inches. 

No.  12  gaugejfor  areas  from  1,018  to  2,827  square  inches, No. 10  gauge. 

Section  21.  Smoke  Pipes. how  Installed: 

Each  such  breeching  or  smoke  pipe  shall  be  provided  with  a proper  damper, con- 
veniently located j shall  be  lock-seamed, welded  or  riveted, with  all  joints  lapped  not 
less  than  one  and  one -ha If (lj) inches , and  be  rigidly  seduredjand  shall  have  proper 
thimble  for  making  tight  connection  to  chimney  flue. 

Each. such  breeching  or  smoke  pipe  shall  be  as  short  and  direct  to  the  chimney 
flue  as  possible, and  shall  be  installed  with  a pitch  upward  of  not  less  than  one- 
fourth(i) inch  per  running  foot. 


GRAVITY  WARM  AIR  HEATING 


Section  22.v'varm  Air  Leader  Pipes  and  Stacks  .Sizes  of:  In  connection  with  any 
gravity  warm  air  heating  plant  in  any  building, no  warm  air  leader  pipes  or  wall  stacks 
shall  hereafter  be  installed  of  sizes  less  than  those  determined  in  the  following 
manner : 

a. By  the  method  of  the  Standard  Code  Regulating  the  Installation  of  Gravity 
Warm  Air  Heating  Systems  1934  Editionjor  determine  the  heat  loss  in  B.T.U.,for  room 
to  be  heated. 

Then 

H 

Leader  pipe  areafor  first  floor  room, sq. ins .=  111 


Leader  pipe  area  for  second  floor  room, sq. ins.  -=  166 


Leader  pipe  area  for  third  floor  room, sq. ins.  - 200 

where  H ==  heat  loss  in  B.T.U.  of  room  to  be  heated. 

The  above  formulae  are  applicable  to  straight  leaders  not  exceeding  twelve  (12) 
feet  in  length. Where  warm  air  leaders  exceed  twelve (12) feet  in  length  or  have  more 
than  two (2)  90  degree  turns , exclusive  of  elbow  at  boot, pipe  at  least  one  commercial 
size  larger  shall  be  used. 


b.Wall  Stacks, First  Floor  Rooms:  All  first  floor  fittings  and  connect- 
ions shall  maintain  a free  area  equal  to  the  round  basement  pipes  leading  to  them. 

. c . 1 all  Stacks , Second  and  Third  Floor  Rooms:  Area  to  be  not  less  than 
seventy (70)  per  cent  of  calculated  basement  nipe  area  as  determined  in  Sub-Section 
22-A . 


d. ”here  two (2) or  more  rooms  are  heated  from  the  same  basement  pipe  and 
stack, the  area  ofi  such  basement  pipe  and  stack  shall  equal  the  combined  required 
areas  for  such  rooms, as  determined  in  Sub-Section  22-A  and  22-C. 

e.  Transition  from  warm  air  pipes  to  stacks  or  register  heads  shall  be 
made  with  a well  designed  elbow  or  boot. 

Section  23.  Size  of  Registers:  All  registers  shall  have  a free  area  at 
least  equal  to  the  area  of  the  basement  pipes  leading  to  them, and  shall  be  of  the 
approximate  width  of  the  stacks  or  fittings  to  which  they  are  attached. 

Section  24-A.Size  of  Furnace:  Add  together  the  leader  pipe  areas 
(expressed  in  square  inches)necessary  for  heating  the  building, as  determined  by  the 
foregoing  calculated  requirements  set  forth  in  Sub-Section  22-A. of  this  ordinance, 
and  install  a furnace  rated  by  the  following  formulae: 

Furnace  Rating  Formula: 

L = 1.75  C (1+  0.02  (Rt  20)  ) 


where 


L = square  inches  of  warm  air  leader  pipe  area  connected  to  the  furnace, 
as  calculated: 

G = grate  area  in  square  inches; the  area  of  the  fire  pot  at  the  grate 
level, its  most  restricted  area; 

Pi  = ratio  of  heating  surface  area  to  grate  area; 

1.75  = a constant. 

This  formula  allows  1.75  square  inches  of  warm  air  pipe  area  for  each  square 
inch  of  grate  area  for  a furnace  having  a ratio  of  heating  surface  area  to  grate 
area  of  20  to  l.For  furnaces  having  other  ratios  of  heating  surface  area  to  grate 
area, add  two (2)  per  cent  for  each  unit  by  which  such  ratio  exceeds  20  to  1 and  de- 
duct two (2) per  cent  for  each  unit  by  which  it  is  less  than  20  to  1. 

Definition:  The  heating  surface  is  hereby  defined  as  all  surfaces  of  the  furnace 
body  inside  the  casing, above  the  grate  level, in  contact  with  fire, flame  or  hot  gases 
on  one  side, and  circulating  air  on  the  other  side, and  the  surface  area  of  the  air 
side  of  such  portion  of  the  furnace  body  shall, for  the  purposes  of  this  ordinance, 
be  considered  the  heating  surface  area  of  the  furnace. 

b.  Second  Floor  Heating:  For  second  floors, where  separate  heating  plants  are  used, 
add  fifty (50) per  cent  to  the  total  net  calculated  areas  as  determined  in  Sub-Section 
22-A. which  represents  the  required  furnace  capacity  in  square  inches  of  leader  pipe 
area, Leaders  and  stacks  need  not  be  increased  in  size, however . 

c . Limitations  of  Rating  Formula:  The  foregoing  furnace  rating  formula  shall  be 
applicable  only  to  furnaces  of  the  common  type  of  construction  having  round  firepots 
and  ratios  of  heating  surface  to  grate  arae  falling  between  15  to  1 and  30  to  l,and 
shall  not  be  applicable  to  furnaces  of  special  construction  or  equipped  with  unusual 
special  features, nor  to  fuels  varying  materially  from  12,000  B.t.u.  per  pound. In  all 
cases  where  the  foregoing  rating  formula  is  not  applicable, as  above  provided, the 
Inspector  shall  determine  the  proper  rating  in  accordance  with  the  best  engineering 
practice . 

d.  Certified  Ratings  Lacking .Capacities  Determined , How:  Where  certified  ratings 

of  warm  air  furnaces, by  the  manufacturers  thereof, in  accordance  with  the  above  formula 
are  not  filed  with  the  Inspector, as  hereby  required, then  the  capacities  of'  such  furn- 
aces shall  be  determined  by  multiplying  the  square  inches  of  grate  area  by  1.5  .. 

e. Gas  or  Oil  Fired  Furnaces: In  the  application  of  any  gas  or  oil  fired  furnace 
to  any  gravity  warm  air  heating  system, deviations  from  the  requirements  of  this  ord- 
inance shall  be  allowed  only  in  connection  with  the  furnace  itself  and  shall  be  sub- 
ject to  the  approval  of  the  Inspector .The  rating  of  each  such  gas  or  oil  fired  furn- 
ace shall  be  determined  by  said  Inspector  in  accordance  with  the  best  engineering 
practice . 


FURNACES. CONSTRUCTION  AMD  INSTALLATION  OF 

Section  25.  The  construction  and  installation  of  all  warm  air  furnaces  hereafter 
installed  in  connection  with  gravity  warm  air  heating  plants  in  the  City  of  Fort 
Wayne  shall, except  as  elsewhere  in  this  ordinance  otherwise  provided, comply  with  the 
following  requirements. 

a.  Location  of:  The  location  of  the  furnace  shall  be  such  as  to  equalize  the 
length  of  warm  air  pipes  as  far  as  possible, yet  give  necessary  preference  to  pipes 
supplying  rooms  having  unusual  requirements. 

b .Foundations  or  Other  Sup-ports  for:  Furnace  foundation  of  brick,  cement , or  other 
like  incombustible  material  shall  be  provided .Said  foundation  shall  extend  at  least 
f if teen(l5) inches  at  rear  and  sides  of  furnace  casing  and  at  least  thirty -six(36) 
inches  in  front  of  furnace  casing .Foundation  shall  be  level. 

Where  it  is  necessary  to  place  a furnace  on  a combustible  floor, not  less  than 
four (4) inches  of  hollow  tile  shall  be  used  in  every  instance, having  joints  matched 
in  such  a way  that  air  passage  will  be  free  from  side  to  side, so  that  at  no  time  will 
the  removal  of  ashes  or  the  handling  of  coal  close  up  these  openings .Such  foundation 
shall  be  constructed  upon  and  covered  with  continuous  sheet  metal  plates, of  weight 
not  less  than  No. 24  U.S. STANDARD  gauge  metal. 


having  all  joints  substantially  riveted  or  double  seamed  and  the  bottom  sheet  to  have 
edges  turned  up  at  least  one  Inch. This  floor  covering  shall  extend  under  the  whole  of 
the  fire  box  and  ash  pit  of  the  furnace  and  outwardly  not  less  than  twelve  (12) inches 
on  all  sides  and  rear  of  casing  or  base  ring, and  thirty-six (36) inches  in  front. 

c.  Setting  or  Assembling  of:  The  base  ring  of  any  portable  war:1  air  furnace 
shall  be  cemented  to  the  foundation, and  cement  flushed  in  around  the  back  of  the  base 
ring, making  an  air-tight  joint. The  furnace  parts  shall  be  assembled  plumb  and  level 
and  in  a workmanlike  manner. 

All  sections  and  joints  shall  be  properly  fitted . Joints  requiring  cement  shall 
be  well  filled  and  all  bolts  shall  be  drawn  up  tightly. 

d .  Casings : Warm  air  furnaces  shall  be  enclosed  in  metal  casings  or  walls  of 
brick, tile  or  concrete. 

Portable  sheet  metal  casings  including  tops  or  bonnets  shall  be  made  of  galvan- 
ized sheets, not  lighter  than  No. 26  U.S. Standard  gauge. They  shall  fit  the  castings  and 
casing  rings  closely, so  as  to  be  dust -tight, and  shall  be  securely  fastened  to  the 
front. The  casing  shall  be  lined  from  the  upper  casing  ring  down  to  the  line  on  a 
level  with  the  grate. 

When  side  collars  used, the  casing  top  or  bonnet  shall  be  of  sufficient  height 
so  that  the  largest  warm  air  pipe  can  be  taken  from  the  side  without  ovaling.In  no 
case  shall  a distance  less  than  eight (8) inches  be  maintained  between  the  top  of  any 
furnace  and  the  bonnet. 

Any  furnace, the  casing  top  of  which  shall  come  within  twelve (12) inches  of  a 
combustible  floor , ceiling  or  joist, shall  be  protected  by  a metal  shield, extending  not 
less  than  eighteen(lS) inches  beyond  the  casing  of  said  furnace. This  shield  shall  be 
suspended  at  least  two (2) inches  below  woodwork, allowing  freeair  space  between  shield 
and  woodwork. No  furnace  casing  or  top, coming  within  less  than  six (6) inches  of  ceiling 
or  joists  shall  be  allowed  in  any  case. All  metal  casing  tops  shall  be  insulated  with 
an  air  space  or  covered  with  magnesia, asbestos  boiler  covering  or  sand. 

Openings  for  side  casing  collars  shall  be  cut  into  the  casing  top  or  bonnet, so 
that  the  tops  of  all  openings  are  on  a level. Casing  collars  shall  be  fitted  into 
place  with  a proper  flange, or  bead  on  the  outside  and  drawn  up  on  the  inside, making  a 
dust-tight  joint .all  collars  shall  be  of  the  same  size  as  the  warm  air  pipes  to 
which  they  are  connected. 

e. Y/arm  Air  Pipes  in  Basement:  All  warm  air  pipes  shall  be  made  of  bright  tin 
not  lighter  than  IC,or  of  galvanized  iron.Sideseams  shall  be  locked  seams. All  joints 
shall  be  either  double  seamed  or  lapped  not  less  than  one  and  one-quarter (lj) inches . 
Such  joints  shall  be  match-beaded, or  beaded  and  soldered, or  riveted. All  pipes  and 
fittings  shall  be  properly  secured  to  ceiling  or  joists. No  soldered  or  riveted  joint  is 
required  where  round  pipe  slips  over  the  casing  collar  or  enters  boot  or  box. Any  pipe 
fourteen (14) inches  or  greater  in  diameter  shall  be  made  of  material  not  lighter  than 

IX  tin  or  No. 26  U.S. Standard  gauge  galvanized  iron. 

All  warm  air  pipes  in  the  basement  shall  have  an  upward  rise  of  not  less  than 
one (1) inch  per  runnung  foot, or  in  lien  thereof, the  next  larger  commercial  sized  pipe 
shall  be  used. 

No  warm  air  pipe  shall  run  within  one (l) inch  of  any  woodwork  unless  such  wood- 
work or  the  pipe  is  covered  with  asbestos  paper  weighing  not  less  than  twelve (12) 
pounds  per  one  hundred (100) square  feet. 

^All  warm  air  pipes  in  the  basement  shall  be  provided  with  dampers  not  more  than 
two (2) feet  from  the  casing, except  as  provided  in  Sub— Section  25— 1 U. Where  warm  air  pipes 
pass  through  a masonry  wall, a metal  thimble  shall  be  provided, having  a diameter  at 
least  one (l) inch  greater  than  the  pipe, and  the  pipe  supported  in  such  manner  that  the 
air  space  is  uniform  on  all  sides. 

Where  warm  air  pipes  pass  through  or  into  unheated  spaces  separated  from  the 
furnace  room, they  shall  be  insulated  with  not  less  than  three  (3) layers  of  air  cell 
asbestos  paper  or  the  equivalent. 

R • Stacks;  All  single  wall  stacks  or  wall  pipes, heads, boots, ells, tees, 
angles _ and  other  connections  shall  be  made  of  bright  tin  not  lighter  than  IC,or  of 
galvanized  iron  and  shall  be  covered  with  not  less  than  one  thickness  of  asbestos 
paper  weighing'  not  less  than  twelve (12) pounds  per  one  hundred (100) square  feet. All  such 
stacks  shall  be  braced  in  a proper  manner, so  as  not  to  obstruct  the  flow  of  air  but  to 
retain  the  full  capacity  throughout .All  joints  shall  be  locked  and  held  in  place  by 
means  of  lugs  or  straps. No  joint, either  horizontal  or  vertical, shall  depend  wholly 
upon  solder  to  make  it  tight. An  air  space  of  not  less  than  five-sixteenths (5/16) of 
an  inch  shall  be  allowed  on  the  two  sides  nearest  the  vertical  studs. 

All  double  wall  stacks  or  wall  pipes, heads, boots, ells, tees, angles  and  other 
connections  shall  be  made  of  tin  not  lighter  than  IC,or  of  galvanized  iron, and  shall 
be  made  double ,from  and  including  the  boot  or  foot  piece  in  basement  to  the  top  of 
each  and  every  stack  and  register  head  on  all  floors. There  shall  be  a uniform  air 
space  of  not  less  than  five-sixteenths (5/16) of  an  inch, which  must  be  maintained  be- 
tween the  outer  and . the  inner  walls  of  all  such  pipes  and  fittings  of  all  kinds, 
styles  ano.  desci  lotions  such  pipes  ^heads^boots  and  other  fittings  to  be  subject  to  the 
approval  of  the  Inspector. 

All  stacxs  and  fittings , either  single  or  double, must  be  secured  firmly  in  place 
by  lugs  or  straps  attached  to  the  outer  walls  of  stacks  and  fittings, and  no  nails 
shall  be  driven  throughthese  stacks  or  fittings  at  any  point. No  lugs  or  straps  shall 
be  formed  by  cutting  holes  in  outer  walls  of  stacks  or  fittings. No  wall  pines  or 
fittings  shall  be  used  'hich  depend  wholly  on  soldered  joints .The  various  members 
shall  be  so  made  that  all  joints  are  locked  or  soldered  and  the  several  members  shall 
oe  attached  to  each  other  with  slip  joints, which  are, for  the  purpose  intended, air 
tight. 

.'.here  stacks, heaas, boots  or  other  f ittings , whether  double  or  single, go  through 
the  first  floor, all  openings  around  such  heads, boots , stacks, or  fittings  must  be  filled 
.ith  asbestos  cement  or  other  incombustible  insulating  material  to  make  the  openings 
gas  and  dust  tight. 

g -Registers:  When  baseboard  or  wall  registers  are  used,  they  shall  be  properly 
sealed  to  the  stack  head  in  such  a manner  as  to  prevent  any  leakage  of  air  between 
the  head  and  the  register. 

Floor  registers  shall  be  provided  with  double  register  boxes  of  tin  or  galvan- 
ized iron, with  an  air  space  of  not  less  than  five-sixteenths (5/16)  of  an  inch  between 
inner  and  outer  boxes; or, where  single  boxes  are  used, they  shall  be  insulated  from 


the  wood  or  other  combustible  material  by  asbestos  paper. or  by  the  use  of  register 
borders. 

Registers  for  warm  air, and  warm  air  pipes, stacks  and  fittings , shall  not  be 
located  in  outside  walls, unless  properly  insulatedwith  one (l) inch  air-cell  covering 
or  its  equivalent. 

In  any  furnace  system  having  not  more  than  two (2) warm  air  openings, at  least 
one (1) of  these  openings  shall  be  without  valve  on  louvers, and  the  pipe  thereto 
shall  be  without  damper . 

h.Air  Supuly. to  Furnace: (a)  The  air  supply  to  the  furnace  may  be  taken  from 
outside  or  from  within  the  building, or  may  be  taken  partially  from  outside  and  parti- 
from  within. In  no  case, however, shall  air  be  supplied  to  any  furnace  from  any 
basement  or  furnace  room  not  occupied  in  part  as  living  quarters. 

(b)  The  cold  air  intake  or  return, where  air  is  taken  from  within  the  building, 
shall  have  a net  area  throughout  its  entire  length  of  not  less  than  10%  more  than  the 
combined  net  area  of  all  warm  air  pipes  leading  from  the  furnace. This  may  be  main- 
tained in  one  or  more  ducts. No  reverse  incline  or  air  trap  will  be  allowed  in  any 
section  thereof. 

(c)  'Then  the  cold  air  supply  is  taken  wholly  from  the  outside  of  the  building, 
the  supply  duct  at  its  most  contracted  area  must  equal  or  exceed  eighty  (80) per  cent 
of  the  combined  area  of  all  warm  air  pipes  leading  from  the  furnace. 

vd) Cold  air  ducts, except  as  provided  in  Sub— Section  25— h(f) shall  be  construct- 
ed of  metal, tile  or  other  non-combustible  material  having  a smooth  inner  surface  and 
shall  maintain  a constant  net  area  throughout  their  entire  length. All  joints  shall  be 
made  dust  tight , Horizontal, rectangular  return  ducts  shall  have  at  least  ten(l0)per 
cent  greater  area  than  vertical  connecting  pipes. 

(e)  There  a boot  or  shoe  is  connected  to  the  casing  at  the  base  the  opening 
shall  not  extend  higher  than  a line  on  the  level  of  the  top  of  the  grate  of  the  fur- 
nace. The  width  of  the  shoe  shall  be  of  proper  measurement  to  make  the  area  at  all 
points  at  least  equal  to  that  of  the  round  or  square  pipe  to  which  it  is  connected. 

The  boot  or  shoe  shall  be  of  streamline  transition  construction. 

(f)  Wherever  the  space  between  joists  is  used  to  convey  cold  air  overhead, all 
bridging  and  bracing  shall  be  removed  and  the  bottom  covered  with  sheet  metal  so  con- 
structed as  to  extend  far  enough  below  bottom  of  joists  to  provide  the  required  free 
area  through  the  duct  so  formed. The  connection  from  this  pan  to  the  boot  or  shoe 
shall  be  made  of  galvanized  iron  not  lighter  than  No. 30  U.S. Standard  gauge, and  shall 
have  a transition  fitting, the  top  area  of  which  shall  be  at  least  ten(10)per  cent 
greater  than  the  area  of  the  connecting  pipe. 

Note:To  reduce  friction, and  for  the  sake  of  cleanliness , it  is  recommended 
that  the  joists, and  all  wooden  surfaces  between  such  joists, be  lined  with  metal. 

(g)  When  it  is  necessary  to  set  the  furnace  over  a pit  and  connect  up  cold  air 
under  the  basement  floor, such  pit  or  cold  air  trench  shall  not  exceed  eighteen(lS) 
inches  in  depth  below  the  casing  base  ring  and  the  width  of  the  trench  or  trenches 
shall  be  of  proper  measurement  to  make  the  area  at  least  ten (10) per  cent  greater 
than  the  pipe  to  which  it  is  connected .The  connection  between  the  cold  air  pipe  or 
duct  and  the  underground  pit  shall  be  made  with  a transition  fitting  as  described 

in  Sub-Section  25-h(f) . 

(h) The  cold  air  face  or  faces  shall  be  made  of  wood  or  metal. When  set  in  floor 
the  top  of  same  shall  be  flush  with  floor. Where  cold  air  face  if  placed  in  a seat  or 
side  wall  (’.The t her  furnished  by  owner, general  contractor  or  furnace  contractor) , the 
open  work  of  face  shall  extend  to  within  at  least  one (l) inch  of  the  floor  line. 

The  free  area  of'  cold  air  faces  shall  be  at  least  equal  to  the  free  area  of 
the  duct  or  ducts  to  which  they  are  connected. 

(i)  When  a fan  is  installed  in  the  air  supply  duct  or  bonnet  of  a gravity 
system, the  same  net  area  of  all  ducts  shall  be  maintained  as  provided  in  Section 
22  of  this  ordinance. 

I. Pipeless  or  One  Pipe  Furnaces ;When  but  one  duplex  grating  is  used  for  both 
.-arm  air  and  cold  air  in  a so-called  pipeless  furnace, the  area  of  the  cold  air  intake 
shall  be  at  least  equal  to  the  area  of  the  warm  air  outlet  of  the  grating. Sub-Section 
25-d  relative  to  casings  shall  not  govern  when  this  type  of  furnace  is  installed, but 
the  following  specification  shall  be  followed: The  inner  and  outer  casings  of  this 
type  of  furnace  may  be  made  of  either  black  or  galvanized  iron  not  lighter  than  No. 

26  U.S. Standard  gauge. There  the  outer  casing  is  made  of  black  iron, it  shall  be  painted 
•with  a mineral  paint. A uniform  air  space  shall  be  maintained  at  all  points  between  the 
inner  and  outer  casings. In  no  case  shall  the  top  of  the  heater  be  allowed  closer  than 
twelve (12) inches  to  any  ceiling  or  joists  above  the  furnace. 

’"here  joists  are  cut  ot  acoomodate  such  a furnace, headers  shall  be  put  in 
and  braced. 

Section  22  for  determing  area  of  warm  air  pipe  shall  not  govern  in  figuring 
a pipeless  furnace. 

’here  one  warm  air  register  face  is  used  and  separate  face  or  faces  for  cold 
air  supply  are  used, then  Sub-Sections  25-e,25-g  and  25-h  shall  apply. 

In  figuring  the  heating  capacity  of  a pipeless  furnace, the  same  method  of 
computation  shall  be  employed  as  for  pipe  furnaces, as  set  forth  in  Section  24  of  this 
ordinance , and  to  the  heating  capacity  so  found  shall  be  added  twenty-five (25) per  cent. 
In  no  case  shall  any  such  pipeless  furnace  be  installed  in  any  building  whose  heating 
capacity  after  the  above  25  per  cent  is  added, is  less  than  the  total  combined  warm 
air  leader  pipe  capacity  which  would  be  required  by  Sub-Section  22-a,of  this  ordinance 
were  a pipe  furnace  to  be  installed  to  heat  said  building. 

Section  26-a  .Headers  .WhemSpacing  of  Studdings  and  Joists  Whenever  it  is 
necessary, in  installing  or  altering  any  warm  air  heating  plant, to  cut  joists  or 
supporting  members, proper  headers  shall  be  put  in, and  additional  supports  shall  be 
provided  when  necessary  to  prevent  weakening  of  the  structure, in  a manner  subject 
to  the  approval  of  the  Inspector. 

(b)'There  war  stacks  or  risers  enter  the  wall, in  any  building  under  con- 

struction, the  studdings  shall  be  set  directly  over  and  under  the  adjacent  joists  bv 
the  general  contractor  or  builder  leaving  a net  space  of  not  less  than  fourteen(14) 
inches  between  studs  and  between  joists. 


MECHANICAL  WARM  AIR  HEATING  AND  AIR 


CONDITIONING 


Section  27. Amount  of  Air  to  be  Circulated .How  Determined:  The  amount  of  air 
to  be  provided  for  each  room  or  space  to  be  heated  or  conditioned  shall  not  be  less 
than  that  determined  in  the  following  manner: 

(a)  Calculate  the  heat  loss  from  each  room  to  be  heated, in  B.t.u.per  hour, 
of  this  ordinance ;add  ten(lO)per  cent  for  factor  of  safety. 

(b)  Assume  an  average  temperature  in  the  warm  air  supply  ducts  and  also  in  the 
cold  air  return  ducts. Theses  temperatures  are  usually  assumed  to  be  135  degrees 
Fahrenheit  for  the  warm  air  and  65  degrees  Fahrenheit  for  the  cold  air. The  difference 
between  these  two  values  is  the  temperature  drop. 

(c)  Calculate  the  weight  of  air  to  be  circulated  to  each  room, using  the 
formula : 


W ==  

0 • 24  x T^ 

Where  W ==  weight  of  air  to  be  circulated  in  pounds  per  hour. 

H]_  ==  Total  calculated  heat  loss  in  B.T.U.per  hour, plus  ten(lO)per  cent 

safety  factor. 

0.24  — Specific  heat  of  air. 

T^  ==  Temperature  drop. 

(d)  Obtain  volume  of  air, in  cubic  feet  per  minute  (q) , for  warm  air  and  cold 
air  as  follows: 


W 


q == 


60^ 

where  "q"  ==  volume  of  air  in  cubic  feet  per  minute. 

d ==  density  of  air  in  pounds  per  cubic  foot  at  assumed  average 
warm  air  or  cold  air  temperature  and  standard  barometric  pressure (29 . 92  inches 
■of  mercury) . 

60  -=  Conversion  factor  from  hours  to  minutes. 

Values  of  d may  be  obtained  from  any  standard  tablles  on  properties 

of  air. 


Section  23. Duct  Design;Size  of  Ducts, How  Determined :Ducts  may  be  either  round 
or  rectangular .Rectangular  ducts  should  be  as  nearly  square  as  possible; the  width 
should  where  possible  not  be  greater  than  4 times  the  depth. The' radii  of  elbows 
should  where  possible  be  not  less  than  the  pipe  diameter, for  round  pipes, or  the 
equivalent  round  pipe  size  in  the  case  of  rectangular  ducts .Provided, ho  'ever, that  in 
old, buildings  ’here  strict  compliance  with  the  forgoing  provisions  in  regard  to  elbows 
would  be  impracticable , special  permission  may  be  granted  by  the  Inspector  of  Build- 
ings for  deviations  from  such  provisions. 

The  ducts  or  piping  may  be  designed  either  as  a trunk  line  system  or  as  a system 
of  individual  ducts  from  the  heating  unit  to  each  register . Individual  ducts  may  be 
grouped  to  simulate  a trunk  duct  system  in  appearance. 

In  the  design  of  any  duct  system, the  following  procedure  shall  be  adhered  to  in 
determining  the  si^es  of  the  various  ducts  throughout  the  system: 

(a)Study  the . plan  of  the  building  and  draw  in  roughly  the  most  convenient 
system  of  ducts, taking  cognizance  of  the  building  construction, avoiding  all  obstruct 
ions  in  steel  ,iork  and  equipment, a.nd  at  the  same  time  maintaining  a simple  design. 

, o ) Arrange  the  positions  ox  duct  outlets  to  insure  the  proper  distribution 
of  heat. 

(c)  Divide  the  building  into  zones  and  proportion  the  volume  of  air  necessary 
to  supply  the  heat'  for  each  zone. 

(d)  Determine  the  size  of  each  outlet, bases  on  the  volume  as  obtained  in  the 
preceding  paragraph, for  the  proper  outlet  velocity. 

(e)  Calculate  the  sizes  of  all  main  and  branch  ducts  by  either  of  the  following 
two  methods: 

a . elocity  Method  Arbitrarily  fix  the  velocity  in  the  various  sections, re- 
ducing the  velocity  from  the  point  of  leaving  the  fan  to  the  point  of  discharge  to  the 
room. In  this  case  the  pressure  loss  of  each  section  of  the  duct  is  calculated  sep- 
arately and  the  total  loss  is  found  by  adding  together  the  losses  of  the  various 
sections . 

b.  Friction  Pressure  Loss' Method: Proportion  the  duct  for  ecual  friction 
pressure  loss  per  r t of  length 

c.  Total  Resistauce_,How  Determined  Calculate  the  friction  of  the  duct, both 
supply  and  return, which  offers  the  greatest  resistance  to  the  flow  of  air. This  shall 

the  ^eslstance  a11  elbows  or  other  fittings , registers  and  air  inlet. Add  to 
this  the  resistance  of  filters, air  washer, furnace  or  other  devices  located  in  the 
air  stream. The  result, plus  a reasonable  factor  of  safety, will  be  the  total  resistance 
of  the  system,  which  shall  be  used  in  the  selection  of  the  fan  or  blower. 

Friction  losses  for  ducts  and  fittings  shall  be  determined  in  accordance 


.•  ith  the  best  engineering  practices  .Resistance  of  furnace, filters, air  washers , cooling 
coils  and  other  devices  shall  be  taken  from  the  various  manufacturers 'ratings 
certified  as  to  correctness. 

. d . maximum , Alio  abe  Velocities!  The  air  velocities , in  feet  per  minute, given 

m the  following  table  shall  not  be  exceeded  in  the  various  types  of  installations 
to  which  they  apply: 


CLASSIFICATION 
VELOCITIES  THROUGH 


Low 

Velocity 


Description  System 

Main  ducts  500 

Branch  ducts 450 

Wall  stacks 350 

Baseboard  registers;;; 300 

,rrall  registers  above 

breathing  line 500 


OF  SYSTEMS  BY 
DUCTS  AND  REGISTERS 


Medium 

High 

Velocity 

Velocity 

System 

System 

750 

1,000 

600 

750 

500 

600 

350 

400 

550 

600 

^ The  low  and  medium  velocity  systems  shall  each  apply  to  residential  work. 

The  medium  and  high  velocity  systems  shall  apply  to  public  building  and  commercial 
installations  .For  industrial  or  other  buildings  where  noise  is  not  objectionable, 
higher  velocities  may  be  used  where  conditions  permit  and  duct  work  is  so  designed, 
subject  to  the  approval  of  the  Inspector  of  Buildings. 

Velocities  through  air  washers  shall  not  exceed  600  f.p.m.,  or  the  maximum 
velocity  recommended  by  the  manufacturer  in  his  published  data. 

Velocities  through  furnaces  and  cooling  coils  of  the  various  types  shall  not 
exceed  those  recommended  by  the  manufacturer  in  his  published  data. 

Velocities  through  air  filters  of  all  types  shall  not  exceed  those  recommended 
by  the  manufacturer  in  his  published  data. 

e . Dampers : In  an  individual  duct  system, each  duct  shall  be  provided  with  a 
volume  damper  ith  substantial  mounting  and  positive  locking  device. 

In  a trunk  system, each  branch  duct  shall  be  provided  with  a volume  damper. 

All  dampers  shall  be  provided  with  positive  locking  devices. 

'"herever  studding  space  is  used  to  convey  return  air  to  blowers, such  space 
shall  be  blocked  off  - rith  metal  or  fuseable-link  fire  stops  installed  immediately 
above  base  board  registers  or  at  the  floor  where  floor  registers  are  used. 

f.  Supply  Air  Registers:  All  supply  registers  shall  be  securely  fastened  to 
connecting  pipe  and  shall  be  effectively  sealed  against  leakage  around  the  borders  or 
margins  to  prevent  streaking  of  walls. The  free  area  of  all  supply  registers  shall  be 
such  that  the  air  velocity  through  the  free  openings  will  not  exceed  that  provided  for 
in  Sub-Section  28-d  of  this  ordinance. 

g.  Return  Air  Registers:  Return  air  registers  shall  be  made  of  metal  or  wood, 
the  free  area  shall  be  at  least  equal  to  the  free  area  of  the  duct  or  ducts  to  which 
they  are  connected. 

h.  Construction  of  Ducts :In  connection  with  any  mechanical  warm  air  heating  or 
air  conditioning  system, the  construction  of  all  sheet  metal  duct  work  hereafter  in- 
stalled shall  be  in  accordance  with  the  following  provisions: 


SHEET  METAL  GAUGES  AND  SEAMS  FOR  RECTANGULAR 

DUCT  CONSTRUCTION 


U.S. 

Width  of 

Seam  in 

Reinforced 

STANDARD 

Duct  in 

inches 

Seam  in  inches 

GAUGE 

inches 

26 

. . to  12 

24 

13  to  30 

1 

22 

31  to  48 

1 

22 

49  to  60 

if 

1/8  x 1-3/8 

20 

61  to  90 

1/8  x 1-3/8 

The  above  gauges  shall  apply  for  circular  ducts  of  diameters  corresponding 
to  given  widths. 

Provided, however, that  for  residential  work  not  lighter  than  No. 30  U.S. 

Standard  gauge  may  be  used  for  ducts  not  exceeding  4!"  x 14", No. 28  gauge  for  ducts 
not  exceeding  12"  greatest  dimension, No .26  gauge  for  ducts  not  exceeding  30"  greatest 
dimension, No. 24  gauge  for  larger  sizes. 

No  duct  smaller  than  four (4) inches  in  diameter, or  corresponding  area  for  rec- 
tangular duct  of  equal  friction  loss, shall  be  installed. 

Ducts  having  a greatest  dimension  of  more  than  24  inches  shall  have  trans- 
yerse  exterior  braces  spaced  not  more  than  48  inches  on  centers .Where"S"cleats  and 
drive  cleats  are  used  to  connect  ducts, formed  angle  cleats  may  be  used  in  lieu  of 
stiffener  angles. 

Elbows  shall  be  provided  with  splitters  or  diffuser  vanes  where  necessary  to 
maintain  uniform  velocities  throughout  duct  area  and  reduce  turbulence  and  impact 
losses .Transformation  fittings  shall  be  made  with  gradual  slopes .Where  a pipe  or  other 
obstruction  passes  through  a duct  a streamlined  sheet  metal  sleeve  shall  be  installed 
around  such  obstruction  and  shall  be  soldered  to  duct  at  ends  to  make  airtight. The  area 
of  the  duct, at  point  of  such  obstruction, shall  be  increased  by  an  amount  equal  to  the 
area  of  the  streamlined  sleeve. 

The  same  general  provisions, with  the  exception  of  standing  seams, shall  apply 


to  circular  ducts, which  shall  he  lapped  not  less  than  one  and  one-half  (if) inches . 

Such  joints  shall  be  match-beaded, or  beaded  and  soldered, welded, screwed  or  riveted. No 
solid  joint  is  required  where  round  duct  slips  over  the  casing  collar  or  enters  boot 
or  box. 

All  duct  work  shall  be  properly  secured  to  ceiling  or  joists  or  supported  by 
substantial  brackets  when  run  along  walls. 

Section  29-a.  Size  of  Furnace:  Add  together  the  heat  losses , expressed  in 
B.T.U.,of  the  various  rooms  in  the  building, and, for  continuously  heated  buildings, add 
to  this  sum  twenty-five (25) per  cent  of  such  heat  losses  as  a factor  of  safety.  For 
intermittently  heated  buildings , add  from  fifty(50)  to  one  hundred  f if ty  (150) per  cent 
as  such  safety  -factor, depending  upon  the  heat  capacity  of  the  construction  material, 
the  higher  percentage  applying  to  materials,  of  high  heat  capacity  such  as  concrete  and 
brick. The  resulting  sum  shall  be  taken  as  the  total  heat  loss  of  the  building  upon 
which  the  selection  of  the  furnace  shall  be  bases. 

In  the  selection  of  a furnace  to  be  installed  in  connection  with  any  mechani- 
cal warm  air  heating  or  air  conditioning  plant, the  following  formulae  shall  be  used 
in  determining  the  size  or  capacity  of  the  furnace, employing  for  said  purpose  that  one 
of  said  formulae  which  is  applicable  to, the  kind  of  fuel  which  is  to  be  used. 

b .Solid  Fuel  Burning  Furnaces: The  following  formula  shall  be  used  to  compute 
the  heating  capacity  or  output  of  the  furnace  in  B.T.U.per  hour. 


G 


H 


F X C X E 


WHERE 

G =-  grate  area, square  feet. 

H — heating  capacity  or  output  at  registers ,B.T.U. per  hour. 

F =-  calorific  value  of  fuel, B.T.U. per  pound, which  shall  be 
taken  as  12,790 

C — — combustion  rate  in  pounds  of  fuel  per  square  foot  of 
grate  per  hour  which  shall  be  taken  as  7.5 

E ==  furnace  efficiency  bases  on  heat  available  at  register  faces 
which  shall  be  taken  as  not  more  than  63%  for  gravity 
installations ;f or  mrchanical  installations, as  per  manu- 
facturers ratings. 

The  above  formula  allows  420B.T.U.per  square  inch  of  grate  area  for  a furnace 
having  a ratio  of  heating  surface  area  to  grate  area  of  20  to  l.For  furnaces  having 
other  ratios  of  heating  surface  area  to  grate  area, add  two (2) per  cent  for  each  unit 
by  which  such  ratio  exceeds  20  to  1 and  deduct  two (2) per  cent  for  each  unit  by  which 
it  is  less  than  20  to  1. 

Definition:  The  heating  surface  area  is  hereby  defined  as  all  surfaces  of  the 
furnace  body  inside  the  casing, above  the  grate  level, in  contract  with  fire, flame  or 
hot  gases  on  one  side, and  circulating  air  on  the  other  side, and  the  surface  area  of 
the  air  side  of  such  portion  of  the  furnace  body  shall, for  the  purposes  of  this  ordi- 
nance,be  considered  the  heating  surface  area  of  the  furnace. 

c. Oil  Burning  Furnaces .Conversion  Type:  Where  an  oil  burner  is  to  be  installed 
in  a furnace  not  specifically  designed  for  the  exclusive  use  of  oil  as  a fuel  such 
furnace  shall  be  selected  as  provided  in  Section  29-A  and  Sub-Section  29-b  of  this 
ordinance  as  for  solid  fuel  burning  furnaces  and  with  the  additional  requirements  that 
the  heating  surface  to  grate  area  ratio  of  such  furnace  shall  be  not  less  than  20  to  1. 
Where  such  ratio  is  less  than  20  to  1 the  next  larger  size  furnace  shall  be  used. No 
oil  burner  shall  be  installed  in  any  used  warm  air  furnace  until  the  same  has  been 
re-set  and  made  leak  proof. 

d . Oil  Burning  Furnaces .Unit  Type:  Where  a furnace  is  specifically  designed 
for  the  use  of  oil  fuel  only  and  has  an  oil  burner  designed  for  adaptation  to  that 
particular  type  of  furnace  installed  as  an  integral  part  of  said  furnace, the  whole 
being  sold  as  a single  unit, then  the  capacity  or  output  in  B.T.U.per  hour  available 
at  the  registers  shall  be  determined  by  the  following  formula : 

R — F X C X E 


where 

R -=  capacity  or  output  in  B.T.U.per  hour  at  registers. 

F ==  calorific  value  of  fuel, B.T.U.  per  gallon. 

C ==  combustion  rate, gallons  per  hour. 

E — overall  efficiency, not  to  exceed  67% 

Provided, however , that  in  any  such  oil  burning  furnace  so  installed, the  ratio 
of  heating  surface  (expressed  in  square  feet) to  oil  input (expressed  in  gallons  per 
hour) shall  not  be  less  than  40  to  1 . 

e . GasoBurning  Furnaces .Conversion  Type:  Where  a gas  burner  is  to  be  installed 
in  a furnace  not  specifically  designed  for  the  exclusive . use  of  gas  as  a fuel  such 
furnace  shall  be  selected  as  provided  in  Section  29-a  and  Sub-Section  29-b, of  this 
ordinance  as  for  solid  fuel  burning  furnaces  and  with  the  additional  requirement  that 
the  heating  surface  to  grate  area  ratio  of  such  furnace  shall  be  not  less  than  20  to  1. 
Where  such  ratio  is  less  than  20  to  1 the  next  larger  size  furnace  shall  be  used. 


f.Gas  Burning  Furnaces ,Unit  Type:  Where  a furnace  is  specifically  designed  for 
the  use  of  gas  fuel  only  and  has  one  or  more  gas  burners  incorporated  as  an  integral 
part  of  said  iurnace,the  whole  being  sold  as  a single  unit, then  the  capacity  or  output 
m B.T.U.per  hour  available  at  the  bonnet  shall  be  determined  by  the  following  formula: 

Output  Rating  — 0.75  x Input  Rating. 

Section  30 .Furnaces .Construction  and  Installation  of:  The  construction  and 
installation  of  all  warm  air  furnaces  hereafter  installed  in  connection  with  mechanical 
warm  air  heating  and  air  conditioning  plants  in  the  City  of  Fort  Wayne  shall, except  as 
— here  in  this  ordinance  otherwise  provided, comply  with  the  following  requirements j 

a . Foundations  and  Other  Succor ts  for:Shall  be  as  provided  for  in  Sub-Section 
25-b  of  this  ordinance. 

b.  Setting  or  Assembling  of:  Shall  be  as  provided  for  in  Sub-Section  25-c  of 
this  ordinance. 

c ♦ Casings : Casings  shall  be  constructed  of  galvanized  iron, 26  gauge  or  heavier 
or  they  may  be  constructed  of  masonry  .Galvanized  iron  casings  shall  be  lined  with  black 
iron  liners , extending  from  the  grate  level  to  the  top  of  the  furnace  and  spaced  from 
one (1) inch  to  one  and  one— half (lj) inches  from  the  outer  casings .Casings  for  commercial 
or  heavy  duty  furnaces, if  built  of  galvanized  iron, shall  be  insulated  with  fireproof 
insulating  material  at  least  two(2)inches  thick. Casings  may  be  either  round  or  square. 
The  hood  or  bonnet  of  the  casing  above  the  furnace  shall  be  as  high  as  practicable 
to  form  a plenum  chamber  over  the  top  of  the  furnace. 

Any  furnace, the  casing  top  of  which  shall  come  within  twelve (12) inches  of  a 
combustible  floor , ceiling  or  joist, shall  be  protected  by  a metal  shield, extending  not 
less  than  eighteen(lS) inches  beyond  the  casing  of  said  furnace. Any  furnace  casing  or 
top  comingcloser  than  six(6) inches  of  a combustible  ceiling  or  joists  shall  be  pro- 
vided with  at  least  one  and  one-half (l^) inches  of  magnesia  orequivalent  incombustible 
insulation  in  addition  to  the  metal  shield. 

d . Baffling:  All  furnace  casings  shall  be  equipped  with  baffles  so  constructed 
and  placed  as  to  force  impingement  of  air  against  the  heating  surfaces  of  the  furnace, 
unless  furnace  body  is  so  constructed  as  to  provide  this  baffling  effect. 

e.  Smoke  Pipes:  Smoke  pipes  shall  be  constructed  and  installed  in  accordance 
with  the  provisions  of  Sections  20  and  21  of  this  ordinance. 

Section  31 .Headers .Rhen: Spacing  of  Studding  and  Joists :Shall  be  as  provided 
for  in  Section  26  paragraphs  (a)  and  (b) 

Section  32  Fans. Method  of  Selection:  The  following  provisions  shall  govern 
the  selection  of  a fan  or  blower  for  installation  in  any  mechanical  warm  air  heating 
or  air  conditioning  system:Select  a fan  which, according  to  its  manufacturer’s  certi- 
fied rating, is  capable  of  delivering  a volume  of  air , expressed  in  cubic  feet  per  minute 
(as  determined  in  Section  27  of  this  ordinance) against  a frictional  resistance, ex- 
pressed in  inches  of  water, computed  by  adding  together  the  following  items: 

(a)  The  frictional  resistance  of  the  warm  air  trunk  or  leader  having  the 
greatest  resistance. 

(b) The  frictional  resistance  of  the  return  air  trunk  or  leader  having  the 
greatest  resistance. 

(c) The  resistance  to  the  flow  of  total  volume  of  air  through  the  furnace 
casing  or  hood, which  shall  be  considered  to  be  not  less  than  from  0.10  to  0.15  inches 
of  water , depending  upon  furnace  and  casing  construction. 

(d) The  frictional  resistance  through  any  other  accessories , such  as  washers, 
filters , etc . 

(e) A  factor  of  safety  of  ten(l0)per  cent  of  the  resistance  calculated  above. 

Section  33 .Filter slir  filters  shall  be  so  installed  as  to  be  readily  access- 
ible for  inspection  and  removal  for  cleaning  or  replacement .Duct  connections  to  and 
from  filters  shall  change  size  or  shape  gradually  to  insure  even  distribution  of  air 
over  entire  filter  area. Filters  installed  close  to  outside  air  inlet  shall  be  protected 
from  the  weather  by  suitable  louvers  in  front  of  which  a one (l) inch  mesh  wire  screen 
shall  be  provided. 

Section  3A.Air  Washers:  The  following  provisions  shall  govern  the  design, 
construction  and  installation  of  air  washers  when  incorporated  as  a part  of  any  mech- 
anical warm  air  heating  or  air  conditioning  system. 

(a)  Air  shall  be  uniformly  distributed  over  washer  inlet. 

(b)  Spray  nozzles  shall  be  so  spaced  and  arranged  that  spray  will  completely 
cover  cross  sectional  area  of  washer  above  tank. 

(c)  Air  velocity  through  washer  shall  be  not  less  than  300  feet  per  minute 
nor  greater  than  600  feet  per  minute, 

(d)  Provision  shall  be  made  to  prevent  entrained  moisture  being  carried 
past  washer  outlet. 

(e)  Drain  and  overflow  connections  from  washer  tank  shall  not  be  direct 
connected  to  sewer  or  v/aste  line  but  shall  in  all  cases  drain  to  open  receptacle. 

(f)  Fresh  water  connection  shall  be  so, arranged  that  there  will  be  no 
possibility  of  tank  water  being  drawn  back  into  water  supply  line  in  the  event  of 
lack  of  pressure  in  supply  line. 

Section  35.  Controls : Mechanical  warm  air  heating  and  air  conditioning  systems 
hereafter  installed  shall  be  equipped  with  automatic  controls  capable  of  performing 
at  least  the  following  minimum  functions: 

a.  Oil  Fired  Furnaces:  At  least  three  thermostats  shall  be  employed  as  follows: 
Thermostat  No.l  will  stop  the  burner  when  the  room  temperature  is  to  high  and  No. 2 
will  stop  the  burner  when  the  temperature  of  the  air  in  the  plenum  chamber  or  main 
duct  exceeds  the  setting  of  thermostat  No  2. Both  temperatures  must  be  below  their 
respective  settings  to  start  the  burner .Thermostat  No. 3 responds  to  the  flame  temper- 
ature and  in  conjunction  with  the  control  switch  acts  as  a safety  to  stop  the  burner 

if  the  latter  fails  to  ignite  or  burn  properly  as  demanded  by  thermostats  No.l  and. 2. 

b. Gas  Fired  Furnaces:  Shall  employ  thermostats  No.l  and  No. 2 as  for  oil  fired 
furnaces .Either  a thermostatic  pilot, so  constructed  and  adjusted  that  no  gas  can  flow 
through  the  main  burner  unless  the  pilot  flame  is  burning, or  some  other  similar  type 
of  safety  device  serving  this  same  end, shall  be  employed. The  operation  of  this  safety 
device  shall  not  depend  on  the  closing  of  an  electric  circuit  to  shut  off  the  main 
gas  supply. A gas  pressure  regulator  shall  be  installed  on  all  gas  fired  furnaces. 


c. Stoker  Fired  Furnaces:  Shall  employ  thermostats  No.l  and  No. 2 as  for  oil 
fired  furnaces. 

Section  36. Noise  Elimination:  The  fan  or  blower  housing  shall  not  be  directly 
connected  with  metal, either  to  the  furnace  casing  or  to  the  return  air  piping .Canvas 
strips  may  be  used  in  making  these  connections. 

Motors  shall  be  mounted  in  such  manner  that  vibration  will  not  be  transmitted 
to  duct  work  or  equipment. 

Electrical  conduit  and  water  piping  shall  not  be  fastened  to, nor  make  contact 
with  fan  housing. 

Section  37. Summer  Air  Cooling  Equipment ;Basis  for  Design  of:Cooling  equipment 
installed  in  connection  with  a warm  air  all  year  air  conditioning  system  shall  have  a 
cooling  capacity  not  less  than  that  determined  in  accordance  with  the  following  design 
requirements : 

a.  Outside  Design  Temperature  and  Relative  Humidity :The  design  dry  bulb  and  wet 
bulb  shall  be  not  cooler  than  93  degrees  F.dry  bulb  and  74  degrees  F.wet  bulb. 
Approximately  40 % relative  humidity. 

b.  Inside  Design  Temperature  and  Relative  Humidity;  The  assumed  inside  design 
temperature  and  relative  humidity  shall  be  not  more  than  that  set  forth  in  the  follow- 
ing table  for  the  type  of  occupancy  which  may  apply. Type  TTATT  shall  be  for  continuous 
occupancy  .Type ,TB"  shall  be  for  approximately  3 hour  occupancy  .Type ’’C”  shall  be  for 
occupancy  of  1 hour  or  less. 


INSIDE  DESIGN  TEMPERATURES 


Occu- 

pancy 

Dry  Bulb 

Wet  Bulb 

Relative 

Humidity 

Effective 

Temperature 

A 

67  degrees  F. 

56% 

73  degrees  F. 

B 

68  degrees  F. 

53% 

74*5  degrees  F. 

C 

69  degrees  F. 

52% 

75.5  degrees  F. 

c.  Cooling  Load .How  Determined:  The  design  coefficients  for  heat  transfer 
through  walls,  roofs  and  glass  areas  and  for  heat  gains  from  people  and  appliances 

as  contained  in  the  latest  edition  of  the  American  Society  of  Heating  and  Ventilating 
Engineers  shall  be  considered  as  prima  facie  the  correct  standard. 

d .  Infiltration  and  Air  Leakage:  In  a cooling  system  so  designed  that  a positive 
pressure  is  carried  within  the  room  or  space  to  be  cooled, the  heat  gain  due  to  in- 
filtration and  air  leakage  may  be  omitted  in  design  calculations. 


VENTILATION  AND  AIR  CONDITIONING 

Section  38. Definitions ; For  the  purpose  of  this  ordinance  the  following 
definition  shall  govern  as  to  the  meaning  of  the  term  and  expression  so  defined, where— 
ever  said  term  and  expression  is  employed  in  this  ordinance. 

a .Ventilation:  The  term  ventilation  shall  be  taken  to  mean  the  process  of 

supplying  or  removing  air  by  natural  or  mechanical  means, to  or  from  any  space. Such  air 
may  or  may  not  have  been  conditioned. 

Section  39. Inf ormation  for  Checking:  The  plans  and  specifications  of  all  air 
conditioning  installations  submitted  for  approval  under  this  ordinance  shall  set  forth 
the  heat  transmission  coefficients  for  barriers  and  the  amounts  and  sources  of  heat 
loss  and  gain. The  design  temperatures  and  relative  humidity  shall  be  recorded  for  air 
outside  and  inside, also  for  condensing  air  or  water, and  for  the  heat  transferring 
medium. 

These  governing  design,  factors  and  temperatures  shall  be  such  as  to  produce 
an  effective  result  at  least  equal  to  those  set  forth  in  this  ordinance. 

Section  40-a. Design  Coefficients  for  Heat  Transfer  Through  Construction 
Barriers  and  for  Heat  Gains  from  People  or  Appliances:  Design  coefficients  for  heat 
transfer  through  construction  barriers  and  for  heat  gains  from  people  or  appliances 
shall  conform  to  the  standards  incorporated  in  Chapters  1 to  13  inclusive , Vo lume  13, 
American  Society  of  Heating  and  Ventilating  Engineers  Guide, 1935  Edition. 

b . Outside  and  Inside  Design  Temperatures  and  Relative  Humidity  in  Winter: 

Outside  and  Inside  design  temperatures  in  ’winter  shall  be  as  set  forth  in 
Sections  13  to  16  inclusive  of  this  ordinance .The  design  inside  relative  humidity 
shall  be  50%  when  the  outside  condition  is  30  degrees  F.  and  40%  Rh. 

c.  Outside  Design  Temperature  and  Relative  Humidity  in  Summer:  The  design  dry 
bulb  and  wet  bulb  temperature  shall  not  be  cooler  than  93  degrees  F.dry  bulb  and  74 
degrees  F.wet  bulb  respectively .Approximately  40%  relative  humidity. 

d.  Inside  Design  Temperature  and  Relative  Humidity  in  Summer:  Three  classi- 
fications for  inside  conditions  shall  be  recognized  by  this  ordinance  as  follows: 

Type  A:  In  spaces  which  are  occupied  continuously  for  more  than  three  hours  or 
where  exceptional  cooling  is  desired, the  assumed- inside  design  temperature  and  relative 
humidity  shall  be  not  more  than  78  degrees  F.dry, bulb  and  67  degrees  F.wet  bulb. 
Approximately  56%  Rh. 

Type  B:  In  spaces  of  normal  occupancy  for- not  more  than  three  hours, the  assumed 
inside  design  temperature  and  relative  humidity  shall  be  not  more  than  80  degrees  F. 
dry  bulb  and  68  degrees  F.wet  bulb .Approximately  53%  Rh.This  classification  will  be 
standard  for  most  installations. 

Type  C:  In  spaces  where  the  occupancy  is  less  than  one  hour  or  such  installa- 
tions where  the  design  requirements  are  less  exacting, the  assumed  inside  design  temp- 
erature and  relative  humidity  shall  be  not  more  than  82  degrees  F.dry  bulb  and  69 
degrees  F.wet  bulb .Approximately  52%  Rh. 

e.  Infiltration  and  Leakage:  Design  capacity  to  care  for  infiltration  of  air 
from  outside  shall  be  provided  in  all  heating  and  cooling  systems  except  that  in  a 
system  so  designed  tha  a positive  pressure  is  maintained  within  the  room  or  space  to 
be  heated  or  cooled, the  heat  loss  or  gain  due  to  infiltration  and  air  leakage  may  be 
omitted  in  design  calculations. 

The  coefficients  and  data  set  forth  in  the  latest  edition  of  the  American 
Society  of  Heating  and  Ventilating  Engineers  Guide  shall  be  taken  as  prima  facie 
correct  for  use  in  computing  infiltration  losses  or  gains. 

The  above  comprise  sensible  heat  only. The  latent  heat  or  moisture  gain, by  far 


) 

f-'J 


the  more  serious  problem  in  dealing  with  inf iltration, must  be  computed  for  the  exact 
temperature  and  moisture  differences. 

f.  Design  Allowances  fdir  Heat  Gain  Due  to . Sunlight : The  heat  gain  from  sunlight 
varies  from  hour  to  hour  on  various  exposures, and  in  order  to  get  a correct  total  heat 
gain  for  any  hour  of  the  day  its  value  on  all  surfaces  exposed  to  sunlight  must  be  add- 
ed _ to  the  sum  of  all  other  heat  gains  occuring  at  the  same  hour. The  highest  total  heat 
gain  may  occur  at  the  time  of  highest  conductance  load, or  at  the  time  of  highest 
occupancy  load, or  at  the  time  of  greatest  sun  effect  on  the  largest  exposed  wall  or 
glass  areas. Final  calculations  shall  be  based  on  the  hour  giving  the  maximum  total  of 
all  heat  gains, taking  into  account  the  time  lag  factor  due  to  heat  capacity  of  the 
structure  and  the  consequent  time  lag  in  the  transmission  of  heat. The  tables, curves, 
and  data  incorporated  in  the  last  edition  of  the  American  Society  of  Heating  and 
Ventilating  Engineers  Guide  shall  be  considered  as  prima  facie  correct  and  used  as  a 
guide  for  such  calculations. 

g . Design  Allowance  for  Sahding  from  Sunshine:  Design  allowance  for  shading 
from  sunlight  shall  be  made  only  when  the  plans  and  specifications  specifically  show 
such  allowance , and  give  assurance  that  the  owner  is  cognizant  of  the  reduction  in 
capacity  on  this  account. 

h.  Design  Air  Quantity:  (a).  For  winter 'air  conditioning  the  design  air  quantity 
shall  be  not  less  than  the  requirements  of  this  ordinance.  In  all  cases  a mini  muni  air 
circulation  of  four  (4)  air  changes  per  hour  or  twenty -five  (25)  cubic  feet  per  minute 
per  person. whichever  is  greatest , shall  be  provided. 

(b)  For  summer  air  conditioning  the  design  air  quantity  shall  be  sufficient  to 
extract  the  surplus  heat  at  the  air  inlet  and  outlet  temperature  specified  and  in 
addition  shall  be  not  less  than  the  minimum  requirements  specified  for  winter  air 
conditioning  above. 

i .Recirculation  and  Air  from  Outside :Provision  may  be  madein  the  duct  design 
for  recirculation  of  air . Provided, however , that  in  such  rooms  where  the  occupancy  by 
people  is  the  governing  factor  not  less  than  ten(lO) cubic  feet  of  air  per  minute  per 
person  shall  be  introduced  from  the  outside. 

The  inlets  and  ducts  shall  have  sufficient  capacity  to  permit  the  introduct- 
ion of  as  much  as  100 % of  air  from  outside  during  the  period  of  intermediate  outside 
temperature  subject  to  the  approval  of  the  Inspector. 

Section  41 -a .Diffusion  of  Entering  Air:  The  location, shape , physical  charac- 
teristics of, and  air  velocities  and  temperatures  through  the  inlets  and  outlets  for 
conditioned  air  to  the  rooms  shall  be  such  as  will  promote  distribution  of  the  circu- 
lation throughout  all  occupied  portions  without  causing  discomfort. 

b.  Downward  discharging  air  inlets  in  rooms  shall  be  provided  with  safe- 
guards to  prevent  drafts  at  the  occupied  zone. These  safeguards  shall  include  plaques, 
injector  type  grilles, or  other  devices  which  shall  discharge  the  air  at  an  angle  to 
the  vertical  and  which  will  prevent  air  colder  than  the  room  air  from  falling  verti- 
cally downward  at  speeds  capable  of  causing  discomfort .Unless  such  safeguards  shall 
be  provided, the  design  entering  air  temperature  from  inlets  discharging  vertically 
downward  shall  be  not  more  than  5 degrees  colder  than  the  room  air  at  the  approximate 
level  of  the  inlet. 

c. The  difference  in  temperature  between  the  entering  air  and  the  room  air 
for  horizontally  dischargeing  supply  openings  in  side  walls  of  rooms  with  conventional 
registers  when  cooling  shall  never  exceed  2 degrees  per  foot  in  height  from  the  floor 
to  the  bottom  of  the  opening. 

Horizontally  discharging  air  inlets  in  rooms  when  placed  higher  than  head 
level  shall  be  designed  for  sufficient  velocity  of  discharge  to  bring  about  diffusion 
without  drafts , especially  when  the  entering  air  is  cooler  than  the  room  air. The  mini- 
mum design  air  inlet  velocity  shall  be  100  linear  feet  per  minute. The  entering  air 
velocity  may  be  rapid  for  such  openings , provided  that  high  speed  jets  of  air  do  not 
rebound  from  columns, walls, etc . ,so  as  to  create  discomfort  to  people. 

d.  Upward  discharging  air  inlets  in  rooms  shall  be  designed  with  arrangements, 
especially  when  delivering  air  cooler  than  the  air  in  the  room, so  that  a velocity  of  at 
least  300  linear  feet  per  minute  may  be  obtained  so  as  to  promote  diffusion. 

Section  42 .Refrigerating  Apparatus  and  Refrigerants :A11  ref rigerants , cooling 
equipment , piping  and  specialties  installed  and  used  in  connection  with  air  conditioning 
shall  be  subject  to  the  approval  of  the  Inspector. 

Section  A3 .Duct  Design  and  Construction, Fans , Air  Washers, 

Air  Cleaning  Devices , etc . :In  all  air  conditioning  installations 
the  metals  used  shall  be  of  moisture  resisting  character  and  of  such  weight  and  with 
such  bracing  as  will  prevent  vibration. The  ducts  shall  be  substantially  air  tight. 

Section  28  and  its  sub-sections , Sections  32,33  and  34  of  this  ordinance 
together  with  the  standards  incorporated  in  the  last  edition  of  the  American  Society 
of  Heating  and  Ventilating  Engineers  Guide  shalll  be  taken  as  prima  facie  correct  and 
as  a guide  to  govern  the  design  and  construction  of  all  ducts  systems , fans , blower , 
air  washers, air  cleaning  devices, cooling  coils  and  other  devices  in  connection  with 
all  air  conditioning  systems. 

Section  44-a  Humidifying  and  Filtering  Equipment:  All  convectors  where  con- 
densation might  occur  when  cooling  shall  have  drain  pans  with  tubing  running  to  drip 
with  an  air  break  above  a trapped  sewer  connection  or  its  equivalent. 

b.No  fixed  spray  humidifier  or  spray  dehumidifier  shall  be  installed  above 
the  basement  of  a building  unless  there  shall  have  been  installed  under  it  a water 
tight  safing  graded  to  a drain, so  that  in  case  of  leakage  or  overflow  there  shall  be 
no  danger  of  v/ater  damage  to  the  rooms  under  the  apparatus . 

Section  45-a  Noise  Control: All  moving  apparatus  used  in  air  conditioning 
shall  be  fastened  securely  to  its  own  foundations , which  should  be  a single  unit  for 
both  driver  and  driven  apparatus, and  this  foundation  shall  be  carried  on  a noise- 
inert  substance  such  as  rubber  in  shear, or  cork  under  and  around  the  edges  of  the 
foundation, without  any  direct  contact  between  the  foundation  and  the  building 
structure . 

b. No  metal  duct  shall  connect  directly  to  any  fan  or  housing  without  a sound- 
inert  junction, such  as  of  canvas. 

c.  Piping  connections  from  pumps  where  practicable  shall  be  made  with  a 
rubber  hose, with  the  machinery  on  a floating  foundation. 

d.  Sharp  edges  of  metal  facing  an  air  current  shajl  be  rounded  or  stream- 
lined rather  than  left  sharp  and  rough. 
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Partitions , housings , and  large  ducts  must  be  so  heavy  and  so  well  braced  that  there  will 
be  no  vibrating  or  rattling  when  air  is  being  delivered. 

e. On  account  of  noise  danger  the  following  air  velocities  shall  not  be  exceeded 
in  those  parts  of  the  ducts  of  air  conditioning  systems  closer  than  about  50  feet  from 
the  room  outlets. 

Fan  outlet  1,500  linear  feet  per  minute jTrunk  duct  1,200  linear  feet  per  min- 
utejlhrough  free  are  Of  convectors  1,000  linear  feet  per  minute. 

f.  Where  fans, motors, compressors, and  the  like  are  placed  in  rooms  under  or 
otherwise  adjacent  to  occupied  rooms , provision  shall  always  be  made  to  reduce  noise . 
transmission. Suggested  means  are  double  walls, double  ceilings , sound  absorbent  material 
and  the  like. 

Section  46-a  Insulation:  Insulation  on  pipes  and  airways  when  heating, is  de-^ 
signed  to  reduce' transmission  to  the  surrounding  air, and  is  under  no  ganger  of  becoming 
moist  except  in  case  of  a liquid  leak. 

b.  Insulation  on  pipes  and  air-ways  when  cooling, in  addition  to  reducing  heat 
transfer  from  the  surrounding  air  to  the  cooler  substance  inside, must  prevent  the  sur- 
rounding air  from  reaching  its  dew-point  and  thus  depositing  moisture, The  dewpoint 
temperatures  for  conditions  of  the  air  around  a cool  duct  or  pipe  may  be  read  from  a 
psychrometric  chart. 

c. For  ducts  carrying  air  not  colder  than  40  degrees  F.a  | inch  layer  of  board 
or  quilt  insulation  will  serve, provided  that  the  chilled  areas  are  all  covered  so  that 
air  does  not  pass  against  the  cold  surface. For  housing  around  evaporators  and  for  spray 
dehumidifier  housings  \ inch  of  quilt  insulation  and  \ inch  of  board  insulation  with 
alternating  joints  and  thorough  sealing, have  given  satisfactory  service. Cork  1 inch 
thick  properly  sealed  gives  satisfactory  results , especially  for  spray  dehumidif ier 
housings  which  carry  direct  expansion  evaporators  also. 

d. For  low  side  refrigerant  piping  cork  insulation  is  acceptable,  of  thickness 
commensurate  with  the  temperature  difference. 

e. For  systems  which  use  cold  water  piped  to, the  convectors  for  summer  only, 
any  anti  sweat  pipe  insulation  1 inch  thick  is  acceptable .Where  the  same  pipes  convey 
hot  water  in  winter  and  cold  water-  in  summer, a combination  insulation  shall  be  used, 
which  will  withstand  both  extremes .Compressed  mineral  wool  has  this  faculty , though 
there  is  evidence  that  any  good  quality  steam  pipe  insulation  will  serve  satisfact- 
orily provided  that  there  are  no  exposed  chilled  surfaces  to  condense  the  damaging  dew. 


OIL  BURNER  INSTALLATION 


Section  47-a  Approval  of  Oil  Burners:  It  shall  be  unlawful  for  any  person, firm 
corporation, or  their  agents, to  install  any  oil  burner  until  an  application  for  appro  - 
val  of  such  make  or  type  of  burner, on  a form  such  as  set  forth  immediately  hereafter, 
shall  have  been  filed  with  the  Building  Department  and  a "Certificate  of  Approval"of 
such  burner  issued  by  said  Inspector . Said  Inspector  shall  issue  a Certificate  of 
Approval  or  of  Disapproval  within  thirty  (30)  days  after  the  filing  of  any  such 
application. 


APPLICATION  FOR  CERTIFICATE  OF  APPROVAL 

The  undersigned  hereby  requests  that  a Certificate  of  Approval  be  issued  for 
theoil  burner  described  below: 

1.  Name  of  Burner 

2 Name  of  Manufacturer 

3.  Address  of  Manufacturer 

4.  Kind  of  Fuel  recommended  for  Burner 

5.  Length  of  time  Burner  has  been  on  Market 

6.  List  approvals  by  States , Cities  or  recognized  Laboratories: 

Name Date 


7.  Attach  blueprint  of  assembly  drawing  showing  construction  of  device, 

indicating  moving  parts, oil  passages  and  air  passages. 

Application  filed  by 


At  Fort  Wayne,  Indians,  this day  of 

19 


Section  47-b  The  inspector  shall  approve  any  oil  burner  listed  by  the  Under- 
writers Laboratory  or  any  other  nationally  recognized  inspection  board  or  laboratory. 
Oil  burners  not  listed  by  the  Underwriters  Laboratory  or  any  other  nationally  recog- 
nized board  or  laboratory  shall  not  be  approved  until  they  have  been  inspected  and 
tested  by  the  Inspector . This  inspection  and  test  shall  cover  arrangements  of  parts, suit 
ability  of  material, strength  of  parts, electrical  control, thermostatic  arrangement, 
reliability  of  automatic  features, positiveness  of  ignition  and  safeguards  against 


flooding. In  case  the  Inspector  does  not  feel  that  he  is  competent  to  make  the  above 
inspection  and  test, he  is  hereby  authorized  to  require  that' the  applicant  submit  a 
report  of  such  an  inspection  and  test  from  a recognized  laboratory'. 

c.'ith  a 6ertificate  of  Disapproval  the  Inspectorshall  issue  to  the  applicant 
and  to  the  manufacturer  of  the  device  a clear  and  concise  statement  as  to  the  reason 
or  reasons  for  disapproval. 

d • (a)  Nev  application  made  after  the  issuance  of  a Certificate  of  Disapproval 
c is  11  not  be  nia.de  until  thirty  (30) days  from  date  of  issue  of  said  certificate  • 

(b)  Nev:  application  shall  be  accompanied  by  a clear  and  concise  statement 
giving  reasons  for  reconsideration  based  on  information  received  with  Certificate 
of  Disapproval. 

(c)  The  Inspector  shall  act  on  new  applications  as  specified  in  Section  47-A 
and  sub-sections  47 -B  and  47-c. 

e . "hen  Making  an  application  to  the  Inspector  for  a Certificate  of  Approval 
such  as  above  provided  for, or  a re-application  for  such  a certificate  after  a previous 
issuance  of  a Certificate  of  Disapproval  of  the  same  make  or  type  of  burner, the 
applicant  shall  be  reequired  to  pay  to  the  Inspector  of  Buildings, in  connection  with 
each  such  application  or  re-application, a filing  fee  in  the  sum  of  Fifteen  Dollars 
(t H .00) .All  such  fees  collected  under  this  ordinance  shall  be  paid  over  to  the  City 
Controller , by  the  Inspector, as  soon  after  collection  as  practicable. 

Section  48. Installation  of  Used  Oil  Burners , Procedure  Required  Any  person 
licensed  to  install, alter , repair  and  service  oil  burners  in  the  City  of  Fort  Wayne 
shall  install  a used  burner  for  use  in  connection  with  a heating  system  only  after  he 
11  have  furnished  the  Inspector  of  said  city  with  a statement  that  said  oil  burner 
has  been  put  in  first  class  operating  conditions  letter  from  the  purchaser  acknowl- 
edging that  said. purchaser  is  buying  a used  oil  burner, and  a certificate  from  two 
v?)competent  engineers , "hose  qualifications  have  been  recognized  by  the  Inspector, that 
said  engineers  have  inspected  and  approved  said  used  burner. 

Section  49 — a Fuel  Oil;  The  grade  of  fuel  oil  used  with  any  burner  shall  be  one 
hich  tests  and  experience  have  shoifn  to  be  suitable  for  use  with  that  burner. The  oil 
shall  have  a flash  point  not  less  than  100  degrees  Fahrenheit , determined  as  specified 
in  Section  1 paragraph  e,and  shall  be  free  from  acid, grit  -and  fibrous  or  other  foreign 
matter  likely  to  clog  or  injure  the  burners  or  valves. 

b .Commercial  StandardsThe  commercial  standards (grades  1,2, 3, 4, 5 and  6)for 
domestic  and  industrial  fuel  oils, set  up  by  the  U.S. Federal  Government, Department  of 
Commerce, Bureau  of  Standards  Bulletin  CS  12-29 (issued  November  7,1929)  shall  consti- 
tute standard  grades  for  fuel  oil  sold  or  delivered  to  oil  burners  plants  'ithin  the 
City  of  Fort  Wayne, and  it  is  hereby  declared  a violation  of  this  ordinance  for  any 
person, firm  or  corporation  to  deliver  or  put  into  the  storage  tank  of  an  oil  burner 
plant  a grade  of  oil  inferior  to  that  ordered  by  the  purchaser. 

Section  50.  Use  of  Non-Automatic  Burners  Limited ;0il  burners  which  are  not 
equipped  with  automatic  means  for  preventing  abnormal-  discharge  of  oil  at1 the  burner, 
shall  not  be  installed  or  operated  in  any  location  " here  a competent  attendant  will 
not  be  constantly  on  duty  in  the  room  where  the  burner  is  located  while  the  burner  is 
in  operation. 

Section  51-a  Gravity  Feed  to  Burners:  Gravity  feed  shall  be  used  only  with 
burners  arranged  to  prevent  abnormal  discharge  of  oil  at  the  burner  by  automatic 
means  specifically  approved  for  the  burner  with  which  it  is  used. 

b. Gravity  supply  tanks  shall  not  exceed  275  gallons  individual  capacity .Where 
more  than  one  gravity  supply  tank  is  used, such  tanks  shall  be  connected  to  the  feed 
pipe  leading  to  the  burner  through  a manually  operated, approved  three-way  valve  in  such 
a ay  that  only  one  tank  can  discharge  its  contents  at  a time. 

o. Where  oil  is  supplied  to  the  burner  by  gravity  and  a constant  level  device 
is  not  incorporated  in  the  burner  assembly  or  in  an  auxiliary  tank  used  in  connection 
■ ith  an  automatic  pump, an  approved  constant  level  device  shall  be  installed  in  the  oil 
feed  line  at  the  gravity  tank  or  as  close  thereto  as  practicable .The  vent  opening  of 
such  constant  level  device  shall  be  connected  by  piping  or  tubing  to  the  gravity  tank 
vent  pipe. 

Section  52.  Pressure  Tank  Feed:  Shall  be  used  only  with  burners  arranged  to 
prevent  abnormal  discharge  of  oil  at  the  burner  by  automatic  means  specifically  app- 
roved for  the  burner  ith  which  it  is  used. 

Pressure  tanks  shall  not  exceed  a capacity  of  60  gallons, and  shall  not  be 
operated  at  pressures  exceeding  50  pounds  per  square  inch. They  shall  be  equipped  with 
a reliable  pressure  gauge, and  -ith  an  automatic  relief  valve  piped  to  discharge  outside 
of  buildings. 

Section  53-A  Installation  of  Underground  Tanks:  Underground  tanks  shall  be  so 
buried  as  to  have  a cover  of  earth  not  less  than  2 feet  thick, or  shall  be  covered  with 
not  less  than  1 foot  of  earth  on  top  of  ■ hich  shall  be  placed  a slab  of  reinforced 
concrete  not  less  than  4 inches  thick. The  slab  shall  be  set  on  a firm, well  tamped 
earth  foundation  and  shall  extend  at  least  1 foot  beyond  the  tank  in  all  directions. 
Fhere  tanks  are  buried  under  neath  buildings  such  a concrete  slab  be  provided  in  every 
instance . 


b .Underground  tanks  shall  be  set  on  a firm  foundation  and  surrounded  with  soft 
earth  or  sand  ell  tamped  in  place. uhere  necessary  to  prevent  floating  they  shall  be 
securely  anchored  or  weighted. 

Section  51 -a  Installation  of  Tanks  Inside  Buildings:  Oil  supply  tanks  larger 
than  60  gallons  capacity  shall  not  be  located  in  buildings  above  the  lowest  story, 
cellar  or  basement. 

b.  Unenclosed  inside  storage  tanks  and  auxiliary  tanks  shall  not  be  located 
ithin  5 feet  horizontally , of  any  fire  or  flame. 

c. . Inside  storage  and  auxiliary  tanks  shall  be  securely  supported  by  substan- 
1 1 1 incombustible  supports  to  prevent  settling  or  sliding. 

d. Oil  supply  tanks  located  inside  buildings  shall  not  exceed  275  gallons 
'individual  capacity  or  550  gallons  aggregate  capacity  (in  one  building)unless  installed 
in  an  enclosure  or  Casing  constructed  as  folio'  s: 


The  '''alls  of  the  enclosure  shall  be  constructed  of  reinforced  concrete  at  least 
6 inches  thick  or  of  brick  at  least  8 inches  thick, and  shall  be  bonded  to  the  floor. The 
space  bet  • een  the  tank  and  the  enclosure  shall  be  completely  filled  v/ith  sand  or  ’.veil 
tamped  earth. ’There  the  floor  or  other  construction  immediately  above  the  tank  is  of 
fire-resistive  construction  capable  of  safely  sustaining  a load  of  130  rounds  per  squae 
foot, the  alls  of  the  enclosure  shall  be  carried  to  a height  not  less  than  1 foot  above 
the  tank  and  the  space  filled  ;ith  sand  or  'ell  tamped  earth  to  the  topjother  -ise  the 
enclosure  shall  have  a top  of  reinforced  concrete  at  least  5 incnes  thick  or  of  equiva- 
lent construction. 

Instead  of  an  enclosure  as  above  described  the  tank  may  be  encased  in  rein- 
forcrd  concrete  not  less  than  6 inches  in  thickness, applied  directly  to  the  tank  so  as 
to  completely  eliminate  any  air  space. 

e. In  buildings  of  ordinary  construction  the  nominal  gross  capacity  of  tanks 
shall  not  exceed  5,000  gallons. 

f. In  fire-resistive  buildings  the  nominal  gross  capacity  os  tan  • 

exceed  15,000  gallons. 

g .  In  any  building, if  in  a fire-resistive  or  detached  room  cut  off  vertically 
and  horizontally , in  an  approved  manner, from  other  floors  of  the  main  building, the 
nominal  gross  capacity  of  tanks  shall  not  exceed  50,000  gallons, ’ith  an  individual 
tank  capacity  not  exceeding  25,000  gallons. 

Section  55-a . Construction  of  Tanks :Underground  tanks  and  tanks  inside  build- 
ings shall  be  constructed  of  steel  or  ’"rought  iron  of  a minimum  gauge  (U . S .-'Standard) 
in  accordance  "ith  the  folio -.ing  table, except  that  for  tanks  of  181  to  275  gallons 
capacity , installed  in  buildings, and  ithout  masonry  enclosures  the  minimum  gauge  shall 
be  NO. 14-Steel  or  '’rought  iron  thinner  than  No. 7 gauge  used  in  the  construction  of 
underground  and  enclosed  tanks  shall  be  galvanised. 
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If  adequate  internal  bracing  is  provided, tanks  of  -2,001  to  30,000  gallons 
capacity  may  be  built  of  \ inch  plate. For  tanks  larger  than  1,100  gallons  capacity, 
a tolerance  of  10  per  cent  in  capacity  is  permitted. 

b.  Joints  shall  be  riveted  and  calked, brazed, ’ elded  or  made  tight  by  some 
equally  satisfactory  process . Tanks  shall  be  tight  and  sufficiently  strong  to  bear  v ith- 
out injury  the  most  severe  strains  to  which  they  may  be  subjected  in  practice .Shells 

of  tanks  shall  be,,  properly  reinforced  "here  connections  are  made. All  connections  to 
underground  tanks"  and  tanks  inside  buildings  shall  be  made  through  the  top  of  tank 
above  the  liquid  level, except  that  tanks  of  not  over  275  gallons  capacity  may  have  one 
bottom  connection  for  gravity  feed  and  one  opening  for  an  approved  key  stern  gate  valve 
to  facilitate  cleaning  or  for  a scavenging  line  to  be  run  to  the  outside  and  capped 
oil  tight  .hen  not  in  use. 

c.  Pressure  tanks  shall  be  designed  for  at  least  six  times  the  maximum  working 
pressure . 

d.  Tanks  shall  be  thoroughly  coated  on  the  outside  "ith  tar ,asphaltum,or  other 
suitable  rust-resisting  paint. '"here  placed  in  corrosive  soil  special  protection  may 
be  required. 

NOTu:  Tanks  labeled  by  Underwriters ’Laboratories  have  been  tested  and  examined 
for  compliance  ith  these  regulations  and  detail  standards  covering  their  design  and 
construction. 

e. For  fuel  oil  heavier  than  35  .degrees  A. P. I., tanks  may  be  made  of  concrete, 
in  accordance  -ith  the  Regulations  of  the  National  Board  of  Fire  Under" riters  for  the 
Construction  of  Concrete  Fuel  Oil  Storage  Tanks  as  recommended  by  the  National  Fire 
Protection  Association. 

Section  56-A  Tank  Vents:  Storage  tanks  shall  be  equipped  ith  an  open  vent  or 
an  approved  automatically  operated  vent , arranged  to  discharge  to  the  open  air. Vent 
openings  and  vent  pipes  shall  be  of  ample  size  to  prevent  abnormal  pressure  in  the  tank 
during  fillings  but  not  smaller  than  lf-ince  pipe  size. 

b. Vent  pipes  shall  be  arranged  to  drain  to  the  tank. The  lower  end  of  the  vent 
pipe  shall  not  extend  through  the  top  into  the  tank  for  a distance  of  more  than  one  ‘ z 
inch. 

c. Vent  pipes  shall  terminate  outside  of  buildings  at  a point  not  less  than  2 
feet  measured  vertically  or  horizontally  from  any  indo"  or  other  building  opening 
and  not  less  than  one  (l)  foot  above  fill  cap, nor  less  than  two (2)  feet  above  the 
ground. Outer  ends  of  vent  pipes  shall  be  provided  ith  a weatherproof  hood. Vent  pipes 
of  tanks  containing  heaters  shall  be  extended  to  such  height  that  oil  vapors  discharg- 
ing from  the  vent  will  be  readily  diffused  "ithout  danger  of  ignition. 

d. Vent  pipes  shall  not  be  cross-connected  ’ith  fill  pipes  or  return  lines 
from  burners. 

Section  57-a.  Tank  Fill  and  Overfln  Pipes:  Underground  tanks  and  storage  tanks 
inside  buildings  shall  be  filled  only  through  fill  pipes  terminating  outside  of  build- 
ings at  a point  at  least  2 feet  from  any  building  opening  at  the  same  or  lower  level. 
Fill  terminals  shall  be  closed  tight,  'hen  not  in  use, by  a metal  cover  designed  to  pre- 
vent tampering. 

b.  Auxiliary  tanks  shall  be  filled  by  pumping  from  storage  tanks. 

c.  Auxiliary  tanks  other  than  vacuum  tanks  shall  be  equipped  .ith  an  overflow 
nice  draining  to  the  storage  tank, at  least  one  size  larger  than  the  supply  pipe. 

d.  Overflow  pipes  of  auxiliary  gravity  tanks  shall  have  no  valves  or  obstruct- 
ions .Overflo"  pipes  of  auxiliary  pressure  tanks  shall  be  provided  ith  inter-connected 
valves  or  other  means  for  automatically  venting  the  tank  during  filling. 

Section  58-a.  Oil  Gauging:  All  tanks  in  which  a constant  oil  level  is  not  main- 
tained by  an  automatic  pump  shall  be  equipped  vith  an  approved  method  of  determining 
the  oil  level. 


b.  Test  ells  shall  not  be  installed  inside  buildings  and  'here  permitted  for 
outsiae  services  shall  be  closed  tight  .hen  not  in  use  by  a metal  cover  designed  to 
prevent  tampering. 

c.  Gauging  devices  such  as  liquid  level  indicators  or  signals  shall  be  install- 

ed so  that  oil  or  vapor  -ill  not  be  discharged  into  the  building  from  the  fuel  supply 
system.  : 1 J 

d.  ho  glass  gauge, or  any  gauge  the  breaking  of  vhich  will  permit  oil  to  escape 
from  the  tank, shall  be  used. 

^ ~ - ^len  9— a . Gil  -~umps  s Gil  pumps  shall  be  of  approved  type, secure  against 
leaks, and  shall  be  rigidly  fastened  in  place. 

b.  Automatic  pumps  not  an  integral  part  of  the  burner  shall  be  arranged  to 
stop  automatically  in  case  oi  total  breakage  of  the  supply  line  to  the  burner. 

c . in  isolated  locations,  here  fire  protection  equipment  is  dependent  upon 
a heating  plant  fired  by  an  oil  burner, oil  pumps  supplying  the  burner  shall  be  in- 
stalled in  duplicate. 

Section  60-a . . Piping : All  piping  shall  be  standard  full  weight  wrought  iron, 
steel  or  brass  pipe  ith  standard  fittings  or  approved  brass  or  copper  tubing  with 
approved  fi stings , except  that  approved  flexible  metal  hose  may  be  used  for  reducing 
the  effects  of  jarring  and  vibration  or  where  rigid  connections  are  impracticable. 

, b.Pipe  used  in  installation  of  domestic  type  burners  shall  not  be  smaller  than 

4-inch  iron  oipe^  size;pipe  used  in  the  installation  of  industrial  type  burners  shall 
not  be  smaller  than  -g-inch  ironpipe  size. Copper  or  brass  tubing  used  in  the  install- 
ation of  domestic  type  burners  here  the  oil  flows  by  gravity  from  the  tank  to  the 
burners . shall  not  be  smaller  in  size  than  three-eights (3/8) inch  outside  diameter, 
forty-nine  thousandths  ( . 049)  inch  wall  thickness  tubing. For  other  than  domestic  in- 
stallations such  copper  or  brass  tubing  shall  not  be  smaller  than  three-eights (3/8) 
inch  inside  diameter , forty -nine  thousandths (. 049) inch  wall  thickness  tubing.  For  in- 
dustrial type  burners  such  copper  or  brass  tubing  shall  not  be  smaller  in  size  than 
the  equivalent  of  the  iron  pipe  size  mentioned  above, ’-ith  wall  thickness  not  less  than 
forty-nine  thousandths (. O49) inch. Flexible  metal  hose  shall  be  installed  strictly  in 
accordance  ith  the  limitations  of  its  approval. 

c.  Piping  shall  be  rigidly  secured  in  place  and  protected  from  injury  in  a work- 
manlike manner, and  here  necessary , shall  be  protected  against  corrosion,  here  practi- 
cable, oil  piping  shall  be  buried  underground  or  in  a concrete  floor  or  placed  in  a 
metal  covered  pine  trench. 

d .  Pipe  joints  and  connections  shall  be  made  tight  in  a vorkmanlikemanner .Unions 
and  tubing  fittings  shall  be  of  approved  type. Unions  requiring  gaskets  or  packing, 
and  right  and  left  couplings , shall  not  be  used  in  oil  lines. 

e.  Proper  alio  ance  shall  be  made  for  expansion, contraction, jarring  and  vibra- 
tion. "ipe  lines, other  than  tubing, connected  to  underground  tanks, except  fill  lines  and 
test  'ells, shall  be  provided  /ith  double  swing  joints  arranged  to  permit  the  tank  to 
settle  ithout  impairing  the  efficiency  of  the  pipe  connections. 

f. Oil  supply  lines  to  burners  shall  be  provided  with  approved  strainers. 

Section  61-a.  Valves : Readily  accessible  shut-off  valves  of  approved  type  shall 

be  installed  in  oil  supply  lines  near  each  burner  and  close  to  gravity  and  pressure 
supply  tanks .Shut-off  valves  of  approved  type  shall  be  installed  on  each  side  of  oil 
strainers  hich  are  not  a part  of  the  oil  burner  unit  and  on  the  discharge  and  suction 
side  of  oil  pumps  hich  pump  directly  to  the  burner  but  vhich  are  not  a part  of  the 
burner  unit. 


b.  Tiere  a shut-off  valve  is  installed  in  the  discharge  line  of  an  oil  pump, an 
approved  pressure  relief  valve  shall  be  connected  into  The  discharge  line  bet/een  the 
pump  and  the  shut-off  valve  and  arranged  to  return  surplus  oil  to  the  storage  tank  or 
to  by-pass  it  around  the  pump. 

c.  Control  valves  shall  be  provided  -ith  stuffing  box  of  liberal  size, containing 
a removable  cupped  gland  designed  to  compress  the  packing  against  the  valve  stem  and 
arranged  so  as  to  facilitate  removal .Valves  shall  be  designed  to  close  against  the 
supply, and  to  prevent  ithdra  al  of  stem  by  continued  operation  of  the  handwheel. 
Packing  affected  by  the  oil  or  by  heat  shall  not  be  used. 

Section  62.  ^reheating  of  oil, -'here  necessary , shall  be  done  by  staem,hot  water 
or  approved  electric  heaters .Heaters  shall  be  substantially  constructed  ith  all  joints 
made  oil  tight .Thermometers  shall  be  installed  at  suitable  locations  to  indicate  the 
temperature  of  the  heated  oil. Heaters  shall  be  by-passed  or  provided  vith  suitable 
means  to  prevent  abnormal  pressure. 

Section  63.  Tests  of  Covered  Tanks  and  Pipings:  After  installation  and  before 
being  covered, tanks  of  1,000  gallons  capacity  or  more, and  piping, shall  be  tested  hydro- 
statically , or  ith  equivalent  air  pressure, at  a pressiare  not  less  than  I2  times  the 
maximum  orking  pressure, but  not  less  than  5 pounds  per  square  inch  at  the  highest 
point  of  the  system, Instead  of  a pressure  test, suction  lines  may  be  tested  under  a vac- 
uum of  not  less  than  20  inches  of  mercury. Such  tests  shall  be  made  by  yhe  installer, 
in  the  presence  of  the  Inspector , and  shall  continue  for  at  least  30  minutes  /ithout 
a noticeable  drop  in  pressure  or  vacuum. 

Section  64-a.  Oil  Burner  Controls : Oil  burner  equipments  shall  be  provided 

ith  some  means  for  manually  stopping  the  flow  of  oil  to  the  burner, from  a convenient- 
ly located  point  at  a safe  distance  from  the  burner .With  electrically  driven  equipment 
this  may  be  accomplished  by  a switch  in  the  motor  supply  circuit, placed  near  the 
entrance  to  the  room  ’here  the  burner  is  located. A quick-closing  valve  in  the  oil 
supply  line  may  also  be  used. 

b.  Automatically  operated  oil  burners  used  in  connection  with  warm  air  heating 
systems  shall  be  equipped  "/ith  approved  automatic  devices  to  shut  down  the  burner  in 
the  event  of  undue  overheating. 

c.  In  systems  here  steam  or  air  is  used  for  atomizing  the  oil,  the  equipment 
shall  be  so  arranged  that  in  case  of  interruption  of  the  atomizing  supply, the  oil 
supply  .ill  be  immediately  shut  off. 
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"Section  65.  Any  repairing, maintenance  or  servicing  of  equipment  installed 
under  the  provisions  of  this  ordinance  may  be  performed  by  tne  holder  of  any  license 
granted  hereunder". 

Seetion  66-a.  Installation  of  the  turner:  Oil  burners  shall  be  securely  install 
ed  in  a orkmanlike  manner,  in  accordance  ;ith  the  instructions  of  the  manufacturer, 
supervised  by  qualified  mechanics  experienced  in  making  such  installations  and  licensed 
as  required  herein. 

b.  here  oil  burner’s  are  installed  in  furnaces  originally  designed  for  solid  fuel 

th  ' ash  door  of  the  furnace  shall  be  removed  or  bottom  ventilation  otherwise  provided 

to  prevent  the  accumulation  of  vaoors  in  the  ash  pit, unless  the  burner  is  of  a type 

hich  mechanically  purges  the  ash  pit. 

c.  Boilers  and  furnaces  in  which  oil  burners  are  installed  shall  be  connected 

to  flues  having  sufficient  draft  atall  times  to  assure  safe  operation  of  the  burner. 
Smoke  pipe  dampers, if  any, shall  be  removed  or  locked  in  the  desired  position  and  shall 
be  such  that  they  cannot  close  off  more  than  80  percent  of  the  internal  cross  section 

area  of  the  smoke  pipe. All  check  drafts  must  be  kept  closed  at  all  times,  or  removed. _ 

d.  Rooms  in  which  oil  burners  are  located  shall  be  provided  with  adequate  ventil- 
ation to  assure  continious  complete  combustion  of  the  oil. 

e.  Complete  instructions  for  the  care  and  operation  of  the  oil  burner  equipment 
shall  be  conspicuously  posted  near  the  oil  burner  and  shall  be  maintained  in  readable 
condition  by  the  user, and  there  shall  be  displayed, near  the  heating  plant, a card  which 
shall  read  as  folows. 

Notice:  The  pipe  dampers  shall  be  removed  or  locked  in  the  desired  position  and 
no  damper  closing  off  more  than  80%  of  the  pipe  area  shall  be  allowed. All  check  drafts 
must  be  kept  closed  at  all  times, or  be  removed. 

f . Contractors  installing  industrial  oil  burner  systems  shall  furnish  diagrams 
showing  the  main  oil  lines  and  controlling  valves, one  of  ’which  shall  be  posted  near 
the  oil  burner  equipment  and  another  at  some  pointwhich  will  be  accessible  in  case  of 
fire  at  the  burners. 

Section  67 .Modifications : Where  the  circumstances  or  conditions  of  any  particu- 
lar installation  are  unusual  and  such  as  to  render  the  strict  application  of  the  pro- 
visions of  Sections  J+7  to  68  inclusive  of  this  ordinance  impracticable , the  Inspector 
may  permit  such  modifications  as  will  provide  a substantially  equivalent  degree  of 
safety . 

Section  68.  Fireproofing .When:  It  shall  hereafter  be  the  duty  of  each  licensed 
installer , when  installing  a heating  plant, to  install  such  fireproofing, adjacent  to  the 
smoke  pipe  thereof, as  may  be  required  to  comply  with  the  followiing  provisions: 

(a)  No  metal  smoke  pipe  shall  pass  through  any  floor  or  be  nearer  than  12 
inches  to  any  wood  or  other  combustible  portion  of  the  building  except  as  noted  below 
and  all  combustible  material  within  eighteen (18) inches  shall  be  covered  with  a metal 
or  asbestos  shield  extending  at  least  one  foot  on  each  side  of  the  smoke  pipe  and  in 
the  case  of  smoke  pipes  of  a greater  diameter  than  twelve (12) inches  and  of  less  area 
than  six(6)  square  feet,  shall  be  kept  at  least  sixteen (16)  inches  awray  from  any  woodwork, 
and  such  woodwork  shall  be  protected  as  before  specified  for  the  smaller  smoke  pipes, 
a distance  of  three (3)  feet  on  each  side  of  such  smoke  pipes. 

(b) . Where  metal  smoke  pipes  of  twelve (12)  inches  or  less  in  diameter  pass 
through  a wood  or  plastered  stud  partition  they  shall  be  surrounded  either  by  a body 
of  brick, hollow  tile, or  other  incombustible  fireproof  material  of  a thickness  of  at 
least  four (4) inches  around  such  smoke  pipes ;or  the  shall  be  surrounded  by  a sheet 
metal  thimble  of  two (2) concentric  rings  at  least  two (2) inches  apart, and  the  entire 
thimble  so  constructed  that  there  will  be  a free  circulation  of  air  bewteen  the  two 
rings  forming  the  same. Smoke  pipes  of  a diameter  of  six (6)  inches  or  less  may  have 
thimbles  with  one  (l) inch  air  space jwhere  seven(7)inch  or  larger  smoke  pipe  is  required, 
same  shall  be  not  lighter  than  No. 24  U.S. Gauge  Galvanizes  iron. 

GAS  BURNER  INSTALLATIONS 


Section  69.  The  construction, arrangement  and  manner  of  installation  of  all  gas 
burners  and  gas  burner  equipment  hereafter  installed  for  use  in  connection  with  heating 
systems, and  the  alteration  and  repair  hereafter  of  all  gas  burners  and  gas  burner  equip 
ment  used  or  to  be  used  in  connection  with  heating  systems , shall  conform  to  the  follow- 
ing provisions: 

a.  Gas  Burners  and  Gas  Burner  Equipment  Defined:  For  the  purpose  of  this  ordin- 
ance, the  term"gas  burner"  shall  mean  a device  for  the  final  conveyance  of  the  gas, or  a 
mixture  of  gas  and  air, to  the  combustion  zone  of  a boiler  or  furnace  used  in  connection 
witha  heating  system. The  terrn"gas  burner  equipment" , shall  include  gas  burners, as  above 
defined, and  all  piping(other  than  supply  piping  from  meter  to  appliance  shut-off  valve) 
blowers, control  devices  and  accessories  connected  to  the  burners. 

Section  70-a  Approval  of  Gas  Burners:  It  shall  be  unlawful  for  any  person, firgi 
corporations  or  their  agents, to  install  any  gas  burner, such  as  above  defined, until  an 
application  for  approval  of  such  make  or  type  of  burner  on  a form  such  as  set  forth 
immediately  hereafter, shall  have  been  filed  with  the  Building  Department  and  a Certi- 
ficate of  Approval  of  such  burner  issued  by  the  Inspector . Said  Inspector  shall  issue 
a Certificate  of  Approval  or  Disapproval  within  thirty (30)  days  after  the  filing  of 
any  such  application. 

APPLICATION  FOR  CERTIFICATE  OF  APPROVAL 

The  undersigned  hereby  requests  that  a Certificate  of  Approval  be  issued  for 
the  gas  burner  described  below: 

1.  Name  of  Burner 

2.  Type  of  Burner 

3.  Name  of  Manufacturer 

Address  of  Manufacturer 


4 • 
5. 


Kind  of  Fuel  recommended  for  Burner 


6... Length  of  time  Burner  has  been  on  market 

7.  List  approvals  by  States, Cities  or  recognized  laboratories! 
Name Date 


3.  Attach  blueprint  of  assembly  drawing  showing  construction  of  device , indicating 
gas  and  air  passages 

Application  filed  by 


At  Fort  "/ay ne, Indiana, this 


day  of 


193 


b . The  inspector  shall  approve  any  gas  burner  approved  by  the  American  Gas  Asso- 
ciation oi  any  other  nationally  recognized  inspection  board  or  laboratory . Gas  burners 
not  approved  by  the  American  Gas  Association  or  any  other  nationally  recognized  board 
or  laboratory  shall  not  be  approved  until  they  shall  have  been  inspected  and  tested 
^he  Inspe c tor . ihis  inspection  and  test  shall  cover  arrangement  of  parts , suitabil— 
ity^oi  material, strength  of  parts , electrical  control, thermostatic  arrangement, relia- 
bility of  automatic  features  and  positiveness  of  ignition. In  case  the  Inspector  does 
not  - eel  that  he  is  competent  to  make  the  above  inspection  and  test, he  is  hereby  auth- 
orized to  require  that  the  applicant  submit  a report  of  such  inspection  and  test  from 
a recognized  laboratory. 

c •" ith  a Certificate  of  Disapproval  the  Inspector  shall  issue  to  the  applicant 
and  to  the  manufacturer  of  the  device  a clear  and  concise  statement  as  to  the  reason 
or  reasons  for  disapproval. 

d.  (a).  New  application  made  after  the  issuance  of  a Certificate  of  Disapproval 
Sail  not  be  made  until  thirty  (30) days  from  date  of  issue  of  said  certificate  . 

\b) . New  application  shall  be  accompanied  by  a clear  and  concise  statement  giving 
re^ons  for  reconsideration, based  on  information  received  with  Certificate  of 
Disapproval . 

(c)  The  Department  of  Buildings  shall  act  on  new  application  as  specified  in 
Section  55  a.b.c. 

e.  ’Alien  making  an  application  to  the  Inspector  for  a Certificate  of  Approval  such 
as  above  provided  for  ,or  a reapplication  for  such  certificate  after  a previous  issu- 
ance of  a Certificate  of  Disapproval  of  the  same  make  or  type  of  burner, the  applicant 
shall  be  required  to  pay  to  the  Inspector, in  connection  with  each  such  application  or 
re-application, a filing  fee  in  the  sum  of  Fifteen  Dollars  ($15 .00) .All  such  fees  so 
collected  under  this  ordinance  shall  be  paid  over  to  the  City  Controller , by  the  Inspec- 
tor,as  soon  after  collection  as  practicable. 

Section  71.  Installation  of  Used  Gas  Burners , Procedure  Reauiredrlt  shall  hereafter 
be  unlawful  for  any  person, firm  or  corporation  to  install, alter , repair  and  service  gas 
burners  within  the  City  of  Fort  Wayne  to  install  any  used  gas  burner, or  for  the 
Inspector  of  Buildings  to  issue  any  permit  authorizing  him  or  them  so  to  do, until  said 
licensee  shall  have  first  submitted, with  his  application  for  such  permit, a copy  of 
the  purchase  order  stating  that  a used  burner  is  to  be  installed  and  bearing  a state- 
ment by  the  purchaser  acknow  ledging  that  to  be  the  case , together  with  a statement 
by  said  licensee  that  said  burner  has  been  properly  reconditioned  and  will  comply  in 
every  way  "ith  ordinance  requirements  for  new  equipment, as  to  operation, safety 
standards  and  adjustments. 


INSPECTION  AND  PREPARATION  OF  EXISTING  HEATING 
PLANTS  BEFORE  INSTALLATION  OF  GAS 
BURNERS  IN  SAME 


Section  72.  Ventilation:  Gas  burners, as  hereinbefore  defined,  shall  not  be  install- 
ed in  an  appliance  located  in  a room  where  the  normal  facilities  for  ventilation  do  not 
permit  proper  combustion  of  the  gas, unless  special  provision  is  made  for  supplying 
sufficient  air  for  complete  combustion. 

Section  73 -a . .Flues : All  appliance  flues  through  which  flue  gases  are  conducted 
shall  be  thoroughly  cleaned  and  examined  for  leaks  and  draft  conditions. 

b.  The  chimney  flue  and  flue  pipe  shall  be  examined  and  reconditioned, if  necessary, 
so  that  they  'ill  freely  conduct  the  flue  gases  to  the  outer  air. 

c . V, Tpe re  flue  pipes  are  rusted  or  burned  out, they  shall  be  replaced  by  new  pipe. 

d.  Material  used  for  flue  pipe  shall  be  such  as  to  resist  the  corrosive  action  of 
flue  gases. 

e. A  draft  hood  or  its  equivalent, which  is  designed  to  (l) Insure  the  ready  escape  of 
the  products  of  combustion  in  the  event  of  no  draft, back  draft,  or  stoppage  beyond 

the  appliance , (2)  Prevent  a back  draft  fro  entering  the  appliance , (3) Neutralize  the 
effect  of  stack  action  of  the  flue  upon  the  operation  of  the  appliance, shall  be  placed 
in  and  made  a part  of  the  flue  pipe  from  the  appliance, or  in  the  appliance  itself. Such 
device  shall  be  subject  to  the  approval  of  the  Inspector. 

f. The  draft  hood  shall  be  located  at  a point  not  lower  than  the  top  of  the  highest 
flue  passage  in  the  appliance. 

g.  Appliances  of  the  revertible  flue  type  shall  have  the  draft  hood  located  at  least 
one  foot  higher  than  the  top  of  the  highest  flue  passage. In  all  boilers  or  furnaces  of 
the  revertible  flue  type  not  specifically  designed  for  the  use  of  gas  fuel, proper 
provision  shall  be  made  to  prevent  the  accumulation  of  gas  in  any  part  thereof. 

h.  The  internal  cross-sectional  area  of  the  section  of  the  flue  pipe  between  the 
outlet  of  the  appliance  and  the  draft  hood  shall  be  such  as  to  provide  not  less  than 
one  square  inch  of  flue  area  oer  7,500  hourly  B.T.U. input . In  no  case  shall  this  section 
of  flue  pipe  be  less  than  3 inches  in  diameter  and  it  shailnot  be  larger  than  the  next 
integral  inch  diameter  above  the  size  given  in  the  following  table: 
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MINIMUM  PERMISSIBLE  FLUE  SIZES  FOR  GAS  BURNER 

INSTALLATIONS 


Input 
Rating  B.T.U. 
per  Hour. 

52.500 

94.500 

147.000 

212.250 
238,750 

377.250 

477.000 


Area 
of  Flue 

Outlet-Sq.-In. 

7.0 

12.6 

19.6 

28.3 

33.5 

50.3 

63 . 6 


Diameter 
of  Flue 
Pine — Inches 

3 

4 

5 

6 

7 

8 
9 


Based  on  1 sq. in. flue  area  per  7,500  B.T.U.  per  hour  input. 

In  cases  where  the  outlet  from  the  appliance  is  larger  than  the  above  indicated 
si"e,an  orifice  plate  may  be  inserted, or  a section  of  the  flue  pipe  restricted  to  the 
size  indicated. 

i.  The  draft  hood  should  ordinarily  be  located  adjacent  to  the  appliance. In  cases 
where  it  appears  desirable  to, place  the  draft  hood  at  a distance  from  the  appliance, 
the  size  of  the  restricted  section  may  be  modified  according  to  the  length  and  rise  of 
the  flue  pipe. 

j. The  proportioned  section  at  the  flue  outlet  of  the  appliance  eliminates  the 
necessity  of  using  an  adjustable  damper  in  the  flue  pipe. 

k.  "here  dampers  are  an  integral  part  of  the  boiler  or  furnace, they  shall  be  re- 
moved or  permanently  secured  in  the  wide  open  position, except  such  dampers  the  func- 
tion of  which  is  to  alter  the  passage  of  flue  gases  through  the  appliances , which  shall 
be  locked  in  such  a position  as  not  to  interfere  with  the  normal  operationof  the 
burners. 

l.  Flue  pipe  shall  be  relocated,  "here  necessary, to  avoid  sharp  turns  or  other 
constructional  features  "hich  '/'ould  create  excessive  resistance  to  the  flow  of  the 
flue  gases. 

m.  Means  shall  be  employed  hich  ill  prevent  the  flue  pipe  from  entering  beyond 
the  inner  ’-.all  of  the  chimney  flue. Flue  pipe  shall  be  cemented  to  the  chimney  vail, so 
as  to  prevent  infiltration  of  cold  air. 

N.No  baffles  shall  be  applied  "hich  "ill  interfere  " ith  the  proper  combustion 
of  the  gases. 

o.  Flue  pipe  shall  be  well  supported  to  prevent  sagging, shall  be  adequately 
insulated  from, and  in  no  case  shall  be  located  closer  than  one  inch  to, combustible 
building  materials. 

Section  74-a.  Heating  Surfaces :The  heating  surfaces  shall  be  thorc  cleaned 

before  burners  are  installed. 

b.  The  combustion  chamber  and  all  flue  gas  passages  shall  be  gas  tight. 

Section  75.  Doors : 'Then  the  ashpit  door  is  closed, it  is  recommended  that  the  fuel 
door  of  the  heating  appliances  be  arranged  to  relieve  pressure  due  to  puffs  or  backfire 
caused  by  delayed  ignition. 


INSTALLATION  OF  BURNERS  AND  CONTROLS : 


Section  76.  General:  Gas  burners  of  all  types  shall  consist  of  factory  assemb- 

led and  tested  units  and  shall  be  accompanied  by  complete  and  comprehensive  installa- 
tion and  operation  instructions. 

Sections77-a . Burners : The  burner  or  burners  shall  be  located  according  to  the 
manufacturer's  instructions  and  shall  be  securely  fastened  in  place  to  prevent  twist- 
ing,sliding  or  dropning  out  of  position. 

b The  burners  shall  be  so  installed  as  to  be  readily  accessible  for  cleaning  and 
inspection. 

c The  burner  or  burners  shall  be  so  installed  that  no  part  of  the  flames  impinge 
so  as  to  cause  incomplete  combustion. 

d Air  shutters  shall  be  adjusted  to  produce  a good  flame  at  the  prevailing  gas 
pressure . 

Section  78-a.  Secondary  Air  Openings :"Tiere  secondary  air  is  necessary , secondary 
air  opening  or  openings  shall  be  provided, of  sufficient  area  to  supply  an  adequate 
amount  of  air  for  complete  combustion. 

b. ’There  an  automatic  secondary  air  control  is  provided  the  construction  shall  be 
such  that, in  lease  the  control  fails  in  any  way, either  the  gas  ’ ill  be  shut  off  or  the 
secondary  air  door  will  remain  open. 

Section  79-a  Pilots : Either  a thermostatic  pilot, so  constructed  and  adjusted 
that  no  gas  can  flO',r  through  the  main  burner  unless  the  pilot  flame  is  burning, or  some 
other  similar  type  of  safety  device  serving  this  same  end, shall  be  employed.  The  oper- 
ation of  this  safety  device  shall  not  depend  on  the  closing  of  an  electric  circuit  to 
shut  off  the  main  gas  supply. 

b.  Pilot  burners  shall  be  supported  in  such  a manner  that  their  position  relative 
to  the  main  burner  or  burners  ill  be  fixed. 

c.  Pilot  burner  or  burners  shall  be  so  placed  that  they  can  be  safely  lighted  and 
they  shall  be  readily  accessible  or  removable  for  cleaning. 

d*Pilot  lines;  shall  be  connected  to  vertical  main  gas  supply  lines  or  to  the  side 
esar  top  of  horizontal  lines  ahead  of  all  controls  except  pressure  regulators , and  shall 
be  susceptible  to  Independent  control. 

Section  80-a.Main  Shut-Off  Valves:  A manually  operated  shut-off  valve  shall  be 
installed  at  each  appliance  to  shut  off  the  entire  gas  supply  to  the  appliance  in  cases 
of  emergency. 

b.  Such  valve  shall  be  so  located  that  it  is  readily  accessible  and  shall  clearly 
indicate  the  "on"  and  "off"  positions, or  direction  of  rotation  to  open  or  close. 

Section  8l-a  Electric  Control  Valves :Electric  control  valves  shall  be  installed 
according  to  the  instructions  furnished  by  the  manufacturer. 

Section  82.  Gas  Pressure  Regulators:  A gas  pressure  regulator  shall  be  installed 
on  all  gas  burner  installations. 

nSection  83-a.  Limiting  Devices:  The  boiler  or  furnace  shajl  be  equipped  with 
safety  devices  arranged  to  limit  high  steam  pressures  or  water  temperatures , as  well 


as  high  air  temperatures  in  warm  air  furnaces. 

. n ^ is  reccommended  that, on  a steam  or  vacuum  vapor  boiler, means  must  be  pro- 
videc  to  guard  against  firing  a dry  boiler  or  one  in  which  thw  water  is  dangerously 


c. Safety  devices  operated  electrically  shall  not  depend  upon  the  closing  of  a 
circuit  to  shut  off  the  main  gas  supply. This  requirement' shall  not  be  construed  as 
Pj.  ohibi oing  the  use  of  electrical  regulating  devices , provided  the  required  safety 
devices  are  also  installed.  J 


Section  84.  Forced  Primary  Air  Control:  When  air  under  pressure  is  used  in  con- 
nection ith  uhe  gas  supply , effective  means  shall  be  provided  to  prevent  the  air  from 
going  back  into  the  gas  piping. 

Section  ^ pi^ing : All  gas  piping  installed  for  the  service  of  the  gas  burners 
to  be  used  m connection  with  any  heating  system  shall  be  supplied  by  an  independent 
line  direct  from  the  meter. 


Section  26.  Adjustment of  Burners:  After  the  piping  has  been  thoroughly  purged, 

the  pilot  burner  snail  be  lighted  and  adjusted  and  the  burners  put  into  operation  in 
accordance  with  the  manufacturer's  instructions. 


INSPECTION  AND  TESTS 

Section  87— a/  Pilot  Operation:  Pilot  flames  shall  effectively  ignite  the  gas 
at _ the _ main  burner  or  burners  and  shall  be  adequately  protected  from  drafts. A device 
which  is  at  least  equal  in  performance  to  the  draft  hood  hereinbefore  provided  for 
shall  oe  interpreted  as  fulfilling  the  second  part  of  this  requirement  as  far  as 
chimney  drafts  are  concerned. 

b.  Pilot  Flames  shall  not  become  extinguished  when  the  main  burner  or  burners  are 
turned  on  or  off  in  a normal  manner , either  manually  or  by  automatic  controls. 

c.  Luminous  flame  pilot  shall  not  show  carbon  deposits  when  adjusted  according 
to  the  manufacturer's  instructions. 

d . "."here  escapement  pilots  are  used, their  flames  shall  be  freely  ignited  by  the 
constant  burning  pilot. 

Section  88-a^  Burner  Operation:  In  making  the  tests  to  determine  compliance 
ith  Sub-Section  39 — c, great  care  shall  be  exercised  to  prevent  the  accumulation  of 
unburned  gas  in  the  appliance  or  flues  which  might  result  in  explosion  or  fire. 

b.  The  flames  from  each. burner  shall  freely  ignite  the  gas  from  adjacent  burners 
hen  operating  at  the  prevailing  gas  pressure  or  when  the  main  control  valve  is  reg- 
ulated to  deliver  about  one-third (1/3)  the  full  gas  rate, except  where  additional  pilots 
are  provided. 

c.  Burner  flames  shall  not  flash  back  upon  immediate  ignition, nor  upon  turning  the 
gas  cock  until  the  gas  rate  to  the  burner  is  about  one-third  (1/3)  the  full  supply". 

d.  Burner  flames  shall  not  flash  back  when  the  gas  is  turned  on  or  off  by  any 
automatic  control  mechanism. 

e.  Main  burner  flames  shall  ignite  freely, from  each  constant  burning  pilot, when 
the  main  control  valve  is  regulated  to  deliver  about  one  third (1/3)  the  full  gas  rate. 

f.  ’Then  ignition  is  made  in  a normal  manner, the  flames  shall  not  flash  outside 
the  appliance . 

g.  Burners  shall  not  expel  gas  through  air  openings  in  mixer  faces  when 
operating  at  the  prevailing  pressure. 

Section  89-a. .Appliance  Operation:  The  concentration  of  oxygen  in  the  flue  pro- 
ducts shall, in  no  case, be  less  than  four (4) percent, nor  more  than  ten(lO)  percent. 

b.  Method  of  Test:  The  rate  of  flow  of  the  gas  shall  be  adjusted  to  within  plus 
or  minus  five (5)  per  cent  of  the  required  hourly  B.T.U. input  rating  at  the  manifold 
pressure  specified  by  the  manufacturer  .'’/hen  the  prevailing  pressure  is  less  than  the 
manifold  pressure  specif ied, the  gas  rate  shall  be  adjusted  at  the  prevailing  pressure. 
The  appliance  shall  be  allowed  to  operate  until  thestack  temperature  becomes  stabil- 
ized, after  which  a sample  of  the  flue  products  shall  be  taken  at  a point  in  the  flue 
after  the  outlet  of  the  appliance  but  ahead  of  the  draft  hood, and  analyzed  for  carbon 
dioxide  and  oxygen. 

c.  The  various  controls  of  the  appliance  shall  be  checked  by  both  inspector  and 
installer, to  insure  their  proper  operation. 

Section  90-a .. Instructions  to  the  Customer:  The  customer  shall  be  thoroughly 
instructed  by  the  installer  as  to  the  proper  and  safe  operation  of  the  appliance 
before  it  is  placed  in  continuous  service. 

b.  Suitable  printed  instructions  shall  be  supplied  by  the  installer  and  posted 
in  a prominent  position  near  the  appliance. 

STOKER  INSTALLATIONS: 


Section  91. The  arrangement, equipment  and  manner  of  installation  of  all  stokers 
hereafter  installed  for  use  in  connection  with  heating  plants  in  or  for  buildings  in 
the  City  of  Fort  Wayne, and  the  alteration  hereafter  of  all  such  stoker  installations, 
shall  conform  to  the  following  provisions: 

Section  92  Non-Automatic  Stokers  Not  Allowed .'Then:  Stokers  which  are  not  equip- 
ped with  automatic  means  of  preventing  excessive  pressures  or  temperatures  of  the  heat 
ing  medium  shall  not  be  installed  or  operated  in  any  location  where  a competent  attend' 
ant  will  not  be  constantly  on  duty  on  the  permises  while  the  stoker  is  in  operation. 

Section  93.  Automatic  Controls:  Except  as  provided  in  Section  77  of  this  ordi- 
nance,each  mechanical  stoker  shall  be  equipped  with  at  least  one(l)  high  limit  control 
so  connected  as  to  shut  off  power  from  stoker  drive  in  the  event  of  excessive  pressure 
in  a steam  boiler  or  excessive  temperature  in  a hot  water  boiler  or  warm  air  furnace,, 
casing. Each  steam  boiler  shall  be  equipped  with  a low  water  cut-off. 

Section  95.  Setting  Heights  and  Combustion  Space:  The  distance  from  retort  to 
crown  sheet  and  the  space  for  combustion, within  any  heating  boiler  or  furnace, shall  be 
such  as  to  secure  efficient  smokeless  combustion  and  shall  be  in  accordance  with 
standard  engineering  practice  and  subject  to  the  approval  of  the  Inspector  of  Buildings 

Section  96.  Alterations  to  Combustion  Chamber:  Where  stokers  are  installed  in 
down  draft  boilers, the  upper  grates  shall  be  removed  and  baffling  changed  where 
necessary  to  secure  an  unrestricted  combustion  space. 

Section  97.  Used  Stokers .Reconditioned : it  shall  hereafter  be  unlawful  for  any 

person, licensed  to  install, alter  or  repair  stoker  installations  within  the  City  of 


Fort  Wayne, to  install  any  used  stoker, or  for  the  Inspector  to  issue  any  permit  author- 
izing him  so  to  do, until  said  licensee  shall  have  first  submitted, with  his  application 
for  such  permit, a copy  of  the  purchase  order  stating  that  a used  stoker  is  to  be  in- 
stalled and  bearing  a statement  by  the  purchaser  acknowledging  that  to  be  the  case, 
together  with  a statement  by  said  licensee  that  said  stoker  has  been  properly  recon- 
ditioned and  will  comply  in  every  way  with  the  requirements  of  this  ordinance  for  new 
equipment, as  to  operation  and  adjustments. 

VIOLATIONS  AND  PENALTIES 

Section  98-a . .Licenses  to  be  Revoked  for  Unlawful  Securing  of  Permits  for  Others: 
Any  person  duly  licensed, as  required  by  this  ordinance, to  supervise  or  perform  any 
installations  of  work  governed  by  this  ordinance, who  shall, as  such  licensee , take  out 
or  secure  a permit  such  as  required  by  this  ordinance  for  work  to  be  done  by  any 
person  or  persons  not  connected  with  such  licensee  nor  in  the  employ  of  such  lecensed 
person, or  who  shall  allow  his  name  to  be  used  by  any  other  per son, persons, firm  or 
corporation  for  the  purpose  either  of  doing  any  such  work  or  obtaining  permit  therefor, 
shall  by  such  act, upon  conviction  thereof , forthwith  forfeit  his  license, and  the 
Inspector  of  Heating  and  Sheet  Metal  Work  shall  thereafter  refuse  to  issue  any  further 
permits  to  construct, install, alter  or  repair  any  heating  or  air  conditioning  plant  or 
equipment  under  any  license  so  forfeited. 

Section  98-b.  Be  it  further  ordained  that  every  common  or  private  carrier , person 
persons, firm  or  corporation  who  shall  deliver  at  any  place  within  the  limits  of  said 
city, for  installation  at  such  place, any  equipment  or  article , whose  installation  for 
heating  or  ventilating  purposes  is  governed  by  the  provisions  of  this  ordinance, except- 
ing repair  parts, shall  make  a report  of  such  delivery  to  the  Building  Department, on 
blanks  to  be  furnished  by  said  Department , within  forty  eight (48) hours  after  such 
delivery, showing  the  articles  so  delivered, place  of  delivery, and  date  thereof ;any 
common  or  private  carrier, person, persons, firm  or  corporation  failing  to  make  any  such 
report  shall  be  guilty  of  violation  of  this  ordinance, and  shall  upon  conviction 
thereof  be  subject  to  a fine  of  not  less  than  two  dollars ($2 . 00)  nor  more  than  ten 
dollars ($10 . 00)  for  the  first  offense, and  for  the  second  and  any  subsequent  offense 
not  less  than  five  dollars ($5 . 00)  nor  more  than  twenty  dollars  ($20.00) . 

Section  98-c.  Be  it  furthrt  ordained  that  any  person, persons, firm  or  corpora- 
tion who  shall  install  in  any  building, structure  or  enclosure  in  said  City, any  appara- 
tus,articles  or  equipment  for  air  conditioning  as  defined  in  this  ordinance , which  does 
not  comply  with  the  requirements  of  this  ordinance  for  air  conditioning, shall  be 
guilty  of  a violation  of  this  ordinance  and  shall  be  subject  on  conviction  thereof, 
to  a fine  of  not  less  than  fifty  dollars ($50 . 00) nor  more  thanflOO.OO  for  the  first 
offense;and  for  the  second  and  each  subsequent  offense  not  less  than  $100.00  nor  more 
than  $200.00. 

Section  98-d..Be  it  further  ordained, that  any  person, persons, firm  or  corpor- 
ation, including  owners  of, and  agents  for, real  estate  being  improved  by  work  governed 
by  the  provisions  of  this  ordinance , contractors , mechanics  and  workmen  engaged  in  any 
work  governed  by  the  provisions  of  this  ordinance  who  shall  violate  any  provision  of 
this  ordinance  or  fail  to  comply  with  any  of  such  provisions , except  where  a specific 
penalty  is  otherwise  provided  herein, shall  be  subject, on  conviction  thereof, to  a fine 
of  not  less  than  Five  Dollars  ($5 • 00) nor  more  than  Twenty  five  dollars ($25 . 00)  for  the 
first  offense, and  for  the  second  offense  not  less  than  Ten  Dollars ($10 . 00) nor  more 
thanFifty  Dollars  ($50 . 00)  and  for  any  subsequent  offense  not  less  than  Fifty  Dollars 
($50.00)  nor  more  than  One  Hundred  Dollars ($100.00) ;and  in  addition  thereto  any  license 
theretofore  issued  to  such  offender  may  be  revoked  by  the  court  on  finding  such 
licensee  thus  guilty; and  Where  such  violayion  is  of  a continuing  nature, each  day  any 
such  person, persons, firm  or  corporation  violates  or  fails  to  comply  with  any  such 
provision  of  this  ordinance  shall  be  deemed  a separate  offense. 


CONSTITUTIONALITY 

Section  99.  Be  it  further  ordained, that  should  any  section, clause  or  provision 
of  this  ordinance  be  held  unconstitutional  or  invalid  by  any  court, all  other  sections, 
clauses  and  provisions  shall  nevertheless  be  deemed  as  effective  as  though  such  uncon- 
stitutional or  invalid  section, clause  or  provision  had  never  been  inserted  in  this 
ordinance . 


REPEALING  SECTION 


Section  100. .Be  it  further  ordained , that  all  former  ordinances  of  the  City  of 
Fort  Wayne  and  parts  of  ordinances  affecting  or  relating  to  warm  air  heating  plants, 
sheet  metal  work  as  herein  defined, oil  burners  and  stokers , providing  for  the  issue  of 
license  or  permits  for  any  work  governed  by  the  provisions  of  this  ordinance  and  all 
ordinances  and  parts  thereof  inconsistent  with  or  in  conflict  with  this  ordinance  or 
any  part  hereof  are  hereby  repealed;and  the  following  ordinances  and  parts  of  ordinance 
and  all  amendments  thereto, are  hereby  repealed, towit : 

Section  263  of  General  Ordinance  No . 1328, passed  as  amended  December  14,1926, 
commonly  known  as  the  Building  Code;and  General  Ordinance  No. 1404, passed  March  13,1928; 
and  General  OrdinanceNo . 1578, passed  January  13,  1931; and  General  Ordinance  No. 1589, 
passed  March  10,  1931. 

Section  101.  Be  it  further  ordained  That  this  Ordinance,  tobe  known  as  the 
Heating  Code, shall  take  effect  from  and  after  its  passage  and  approval  by  the  Mayor 
and  its  legal  publication. 

Walter  C Vetter 
Harry  M Miller 
Ben  F Bennett. 

The  Ordinance  was  read  the  third  time  and  in  full  and  on  motion  was  now  passed  by 
the  following  vote. 


(Nays 


(Ayes 8) 


None) 


■Ve  hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, 
Indiana, at  a regular  meeting, held  on  yhe  11th  day  of  May, 1937, by  a 
majority  vote  of  all  members  elect, did  pass  the  ordinance  hereunto 
attached, and  known  as  General  Ordinance  No. 1906. 

Geo. A. Dinnen, President . Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  13th  day  of  May  1937. 

Leonard  H Ellenwood,City  Clerk. 

Approved  this  17th  day  of  May  1937. 

H.W. Baals, 

Mayor . 

This  ordinance  has  been  duly  published  in  book  and  pamphlet  form 
as  required  by  law. 
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GENERAL  ORDINANCE  NO. 1907. 

AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  junk  iron 
and  brass  of  the  Fort  Wayne  Water  Works  of  the  City  of  Fort  Wayne, 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Section  1.  That  the  Board  of  Public  Works  be  and  hereby  is  authorized 
to  sell  the  following  junk  iron  and  brass , to-wit : 

No. 2 Pumping  Station 

(Water  Construction  Department) 

Brass 2,500  lbs. 

Junk  Iron 11,000  lbs. 


and  that  said  Board  of  Works , through  the  City  Attorney, file  in  the  Circuit  Court 
a petition  for  appointment  of  appraisers  to  appraise  said  property. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


Charles  E Moellering. 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion 
was  now  passed  by  the  following  vote. 

(Ayes  8)  (Nays -None) 


We  hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, 

Indiana, ata  regular  meeting, held  on  the  25th  day  of  May, 1937, by  a majority  vote 
of  all  members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as, 

GENERAL  ORDINANCE  No. 1907. 

Geo. A. Dinnen, President . Leonard  H Ellenwood , City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27th  day  of  May, 1937. 

Leonard  H Ellenwood, City  Clerk. 

Approved  this  27th  day  of  May,/ 937. 

H.W. Baals, 


Mayor . 


GENERAL  ORDINANCE  NO. 1908. 


. . . ^ n Ordinance  for  safeguarding  life  and  property  by  regulating  the  install- 

?f  ?ECtrlc  w^r ing > devices , appliances , and  Iq^meSt; 
°fflce  Electrical.  Inspector  and  prescribing  his  authorities  and  duties; 
n°  e^ectric  wiring, devices , appliances  or  equipment  shall  be  installed 
^.lthout  i irst  securing  a permit  therefor ; creating  a Board  of  Examiners ; providing  for 
£™L1;LC<r1?sing  01  persons, firms  and  corporations  engaging  in  the  business  of  Electrical 
* A C-,  11/lg  or  e!ilPl3ying  electricians  to  do  certain  work  on  limited  premises ;making  it 
'iUl  to  engage  in  the  business  of  Electrical  Contracting  or  to  undertake  the  exe- 
^ e ectncal  work  without  a license , except  as  otherwise  provided; providing 

pena^ies  * or  the  violation  of  this  ordinance  and  repealing  all  ordinances  and  parts 
oi  ordinances  in  conflict  with  the  provisions  of  this  ordinance, as  amended  this  25th 
a ay  oi  May, 1937. 


Section  l.BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, that  there  is 
hereby  created  the  office  of  Elcetrical  Inspector .The  person  chosen  to  fill  the  office 
Ov  Electrical  Inspector  shall  be  a graduate  electrical  engineer  'with  at  least  two  con- 
secutive years  practical  experience ;or  an  Electrical  Contractor  or  Journeyman  who  has 
had  at  least  f ive . consecutive  years  experience .Such  a person  shall  be  possessed  with 
Su°t1i e^eCU^1Ve  akility  as  is  requisite  for  the  efficient  performance  of  his  duties  and 
snail  have  a thorough  knowledge  of  the  standard  materials  and  methods  used  in  the  in- 
stallation of  electric  iring, devices  and  equipment ; shall  be  well  versed  in  approved 
methods electrical  construction  for  safety  to  life  and  property, the  Statutes  of  the 
L>^ate  of  Indiana  relating  to  electrical  work, the  rules  and  regulations  issued  under 
authority  of  the  Statutes  and  the  National  Electric  Code, as  approved  by  the  American 
Standards  Association. 

The  Electrical  Inspector  shall  be  appointed  by  the  Board  of  Public  Works. 

The  Common  Council  shall  have  power  to  appoint  an  Assistant  Inspector .Such 
assistant  shall  qualify  likewise  as  the  Chief  Elcetrical  Inspector .Such  assistant  shall 
work  under  the  direction  of  the  Chief  Electrical  Inspector. 

The  work  of  Electrical  Inspector  shall  co-ordinate  v/ith  that  of  the  Building 
Commissioner . 

Before  entering  upon  the  discharge  of  his  or  their  duties, a bond  shall  be 
filed  in  the  sum  of  one  thousand  dollars ($1000.00) , payable  to  the  City  of  Fort  Wayne 
and  conditioned  upon  the  faithful  performance  of  his  or  their  duties. An  oath  shall  also 
besubscribed  to, which  together  with  the  certificate  of  appointment, shall  be  filed 
with  the  City  Clerk. 

Section  2.  Duties  of  Electrical  Inspector. 

It  shall  be  the  duty  of  the  Electrical  Inspector  and  his  assistant  to  see 
that  the  provisions  of  this  ordinance  are  enforced. He  shall  upon  application  grant 
permits  for  the  installation  or  alteration  of  electric  wiring, devices, appliances  and 
equipment , and  shall  make  inspections  of  all  new  electrical  installations  and  re-ins- 
pections  as  provided  for  in  this  ordinance. He  shall  keep  a complete  record  of  all  per- 
mits issued, inspections  and  re-inspections  made  and  other  official  work  performed  in 
accordance  with  the  provisions  of  this  ordinance. He  shall  also  keep  on  file  a list  of 
inspected  electrical  appliance  cards  issued  by  or  for  the  Underwriters ' Laboratories , of 
which  file  shall  be  accessible  for  public  reference  during  regular  office  hours. He 
shall  hold  membership  in  the  National  Fire  Protrction  Association  and  the  Internation- 
al Associations  of  Electrical  Inspectors  and  shall  serve  on  any  electrical  committee 
of  these  associations  to  which  he  may  be  appointed. 

License  and  Permit  Fees: 

Shall  remain  the  property  of  the  City  of  Fort  Wayne  and  shall  be  paid  to 
City  Controller  at  the  conclusion  of  each  days  business. 

It  shall  be  unlawful  for  the  Electrical  Inspector, or  his  assistant  to  engage 
in  the  business  of  Electrical  Contracting, either  directly  or  indirectly , and  they  shall 
have  no  interest  in  any  concern  engaged  in  such  business  in  the  City  of  Fort  Wayne  at 
any  time  while  holding  such  office  as  herein  provided  for. 

Section  3.  Authority  granted  to  Electrical  Inspector. 

The  Electrical  Inspector  shall  have  the  right  during  reasonable  hours  to 
enter  any  building  in  the  discharge  of  his  official  duties, or  for  the  purpose  of 
making  any  inspection, re-inspection  or  test  of  the  installation  of  electric  wiring, 
devices, appliances  and  equipment  contained  therein, and  shall  have  authority  to  cut  or 
disconnect  any  wire  in  case  of  emergency  where  necessary  for  safety  to  life  and  propert 
y,or  '/here  such  wire  may  interfere  with  the  work  of  the  fire  department  .The  Electrical 
Inspector  is  hereby  empowered  to  disconnect  or  order  the  discontinuance  of  Electrical 
Service  to  any  electrical  wiring, devices, appliances  and  equipment  found  to  be  dan- 
gerous to  life  or  property  because  they  are  defective  or  defectively  installed  until 
such  ' iring, devices, appliances  and  equipment  and  their  installation  have  been  made 
safe  as  directed  by  him. 

Section  4*  License  Required. 

No  person, firm  or  corporation  shall  engage  in  the  business  of  installing, 
maintaining, altering  or  repairing  within  the  City  of  Fort  Wayne  or  in  connection  with 
City  Owned  property  outside  of  the  City  of  Fort  Wayne, any  electric  wiring, devices, 
appliances  or  equipment  unless  such  a person, firm  or  corporation  shall  have  received 
an  electrical  contractor’s  license  and  a certificate  therefor, nor  shall  any  person, 
firm  or  corporation, except  a person  employed  by  and  v/orking  under  the  direction  of  a 
holder  of  an  Electrical  Contractor's  license  or  an  Electrical  Maintenance  License, in 
any  manner  undertake  to  execute  any  work  of  installing, maintaining, altering  or  repair- 
ing any  such  electric  wiring, devices  or  equipment  unless  such  person, firm  or  corpora- 
tion shall  have  received  either  and  Electrical  Contractor's  License  and  a certificate 
therefor  or  an  Electrical  Maintenance  License  and  a certificate  therefor , except  that 
no  license  shall  be  required  in  order  to  execute  the  following  work: 

1;  Any  work  involved  in  the  manufacture , test  or  repair  of  electric  materials, 

devices, appliances  or  apparatus , but  not  including  any  permanent  wiring  other  than 
that  required  for  testing  purposes. 

2;  The  assembly , erection  and  connection  of  electric  apparatus  and  equipment 

by  the  manufacturer  of  such  apoaratus  and  equipment, but  not  including  an&  electric 
wiring  other  than  that  involved  in  making  electric  connections  on  the  apparatus  or 
equipment  itself  or  between  two  or  more  parts  of  such  apparatus  or  equipment. 


3;  For  minor  repair  work, for  the  replacement  of  lamps  or  for  the  connection  of 

portable  devices  to  suitable  receptacles  which  have  been  permanently  installed. 

4;  For  the  installation  of  wiring, devices , appliances  and  equipment  for  the 

operation  of  signals  or  the  transmission  of  intelligence, where  such  wiring, devices, 
appliances  or  equipment  operate  at  a voltage  not  exceeding  fifty  between  conductors, 
and . do  not  include  gererating  or  transforming  equipment  capable  of  supplying  more  than 
50  watts  of  energy. 

5;  For  any  repairing, maintainance  or  servicing  of  any  equipment  installed  under 

the  provisions  of  the  Ordinance  known  as  the "Heating  Code "which  may  be  performed  by 
anyone  licensed  under  said  "Heating  Code"  as  provided  in  Section  65  thereof . 

Section  5.  Classes  of  Licenses. 

Three  Classes  of  Licenses  and  certificates  therefor  shall  be  issued  by  the 
Board  of  El  ectrical  Examiners  thru  the  Electrical  Inspector , which  shall  be  designated 
respectively  as  Class  I -Electrical  Contractor's  License;Class  II-Electrical  Mainten- 
ance License ;Class  Ill-Journeymen's  License. 

Class  I. Electrical  Contractor's  License. 

Shall  entitle  the  holder  thereof  to  engage  in  the  business  of  Electrical 
Contracting, to  secure  permits  for  installation, alteration  and  repair  of  any  electric 
wiring, devices , appliances  or  equipment. 

Class  II .Electrical  Maintenance  License. 

Shall  entitle  the  holder  thereof  to  undertake  the  work  of  installing, main- 
taining,altering  and  repairing  electric  w iring, devices, appliances  and  equipment  pro- 
vided that  the  holder  of  such  license  regularly  employs  electricians  licensed  here- 
under for  such  purposes  and  provided  that  such  work  shall  be  confined  to  the  premises 
owned  or  occupied  by  the  holder  of  such  license, the  location  of  which  premises  shall 
be  described  in  the  license. 

Class  III.  Journeymens  License. 

Shall  entitle  the  holder  thereof  to  undertake  the  work  of  installing, main- 
taining,altering  and  repairing  electric  wiring, devices, appliances  and  equipment  in 
the  employ  of  an  Electrical  Contractor  or  holder  of  maintenance  license. 

Section  6.  Application  for  License. 

Applications  for  licenses  shall  be  made  in  writing  to  the  Board  of  examiners, 
stating  the  class  of  license  applied  for, the  name  and  place  of  business  of  the  appli- 
cant and  the  name  of  the  representative  of  the  applicant  who  will  act  as  the  super- 
visor of  the  work  to  be  done  under  the  license, in  the  case  of  Class  I and  Class  II 
License . 

Section  7.  Holder  of  License  and  Supervisor . Class  I and  II. 

Each  applicant  for  a license  issued  in  accordance  with  the  provisions  of 
this  ordinance  shall'  be  known  as  the  holder  of  the  license, and  shall  specify  the  name 
of  the  person  who  has  passed  theexamination, and  such  person  shall  be  designated  in 
the  certificate  as  the  supervisor  of  all  work  to  be  done  under  the  license. The  person 
designated  as  the  supervisor  may  be  a person  in  the  employ  of  the  holder  of  the  lic- 
enses ;of,  if  the  holder  is  a person, may  be  the  holder  himself, or  if  the  holder  is  a firm 
may  be  a member  of  the  firm  or, if  the  holder  is  a corporation, may  be  an  officer  in  the 
corporation. The  same  person  shall  not  be  designated  as  the  supervisor  in  two  or  more 
licenses  issued  to  different  persons , firms  or  corporations . In  event  that  the  business 
assiciation  with, or  employment  of  the  supervisor  by, the  holder  of  the  license  shall 
terminate, said  license  shall  become  null  and  void  (60)  days  after  such  termination, 
except  where  another  has  taken  an  examination  and  passes  and  is  designated  again  as 
the  supervisor. 

Section  8.  ■ Bond. 

Before  being  granted  an  electrical  license-Class  I or  II, the  applicant  shall 
give  bond  to  the  City  of  Fort  V/ayne, in  the  penal  sum  of  Two  Thousand  Dollars  ($2,000,00) 
with  surety  to.be  approved  by  the  City  Controller , conditioned  for  the  faithful  perform- 
ance of  his, their, or  its  duties , according  to  the  trems  of  this  code, which  bond  shall 
be  for  the  term  of  one  year  and  shall  be  renewed  annually. 

Section  9.  Fees  for  Licenses.  , 

Before  a license  is  granted  to  any  applicant  and  before  any  expiring  license  l 
renewed, the  applicant  shall  pay  to  the  City  of  Fort  'Jayne  a fee  in  such  an  amount  as 
is  herein  specified  for  the  class  of  license  to  be  granted  or  renewed, as  follows: 


Class  I Electrical  Contractor's  License  $50.00 

Annual  Renewal  Fee  $25.00 

Class  II  Electrical  Maintenance  License  $35.00 

Annual  Renewal  Fee  $15.00 

Class  III  Journeymen's  License  $ 1.00 

Annual  Renewal  Fee  .50 


Each  license  shall  expire  on  December  31st  following  the  date  of  its  issue 
and  shall  be  renewed  by  the  Board  of  Electrical  Examiners  through  the  Electrical 
Inspector  upon  application  of  the  holder  of  the  license  and  payment  of  the  required 
fees  any  time  before  or  within  thirty  days  from  the  date  of  such  expiration. 

The  holders  of  all  Electrical  Licenses  at  the  time  of  the  going  into  effect 
of  this  Ordinance  shall  if  they  desire  licenses  hereunder  procure  the  same  within  A" 
thirty  days  after  the  going  into  effect  of  this  Ordinance  and  in  which  event  they  shall 
be  required  to  pay  only  the  renewal  license  fee  for  the  class  of  license  desired*  by 
them  but  all  applicants  applying  thirty  days  after  the  going  into  effect  of  this 
Ordinance  shall  pay  the  initial  license  fee. 

Section  10.  Display  of  Certificates. 

Every  holder  of  a license  except  journeymen  shall  keep  his, their  ot  its 
certificate  of  license  displayed  in  a conspicious  place  in  his, their  or  its  princi- 
pal place  of  business. 

Section  11. 

No  one  but  an  American  Citizen  shall  be  granted  a license  in  the  City  of 
Fort  ’Jayne  whether  it  is  Class  I, II  or  III  Classification. 


Section  12.  Revocation  of  Licenses. 

Ko  license  and  certificate  issued  in  accordance  with  the  provisions  of  this 
ordinance  shall  be  assignable  or  transferable. 

Any  such  license  may  after  hearing  be  suspended  or  revoked  by  the  Board  of 
Electrical  Examiners  if  the  person,firm  or  corporation  holding  such  license  willfully, 
or  by  reason  of  incompetence , repeatedly  violates  any  Statutes  of  the  State  of  Indiana 
or  any  ordinance  or  rule  or  regulation  of  the  City  of  Fort  Wayne  relating  to  the  in- 
stallation,maintenance, alteration  or  repair  of  electric  iring, devices, appliances  and 
equipment . 

The  Board  of  Electrical  Examiners  shall  revoke  any  Class  I Elcetrical 
License  if  during  a period  of  two  years  no  permit  for  the  installation  of  any  elec- 
tric "iring, devices, appliances  or  apparatus  shall  have  been  secured  from  the  City 
of  Fort  Wayne  by  the  holder  of  the  license. 

Section  13.  Board  of  Electrical  Examiners. 

There  is  hereby  created  a Board  of  Electrical  Examiners  which  shall  consist 
of  the  Electrical  Inspector  and  four  other  members  appointed  by  the  May or, one  being 
an  Electrical  Contractor , one  Journeymen  Electrician, one  Underwriters’  Inspector  and 
one  Utility  Representative. 

Appointments  shall  be  for  a term  of  one  year-but  any  member  may, for  cause, 
be  removed  from  office  at  anv  time  bv  yhe  Mayor. 

COMPENSATION. 

Said  Board  of  Examiners  shall  receive  the  sura  of  $50.00  per  year  in  full 
for  services  rendered, except  the  Electrical  Inspector  whose  salary  is  heretofore 
specified. 

EXAMINATION— Time  of. 

For  the  purpose  of  examining  applicants , the  Board  will  meet  on  the  First 
Monday  in  January , April, July  and  October. 

All  applications  for  examination  shall  be  accompanied  with  the  fee  of  $5.00'" 
which  ill  remain  the  property  of  the  City  of  Fort  Wayne  ’.whether  applicant  passes 
examination  or  not. 

Licenses  shall  be  issued  without  examination  or  examination  fee  to  all 
persons , firms  or  corporations  carrying  an  Electrical  License  during  the  year  1936, 
and  to  Journeymen  for  a Class  III  license  ho  can  present  evidence, within  thirty 
(30)  days  after  the  passage  of  this  ordinance  to  the  Examining  Board  to  the  effect 
that  they  engaged  as  a Journeyman  during  the  year  1936. 

EXAMINATION— Scope  of. 

Applications  "ill  be  examined  to  determine  their  knowledge  of  the  rules  and 
regulations  governing  the  installation  of  electric  wiring, devices, appliances  and 
equipment, as  set  forth  in  the  Statutes  of  this  State,  or  as  issued  under  the  author- 
ity of  the  Statutes  of  this  State, in  ordinances  of  the  City  of  Fort  Wayne, and  in  the 
National  Electric  Code, and  to  determine  the  general  qualifications  and  fitness  of 
each  applicant  for  executing  the  class  of  ,rork  covered  by  the  license  applied  for. 
EXAMINATION --Failure  to  pass. 

Should  an  applicant  fail  to  pass  an  examination, not  having  obtained  a 
ting  of  70%  or  higher, said  applicant  may  oe  re-examined  upon  submitting  applica- 
Lng  at  least  ten  days  before  the  next  specified  meeting  date  and  accom- 
panied ••ith  the  $5.00  examination  fee. 

Examination  shall  be  in  writing  and  a complete  record  of  each  shall  be  kept 
on  file  for  a period  of  three  years  after  date  of  such  examination  at  the  office  of 
the  Electrical  Inspector .The  Board  shall  grant  thru  the  Electrical  Inspector  licenses 
as  applied  for  and  shall  issue  certificates  therefor  to  those  applicants  who  shall 
show  the  proper  qualifications , provided  that  in  every  case  the  license  shall  not  be 
granted  until  the  prescribed  fee  has  been  paid. It  shall  also  be  the  duty  of  the  Board- 
of  Examiners  to  suspend  or  revoke  any  license  for  good  and.  sufficient  cause  and  reason, 
thru  the  Electrical  Inspector. 

Quorum. 


Three  members  of  the  Board  present  at  any  meeting  shall  constitute  a quorum 
for  the  granting  of  and  revocation  of  licenses  and  the  transaction  of  other  business, 
and  a majority  vote  of  such  quorum  shall  prevail. 

Section  14.  Permits. 

No  electric  wiring, devices, appliances  or  equipment  for  the  transmission, 
distribution  or  utilization  of  electrical  energy  for  any  purpose  shall  be  installed 
within  or  on  any  building  or  structure, nor  shall  any  alteration  or  addition  be  made 
in  any  such  existing  electric  ' iring, devices , appliances  or  equipment  without  first 
securing  a permit  therefor  from  the  Electrical  Inspector , except  as  stated  in  the 
folio  'ing  paragraph  1,2  and  3. 

lj  No  permit  shall  be  required  for  minor  repair  ork,for  the  replacement  of 

lamps  or  for  the  connection  of  portabe  devices  to  suitable  receptacles  whick  have 
been  permanently  installed. 

2;  No  permit  shall  be  reouired  for  the  installation  of  wiring, devices, appli- 

ances end  equupmeht  for  the  operation  of  signals  or  the  transmission  of  intelligence, 
■-here  such  •wiring, devices, appliances  ob  equipment  operate  at  a voltage  not  exceeding 

•s,and  do  not  include  generatin ' transf  ing  nt 

a able  of  r ing  more  than  50  watts  of  energy. 

3;  No  permit  shall  be  required  for  the  installation, maintenance  or  alteration 

of  electric  • iring, devices , appliances  and  equipment  to  be  installed  by  or  for  an  elec- 
tric public  service  corporation  for  the  use  of  such  Corporation  in  the  generation, 
transmission, distribution  or  metering  of  electrical  energy  or  for  the  use  of  such  a 
corporation  in  the  operation  of  signals  or  the  transmission  intelligence. 

Application  ''or  such  permit  describing  the  work  to  be  done  shall  be  made  in 
riting  +0  the  Electrical  Inspector  by  the  person, firm  or  corporation  installing  the 

rmit  w-hen  issuedshall  be  to  such  applicant  .The  application  shall  be  accom-- 
m icati  as  necessary  to  determine 

•whether  the  installation  as  described  will  be  in  conformity  with  the  regulations  and 
requirements  of  this  ordinance, and  if  the  applicant  has  complied  v ith  all  the  provisi- 
ons of  this  ordinance, a rmit  for  such  installation  shall  be  issued; provided, however, 

that,  the  issuance  of  the  Lt  shall  not  be  taken  as  permission  to  violate  any  of  the 

requirements  of  this  ordinance. 


A permit  'hen  issued  shall  be  for  such  installations  as  is  described  in  the 
application  and  no  deviatior  ' 1 'retaliation  so  described  without 

the  written  approval  of  the  Electrical  Inspector. 

No  permit  for  the  installation  or  alteration  of  any  electric  'iring, devices 
appliances  or  eouipment  shall  be  issued  to  any  person, firm  or  corporation  unless  such 
person, firm  or  corporation  is  the  holder  of  a license  entitled  such  person, firm  or 
cornoration  to  secure  permits  for  and  to  execute  the  '.’ork  described  in  the  application 
for  the  permit. 

Section  15.  Fees  for  Permits  and  Inspection. 

Before  any  permit  is  granted  for  the  installation  or  alteration  of  electric 
’"iring, devices  , appliance  or  equipment , the  person,  t^irm  or  corporation  making  applica- 
tion for  such  permit  shall  pay  to  the  Electrical  Inspector  a fee-such  amount  as  spec- 
ified belo  \ : 


(a)  Incandescent  Circuits 


(b)  Fixtures 


One  or  t o circuits  $.1.00 

Three  to  ten  circuits  .50 

circuit 

Over  ten  circuits  additional  fee 
.25  per  circuit 

First  two  fixtures  $1.00 

Additional  fixtures  each  .05 


per 


(c)  Motors  and  Generators 


Permanently  connected 
Fractional  H.P.to  5HP. 
each  additional 


$1.50 


^0 


1\  to  20  HP. 1st 
each  additional 


$2.00 

.75 


over  20  HP.  1st 
each  additional 


$2.00 

1.00 


(d)  Electric  Ranges ,1”ater  Heaters  and 

Permanent  Heating  Devices  1st. 

each  additional 


$1.50 

.50 


(e)  Sign  ’viring, from  panel  same  as  incandescent 

extend  from  exisying  circuit 

(f)  Oil  burning  equipment, stoker , compressors 

Motor  schedule 


.50 


(g)  “ iring, devices , appliances  and  equipment  not  covered 
by  above  schedule 

Application 
Additional  Fee 


$1.00 

2 . 00  per  hour 
over  1st. hour 


For  each  unnecessary  trip  of  inspection  caused  by  defective  - orkmanshio 
or  incorrect  information, a charge  of  $0.50  'ill'’ be  made  in  addition  to 
.the  regular  fee. 

Should  a licensed  contractor  install  v--ork  without  first  securing  a permit 
and  be  apprehended  by  the  electrical  inspector  in  so  doing, a penalty  of  50$  additional 
shall  be  required, and  the  payment  of  such  fee  shall  not  release  him  or  them  from 
other  penalties  herein  provided. 

Section  16.  Inspection  and  Certificates. 

TTpon  the  completion  of  the  work  1 hich  has  been  authorized  by  issuance 
of  a permit  it  shall  be  the  duty  of  the  person, firm  or  corporation  installing  the  same 
to  notify  the  Electrical  Inspector  ho  shall  inspect  the  installation  within  24  hours, 
exclusive  of  Saturdays, Sundays  and  Legal  Holidays, of  the  time  such  notice  -is  given  or 
as  soon  thereafter  as  is  practicable, and  if  found  to  be  in  full  compliance  with  the 
provisions  of  this  ordinance, he  shall  issue  a final  certificate  of  approval  and  send 
-written  notice  to  all  distributors  of  electricity  of  such  authorization. No  distribu- 
tor of  electricity  shall  connect  to  source  of  supply  without  authority  of  Electrical 
Inspector . 

'hen  a certificate  of  approval  is  issued  authori: ing  the  connection  and 
use  of  incompleted  or  temporary  work, such  certificate  shall  be  issued  to  expire  at  a 
time  stated  therein  and  shall  be  revocable  by  the  Electrical  Inspector  for  cause. 

A preliminary  certificate  of  approval  may  be.  issued  authorising  the  connectien  and  use 
of  certain  specified  portions  of  an  uncompleted  installation, such  certificate  being 
revocable  at  the  discretion  of  the  Electrical  Inspector. 

When  any  part  of  a wiring  installation  is  to  be  hidden  from  view  by  perm- 
anent _ placement  of  parts  of  the  building, the  person, firm  or  corporation  installing 
the  wiring  shall  notify  the  Electrical  Inspector  and  such  parts  of  the  wiring  install- 
ation shall  not  be  ‘concealed  until  after  they  have  been  inspected  and  approved  by  the 
Electrical  Inspector, or  until . 24  hours , exclusive  of  Saturdays , Sundays  and  Holidays, 
shall  have  elapsed  from  the  time  of  such  notification, providing  that  on  large  install- 
ations, ’where  the  concealment  of  parts  of  the  wiring  proce  ds  continuously , the  person 
firm  or  corporation  installing  the  wiring  shall  give  the  Electrical  Inspector  due 
notice  and  inspections  shall  be  made  periodically  during  the  work. 

If  upon  inspection  the  installation  is  not  found  to  be  fully  in  compli- 
ance • ith  t>his  ordinance , the  Electrical  Inspector  shall  post  notice  on  the  install— 
ation;also  a written  notice  stating  the  defects  which  have  been  found  to  exist. Corr- 
ections shall  be  made  immediately  to  comply  with  this  ordinance. 


Section  17.  . REINSPECTION. 

. The  Electrical  Inspector  shall  endeavor  periodically  to  make  a thorough  re— 

inspection  of  the  installation  of  all  electric  vriring, devices, appliances  and  equipment 
P? " installed  or  that  may  hereafter  be  installed  within  the  City  of  Fort  Wayne  and 
.ithin  the  score  of  this  ordinance, should  he  have  opportunity  to  do  so, and  when  the 
installation  o:  such  wiring, devices  appliances  and  equipment  is  found  to  be  in  a dan- 
gerous or  unsafe  condition, the  person, firm  or  corporation  owning, using  or  operating 
tht  same  shall  be  notiiied  in  writing  and  shall  make  the  necessary  repairs  or  changes 
required . to . place  such  electric  wiring, devices, appliances  and  equipment  in  safe  con- 
dition within  a period  not  to  exceed  thirty  days  depending  upon  the  nature  of  the 
^ork  involved  and  the  extent  of  the  hazards  existing. 

Section  18_.  Connections  to  Installations. 

it  shall  be  unlawful  for  any  person, firm  or  corporation  to  make  connection 
from  a .source  of  supply  of  electrical  energy  to  any  electric  •■■■iring, devices, appliances 
or. equipment  which  has  been  disconnected  or  ordered  to  be  disconnected  by  the  Elec- 
trical Inspector  or  the  use  of  which  has  been  ordered  discontinued  by  him  authorizing 
the  reconnection  and  use  of  such  electric  wiring, devices , appliances  or  equipment. 
Section  19.  Review  of  Decisions. 

'hen  the  Electrical  Inspector  condems  all  or  part  of  any  Electrical  Install 
at ion  the  owner  may, within  five  days  after  receiving  written  notice  from  the  Electrical 
Inspector  file  a.  eetition  in  writing  for  review  of  said  action  of  the  Electrical 
Inspector  with  the  Board  of  Electrical  Examiners, upon  receipt  of  which  said  Board 
shall  at. once  proceed  to  determine  whether  said  Electrical  installation  complies  with 
this  ordinance  and  "ithin  five  days  shall  make  a decision  in  accordance  with  its 
findings . 

Section  20.  Installation  Standards. 

(a)  *A11  installations  shall  be  in  strict  conformity  with  the  provisions  of 
this  ordinance , the  Statutes  of  the  State  of  Indiana, the  rules  and  regulations  issued 
by  the  Public  Service  Commission  of  Indiana  under  authority  of  the  State  Statutes  and 
shall  be  in  conformity  with  approved  standard  of  construction  for  safety  to  life  and 
property. In  every  case  where  no  specific  type  or  class  of  material  or  no  specific 
method  of  construction  is  prescribed  by  the  Statutes  of  the  State  of  Indiana, by  regu-  ' 
lation  issued  under  the  authority  of  the  State  Statutes  or  by  this  ordinance , conform- 
ity with  the  regulations  as  laid  down  by  the  National  Electric  Code, as  approved  by  the 
American  Standards  Association  shall  be  prima  facie  evidence  of  conformity  with  app- 
roved standards  of  construction  for  safety  to  life  and  property. 

(b) .The  following  special  requirements  shall  always  apply  whether  they 
interpret  or  modify  the  foregoing  standards , the  above  being  minimum  standards, the 
following  being  more  rigid  rules : 

1;  All  electric  wiring  within  the  primary  and  secondary  fire  limits  of  the  City 

of  Firt  Wayne , and  City  owned  property  outside  of  the  City  of  Fort  Wayne, shall  be  in- 
stalled in  approved  rigid  metallic  conduits , electric  metallic  tubing  or  metal  raceway. 

Metallic  conduit  or  metal  raceway  restrictions .All  wiring  hereafter  installed 
ithin  the  corporate  limits  of  the  City  of  Fort  Wayne  outside  of  the  primary  and 
secondary  fire  limits, in  a}J  buildings  or  structures , except  residences  not  containing 
not  more  than  two  apartments  and  private  garages  of  not  over  two  car  capacity  located 
on  the  same  lot, shall  be  installed  in  approved  metallic  conduit  or  metal  raceway. 

3;  (a). One  and  two  apartment  residences  and  private  garages  of  not  over  two 

car  capacity  outside  of  the  primary  and  secondary  fire  limits: 

May  be  wired  ’with  Non-Metallic  sheathed  cable  or  knob  and  tube  method, in 
which  case  no  splicing  of  "ires  will  be  permitted  except  "ithin  approved  outlet  box, 
cabinet  or  switch  box. Exception-Basements , unless  wiring  is  concealed, shall  be  wired 
with  rigid  metallic  conduit s , electric  metallic  tubing  or  metal  raceway  and  flexible 
steel  conduit  in  a very  limited  way. 

(b) . Ranges  and  water  heaters  may  be  wired  in  their  entirety  with  Service 
Entrance  Cable  in  apartment  dwelling  buildings  containing  not  more  than  four  apart- 
ments and  located  outside  of  the  fire  limits  when  said  apartment  building  is  not  a 
part  of  a commercial  structure  at  the  discretion  and  with  the  approval  of  the 
Electric  Inspector. 

4;  All  convenience  outlets, in  kitchens , dining  rooms , breakfast  rooms, pantry 

and  laundry  shall  be  wired  on  one  or  more  appliance  circuits  of  not  less  than 
No. 12  Wire. 

5;  Switches  and  Receptacles  exposed  to  moisture. All  plates  covering  flush  wall 

s"  itches, or  flush  receptacles , etc ., installed  in  basements , garages ,bathroomsor  where 
exposed  to  moisture  shall  be  made  of  non-metallic  and  non-conducting  materials. 

6;  Sockets  exposed  to  moisturerAll  sockets  installed  in  bathrooms, basements, 

garages  or  where  exposed  to  moisture  shall  be  made  of  non-metallic  and  non-conducting 
materials  such  as  porcelain  or  composition, and  if  controlled  by  a pull, chain, shall  be 
an  insulator  installed  on  such  chain. 

7.  All  sockets  installed  in  show  windows  shall  be  of  the  porcelain  or 

composition  type. 

8;  Panels — both  Light  and  Power  shall  be  of  the  Dead  front  type. 

9;  Conduit.  Only  white  or  galvanized  conduit  shall  be  provided  in  filling 

station  ”rork  as  well  as  where  subject  to  moisture-fittings  likewise. 

10;  Power  Wiring: (a)  All  wiring  for  power (except  portable  equipment  supplied 

with  cord  hich  may  be  used  to  outlet  immediately  adjacent  thereto  and  for  fractional 
H.P.type  only) within  the  corporate  limits  of  the  City  of  Fort  Wayne  and  on  City  owned 
property  outside  of  the  City  of  Fort  Wayne  shall  be  installed  in  approved  metal  con- 
duit or  metal  raceway. 

(b) . Armoured  Cable (commonly  known  as  BX) shall  not  be  used  within  the  corporate 

limits  of  the  City  of  Fort  Wayne, except  in  a limited  way  and  by  special  permission  in 
writing . 

11.  Services-  Light  and  Power  y 

Shall  be  installed  with  rigid  conduit  or  metallic  electric  tubing  from  entrance  con- 
dulet  to  Distribution  Centers  of  all  buildings  or  structures  within  the  corporate 
limits  of  the  City  of  Fort  Wayne  or  City  owned  property  outside  of  the  City  of  Fort 
Wayne . 

Exception-Electric  Ranges  and  Water  Heaters 
Service  Entrance  Cable  may  be  used  in  up  to  four  apartment  dwellings  outside  of  the 
primary  and  secondary  fire  limits. 


12.  At  least  three  foot  of  wire  shall  be  provided  beyond  Entrance  Condulet. 

13.  Service  switches  shall  be  of  the  Safety  Enclosed  Type .Lighting  and  Heating 
installations  under  loo  ampere  shall  be  of  the  Dead  Front  Type. 

14 • Service  switches  for  Lighting, Ranges  and  Water  Heaters  shall  be  installed 

in  basement  when  practicable 

15.  Switch  and  Wire  Size  Lighting 

1-2  Circuits  30  amp. two  pole  with  2 No.  8 R.C.Vire 

3-6  Circuits  60  amp. three  pole  with  3 No. 6 R.C.Wire 

Over  500  square  feet  floor  area  in  residences  shall  be  60  amp. service. 

16.  Grounding: 

Rigid  Type  Ground  Fittings  shall  be  provided  when  connecting  ground  wire 
to  water  pipe  or  rod. 

Section  21.  Subsequent  Material. 

Where  materials  that  may  hereafter  come  upon  the  market  as  an  improvement 
over  certain  materials  that  may  be  referred  to  in  this  code  are  used, evidence  that 
such  materials  have  been  technically  anproved  and  received  recognition  generally  by 
architects  and  engineers  shall  Constitute  a prima  facie  case  of  compliance  with  the 
requirements  of  this  ordinance. 

Section  22.  Approved  Materials. 

No  electrical  materials, devices, appliances  or  equipment  shall  be  sold, used 
or  installed  in  the  City  of  Fort  Wayne, unless  they  are  in  conformity  with  the  provi- 
sions of  this  ordinance  and  the  Statutes  of  the  State  of  Indiana  and  unless  they  are 
in  conformity  with  approved  methods  of  construction  for  safety  to  life  and  property. 

Specific  Type  or  Class 

All  material, devices, appliances  and  equipment  which  conform  to  the  standards 
of  Underwriters  Laboratories , Inc ., as  approved  by  the  American  Standards  Association 
and  other  safety  Standards  approved  by  the  American  Standards  Association  shall  consti- 
tute a prima  facie. case  of  compliance  with  the  requirements  of  this  ordinance  in  that 
respect  excerit  where  such  materials , devices , appliances  and  equipment  have  been  dis- 
proved or  prohibited  for  installation  or  used  by  the  Statutes  of  the,  State  of  Indiana, 
or  by  orders  issued  under  the  authority  of  such  Statutes  or  by  this  ordinance .The 
maker's  nAme, trademark  or  other  identification  symbol  shall  be  placed  on  all  electrical 
material, devices, appliances  and  equipment  used  or  installed  pursuant  to  this  Ordinance. 
Section  23.  Liability  for  Damages. 

This  Ordinance  shall  not  be  construed  to  relieve  from  or  lessen  the  respon- 
sibility or  liability  of  any  person, firm  or  corporationovuiing, operating, controlling 
or  installing  any  electric  wiring, devices , appliances  or  equipment  for  damages  to 
person  or  property  caused  by  any  defect  therein, nor  shall  the  City  of  Fort  '"ayne  be 
held  assuming  any  such  liability  by  reason  of  the  inspection  authorized  herein  the 
certificate  of  approval  issued  as  herein  provided  or  the  license  and  certificate 
issued  as  herein  provided. 

23-a.  This  Ordinance  shall  not  apply  to  public  utility  incorporated  for  the 
transmission  of  intelligence  by  electricity , nor  to  those  performing  work  for  such 
public  utility  where  such  work  is  an  integral  part  of  the  plant  and  facilities  used 
by  the  public  utility  in  rendering  its  services  to  the  public. 

Section  24.  Penalty. 

Any  person, firm  or  corporation  who  shall  violate  any  of  the  provisions  of 
this  ordinance  shall  be  guilty  of  a misdemeanor  and  upon  conviction  thereof  shall  be 
punished  by  a fine  of  not  less  than  Five  Dollars ($5 . 00)  nor  more  than  Fifty  Dollars 
($50. 00), for  each  of fense , together  with  the  cost  of  prosecution  and  if  such  person, 
firm  or  corporation  is  the  holder  of  a license  of  any  class  provided  for  in  this  ordi- 
nance, such  conviction  shall  have  the  effect  of  suspending  said  license  until  it  shall 
have  been  reinstated  by  the  Board  of  Electrical  Examiners  upon  the  payment  of  a fee 
equal  to  the  renewal  fee  of  such  license. 

Section  25.  Validity. 

If  any  section, sub-section, sentence , clause  or  phrase  of  this  ordinance  is 
for  any  reason  held  to  be  unconstitutional  such  decision’ shall  not  affect  the  validity 
of  the  remaining  portions  of  this  ordinance .The  City  Council  of  the  City  of  Fort 
Wayne  hereby  declares  that  it  would  have  passed  this  Ordinance  and  each"  section, sub- 
section, sentence , clause  or  phrase  thereof , irrespective  of  the  fact  that  any  one  or 
more  sections , sub-sections , sentences , clauses  or  phrases  be  declared  unconstitutional. 
Section  26.  That  this  Ordinance  shall  be  in  full  force  and  effect  on  and  after  its 
passage, approval  by  the  Mayor  and  legal  publication. 

Walter  C Vetter. 

The  ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote.  (AYES 8)  (NAYS 0) 

WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of  Fort  Wayne , Indiana, at  a 
regular  meeting, held  on  the  25th  day  of  May, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  No. 1908. 

Geo. A. Dinnen, President . Leonard  H Ellenwood, City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  27th  day  of  May, 1937. 

Leonard  H Ellenwood, City  Clerk. 


Approved  this  27th  day  of  May, 1937. 

Harry  W Baals, Mayor. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED 
BY  LAW. 


GENERAL  ORDINANCE  NO. 1909 

AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered 
into  by  and  between  the  .'estinghouse  Electric  and  Manufacturing  Company, a Pennsyl- 
vania Corporation, and  the  City  of  Fort  Wayne, Indiana, by  and  through  its  Board  of 
Public  Works . 

WHEREAS, the  City  of  Fort  Wayne, by  and  through  its  Board  of  Public  Works, 
ana  ^estingb " 'se  Electric  and  Manufacturing  Comapny^a  Pennsylvania  Corporation* 

entered  into  a certain  contract  and  agreement  on  the  11th  day  of  May, 1937, by  which 
contract  the  '’estinghouse  Electric  and  Manufacturing  Company  agrees  to  furnish  and 
1 .o.b.Fort  ayne,  Indiana, Three  (3)Deion  Grid  Oil  Circuit  Breakers  and  auxil- 
iary equipment, One (1) Windlass  Tank  Lifter, One (l) Hand  closing  lever  and  Nine (9) 
Current  Transformers , which  contract  is  in  the  following  words  and  figures, to-wit: 

CONTRACT. 


THIS  AGREEMENT, Made  and  entered  into  this  11th  day  of  May, 1937, by  and  be- 
tween 'V ESTINGHOUSE  ELECTRIC  AND  MANUFACTURING  COMPANY , Pennsylvania  Corporation, State  - 
of  Pennsylvania, party  of  the  first  part, and  the  CITY  OF 'FORT  WAYNE, a municipal  corp- 
oration, County  of  Allen, State  of  Indiana, by  and  through  its  BOARD  OF  PUBLIC"  WORKS, 
party  of  the  second  part; 

’.TTNESSETH:That  the  party  of  the  first  part  covenants  and  agrees  to  fur- 
nish and  deliver  f. o.b.Fort  Wayne , Indiana, to  the  City  of  Fort  Wayne  the  following 
equipment , to-?/it : 

ITEM  QUANTITY  IDENTIFICATION  AND  DESCRIPTION  UNIT  TOTAL 

__ PRICE PRICE 

1 3 TypeNGO-l^Deion  Grid  Oil  Circuit 

Breakers  600  Ampere, 23  KV,3  pole, 

Single  Throw, Electrically  Operated, 

Electrically  and  Mechanically  Trip 
Free. Frame  Counted  for  Outdoor 

Service.  $2050.00  $6,150.00 


1A 

IB 

1C 


The  published  interrupting  capacity 
of  these  breakers  is  150,000  KVA  or 
4000  Arc  Amperes  at  23,000  rated  volts. 

The  5 second  rating  is  30,000  Amperes 
and  the  momentary  rating  is  40,000 
Amps. With  the  above  oil  circuit 
breaker  is  to  be  included ;- 

1 Structural  steel  supporting  frame. 

1 Set  of  standard  clamp  type  terminals. 

6 Condenser  type  bushings. 

1 Oil  Drain  valve  per  tank. 

1 Weatherproof  mechanism  housing  attached 

to  the  end  of  the  supporting  frame  and 
;vithin  which  will  be  mounted :- 
1 Control  Relay  panel  upon  which  will  be 
mounted  1 -Electrical  Trip  Free  Control 
Relay, 1 - 2 pole  single  throw, unfused 
knife  switch  and  the  necessary  terminals 
for  connecting  to  the  purchasers  control 
cable 

1 Volt  DC  Closing  Solenoid. 

1 Volt  DC  Shunt  Trip  Coil 

1 Type,,W,t  Rotary  Auxiliary  Switch-10  pole 

5 normally  open  and  5 normally  closed. 

1 Windlass  Tank  Lifter  66.50  66.50 

1 Hand  closing  lever  12.35  12.35 

9 Current  Transformers  47.00  423.00 


Total $6651.85 

The  Party  of  the  second  part  agrees  to  pay  the  party  of  the  first  part 
for  said  equipment  the  sum  of  Six  Thousand  Six  Hundred  Fifjsy-One  Dollars  and  Eighty- 
five  cents  ($6,651.85) 

The  party  of  the  first  part  agrees  to  deliver  said  equipment  to  the  party 
of  the  second  part  not  later  than  ten(lO)  weeks  after  the  within  contract  has  been 
passed  by  the  Common  Council  and  approved  by  the  Mayor  of  the  City  of  Fort  Wayne. 

It  is  understood  and  agreed  between  the  parties  that  the  party  of  the 
second  part  will  pay  for  said  equipment  in  the  following  manner, to-wit : 

1 .Sixty (60) per  cent  of  the  aforementioned  sale  price  at  the  time  said 
equipment  is  delivered  to  the  City  Light  and  Power  Plant  in  the  City  of  Fort  Wayne. 

2. The  remaining  Forty (40^j  per  cent  of  the  aforementioned  sale  price  at 
the  time  said  equipment  is  accepted  by  the  party  of  the  second  part, said  remaining 
Forty (40%)per  cent, however, to  be  paid  not  later  than  ninety (90) days  after  delivery  of 
said  equipment  at  the  City  Light  and  Power  Plant  of  the  City  of  Fort  Wayne.. 

It  is  specifically  understood  and  agreed  that  all  of  said  equipment  is  to 
conform  to  the  plans  and  specifications  now  on  file  in  the  office  of  the  Board  of 
Public  Works , City  of  Fort  Wayne, which  plans  and  specifications  by  reference  hereof 
are  made  a part  of  this  contract. 

This  contract, although  executed  on  behalf  of  the  City  by  its  Mayor  and  the 
Board  of  Public  Works, shall  not  be  binding  or  obligatory  upon  the  City  unless  and 
until  it  shall  have  first  been  approved  by  the  Common  Council  of  the  City, and  should 
the  Common  Council  of  the  City  fail  to  approve  the  same  within  sixty  days  after  the 
date  thereof, this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract, the  under- 
signed,each  for  himself , binds  itself, its  successors  and  assigns. 


IN  TESTIMONY  WHEREOF, The  foregoing  named  parties, hereunto  set  our  hands 
and  seals  on  the  day  and  year  first  above  written. 


CITY  OF  FORT  WAYNE, INDIANA 


ATTEST: 
CHAS . HESS 

SECRETARY 


BY:  H.  W.  BAALS  - MAY  OR 

BOARD  OF  PUBLIC  WORKS. 

ROBERT  G BEAMS CHAIRMAN 

A.  T.  ANDERS  ON 

J.H.  JOHNSON  


WESTINGHOUSE  ELECTRIC  AND 
MANUFACTURING  COMPANY 

APPROVED  AS  TO  LEGALITY 
AND  FORM: 

WALTER  £ HE LIKE 

CITY  ATTORNEY. 


NO1'', THEREFORE, BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAY NE , INDIANA : 

Section  1.  That  the  foregoing  contract  made  and  entered  into  on  the  11th  day  of 
May, 1937, by  and  between  the  City  of  Fort  Wayne, by  and  through  its  BOARD  OF  PUBLIC 
WORKS, and  WESTINGHOUSE  ELECTRIC  AND  MANUFACTURING  COMPANY, a Pennsylvania  Corporation, 
by  the  terms  of  which  contract  said  Company  agrees  to  furnish  and  deliver  f.o.b. 

Fort  Wayne, Indiana, Three (3)  Deion  Grid  Oil  Circuit  Breakers  and  auxiliary  equipment, 
One(l)  Windlass  Tank  Lif ter , One (l)  Hand  closing  lever  and  Nine (9)  Current  Trans- 
formers , which  contract  is  more  specifically  set  forth  in  the  Preamble  hereto, be  and 
the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  That  this  Ordinance  be  in  full  force  and  effect  from  and  afetr  its 
passage  and  approval  by  the  Mayor. 


BY: PETER  VANDEBUNT 

District  Sales  Representative 


Walter  C Vetter. 

The  ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed 
by  the  following  vote. 

(AYES 7)  (NAYS 0) 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED 
BY  LAW. 


WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  8th  day  of  June, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  No. 1909. 

Geo.A.Dinnen, President . Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  June, 1937. 

Leonard  H Ellenwood, City  Clerk. 


Approved  this  12th  day  of  June, 1937. 


H W Baals, May or. 


GENERAL  ORDINANCE  NO.  1910 


AN  ORDINANCE  changing  the  name  of  Spruce  Drive, a thoroughfare  located 
in  ild  ood  Park  oi  the  City  of  Fort  Wayne, Allen  County, Indiana, to  SoutQi  Washington 
Road . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, ALLEN 
COUNTY, INDIANA. 

Section  l.That  the  name  of  the  thoroughfare  known  as  Spruce  drive  located 
in  ild"'ood  Park  in  the  City  of  Fort  Wayne, be  and  hereby  is  changed  to  South 
Washington  Road. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


Harry  M McMillen. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by 
the  following  vote. 

(AYES 7)  (NAYS 0) 

WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of  Fort  Wayne,  Indiana, at  a 
regular  meeting, held  on  the  8th  day  of  June, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  Nfo.1910. 

Geo. A. Dinnen, President . Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  June, 1937 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  12th  day  of  June, 1937. 


H.  W.  Baals , Mayor . 


4 fa 


GENERAL  ORDINANCE  NO. 1911 
§ 


An  Ordinance  authorizing  the  Sale  of  certain  Park  Lands. 

Whereas, the  Board  of  Park  Commissioners  of  the  City  of  Fort  Wayne  adopted 
a resolution  expressing  Its  wish  and  desire  to  sell  certain  park  land  hereinafter  de- 
scribed and  has  caused  this  Ordinance  to  be  prepared  authorizing  such  sale, Therefore : 
Section  1.  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE  that  the 
sale  of  the  following  described  real  estate  situate  in  the  City  of  Fort  Wayne: 
Beginning  at  the  northwest  corner  of  Me  Culloch  Park  in  the  City  of  Fort  Wayne, Indiana, 
according  to  the  recorded  plot  thereof , which  point  also  is  the  southwest  corner  of 
property  now  owned  by  the  General  Electric  Company ; thence  in  a southwesterly  direction 
along  the  east  property  line  of  Braadway  a distance  of  45  feet; thence  in  a south- 
easterly direction  on  a line  parallel  to  the  north  property  line  of  Me  Culloch  Park 
a distance  of  300  feet; thence  on  a curve  to  the  right  whose  radius  is  30  feet, to  a 
point  75  feet  south  of  the  northeast  property  line  of  Me  Culloch  Park, said  curve  to  be 
tangent  to  each  line  it  connects ; thence  northeasterly  on  the  east  property  line  of 
Me  Culloch  Park  a distance  of  75  feet  to  the  northeast  corner  of  Me  Culloch  Park; 
thence  northwesterly  along  the  north  property  line  of  Me  Culloch  Park  a distance  of 
330  feet  to  the  point  of  beginning, be  and  the  same  is  hereby  authorized. 

Section  2.  That  the  City  Attorney  be  and  he  is  hereby  instructed  to  present  to  the 
Judge  of  the  Circuit  Court  of  Allen  County , Indiana  a proper  petition  or  proceeding 
for  the  appointment  of  disinterested  freeholders  as  by  law  provided  to  appraise  said 
real  estate  and  the  officers  of  said  City  are  hereby  authorized  to  sell  said  real 
estate  for  cash  for  not  less  than  the  amount  of  such  appraisement. 

Section  3.  That  the  Mayor  of  said  City  be  and  he  is  hereby  authorized  to  execute 
a proper  conveyance  for  said  real  estate  but  for  a consideration  not  less  than  the 
amount  of  said  appraisement . 

Section  4«  That  this  Ordihance  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor. 


Walter  C Vetter. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 


(AYES 8)  (NAYS 0)  . 

Council  then  adjourned. 


”E  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of  Fort  Wayne , Indiana, at  a 
regular  meeting  advanced , held  on  the  17th  day  of  June, 1937, by  a majority  vote  of 
all  members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 1911. 


Geo. A. Dinnen, President . Leonard  H Ellenwood, City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  17th  day  of  June, 1937. 

Leonard  H Ellenwood, City  Clerk. 


Approved  this  18th  day  of  June, 1937. 


H W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1912. 


AN  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered  into  by  and 
oe tween  the  City  of  Fort  Wayne, a municipal  corporation, by  and  through  its  Board  of 
ublic  or ks ,and  Standard  Sanitary  Manuf acturing  Company, an  Indiana  Corporation  of 
Allen  County , Indiana . 

HtREAS , the  City  01  Fort  i'ayne,  by  and  through  its  Board  of  Public  Works  and  the 
Standard  Sanitary  Manufacturing  Company, an  Indiana  Corporation,  entered  into  a certain 
contract  and  agreement  on  the  12th  day  of  July, 1937, by  which  said  contract  said 
Company  agrees  to  furnish  cast  iron  water  pipe  and  other. items  of  material, which 
contract  is  in  the  following  words  and  f igures ,to-wit : 


CONTRACT 


THIS  AGREEMENT, Made  and  entered  into  this  12th  day  of  July .1937. by  and 
between  the  CITY  OF  FORT  WAYNE, a municipal  corporation, by  and  through  its  BOARD  OF 
PUBLIC  'ORKS, hereinafter  referred  to  as  the”CITY”  and  the  STANDARD  SANITARY  MANUFAC* 
TURING  COMPANY, an  Indiana  Corporation, of  Allen  County , Indiana, hereinafter  referred 
to  as  the "COMPANY”  WITNESSETH: 

1 .The  Company  agrees  to  furnish  the  City  the  following  materials,  for  the 
amount  set  opposite  each  particular  type  of  material, to -wit : 

100  pcs. 1200*  in  12’  lengths  10”  class  "B"  bell  and 
spigot  cast  iron  water  pipe 


100  pcs.  1200’  in  12’  lengths  10”  class  ”B"  bell  and 
spigot  cast  iron  water  pipe. 

100  pcs.  1200’  in  12’  lengths  10”  class  "B"  bell  and 
spigot  cast  iron  water  pipe 
35  pcs.  420^  in  12’  lengths  10”  class  "B”  bell  and 
spigot  cast  iron  water  pipe 
t0  pcs.  600’  in  12’  lengths  6”  class  "B"  bell  and 
spigot  cast  iron  water  pipe 

1 12”  x 12”  x 10  Tee  all  bells 

2 10”  1/8  Bend 

1 10”  x 10”  x 10”  Tee  all  bells 

1 10”  1/16  Bend 

1 10”  x 10”  x 6”  All  Bells  (estimated) 

1 10”  x 6”  Reducer-bell  on  small  end 

12  6”  solid  plugs 

2 Std.Iron  body  gate  velvet , screwed  fitting 

250 # Dry  Jute 


$1,968.00 

1,968.00 

1,968.00 

688.80 

516.00 

25.75 

21.20 

20.70 

10.60 

20.70 

9.40 

8.88 

21.00 

22.50 

$7,269.53 


I 


I 


2.  The  City  agrees  to  pay  said  Company  the  sum  of  Seven  Thousand 
Tt-'o  Hundred  Sixty -Nine  Dollars  and  Fifty-three  cents  ($7,269.53)  as  herein  above 
specified  for  said  material  within  Ten(lO)  days  after  delivery  of  said  material  to 
said  City  f.o.b.  Fort  Wayne. 

3. It  is  understood  and  agreed  that  the  material  hereinbefore  referred 
to  shall  be  of  good  quality  and  workmanship. 

4-  This  contract  although  executed  on  behalf  of  the  City  of  Fort  Wayne 
by  its  Mayor  and  by  the  Board  of  Public  Works, shall  not  be  binding  or  obligatory  upon 
the  City  unless  and  until  it  shall  have  first  been  approved  by  the  Common  Council  of 
said  City, and  should  the  Common  Council  of  said  City  fail  to  approve  the  same  within 
Ninety (90)  days  after  the  date  hereof, this  contract  shall  become  and  be  wholly  void. 

To  each  of  the  conditions  and  stipulations  of  this  contract, the  under- 
signed,each  for  himself , binds  itself, its  successors  and  assigns. 

IN  ITNESS  .HEREOF,  e,the  foregoing  named  parties , hereunto  set  our 
hands  and  seals  on  the  day  and  year  first  above  written. 

CITY  OF  FORT  WAYNE 


I 


BY .H  W BAALS 

MAYOR 

ATTEST : 

BOARD  OF  PUBLIC  WORKS 
BY: ROBERT  G BEAMS 

CHAIRMAN 

C HAS. F. HESS 

A. T. ANDERS ON 

SECRETARY 


J.H. JOHNSON 
STANDARD  SANITARY  MFG .COMPANY 


APPROVED  AS  TO  LEGALITY 
AND  FORM 
WALTER  E HELMKE 


BY:  HENRY  W REED 
BY  W.C.U. KINNEY 


PRES. 

SECY. 


I 


CITY  ATTORNl'Y 


NOV'/, THEREFORE , BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF 
FORT  WAY NE , INDIANA : 

Section  1.  That  the  foregoing  contract  made  and  entered  into  on  the  12th  day  of 
July, 1937, by  and  between  the  City  of  Fort  Wayne  by  and  through  its  Board  of  Public 
Works, and  the  Standard  Sanitary  Manufacturing  Company, an  Indiana  Corporation, by  the 
terms  of  which  contract  said  Company  agrees  to  furnish  cast  iron  water  pipe  and  other 
items  of  material, vhich  contract  is  mors  specifically  set  forth  in  the  Preamble 
hereto, be  and  the  same  is  hereby  in  all  things  ratified  and  approved. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  ancroval  by  the  Mayor. 


Ben  F Bennett. 

The  Ordinance  was  read  the  first  time  in  full  and  on  motion  the  Ordinance  was  read 
the  second  time  by  its  title  and  a motion  to  suspend  the  rules  was  made  by  ’’yss, 
seconded  by  Bennett. Roll  call  on  suspension  of  rules  prevailed  and  was  carried  by 
following  vote.  

(AYES 8)  (NAYS 0) 

— — 

ihe  Ordinance  was  read  the  third  time  in  full  and  on  motion  "as  no-  nassed  by  the 
following  vote. 

(AYES 8)  (NAYS 0) 

WE  HEREBY  CERTIFY, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  13th  day  of  July, 1937, by  a majority  vote  of  all  members 
elect, did  nass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  N0.1912. 

Geo. A. Dinnen, President.  Leonard  H EllenT"ood,City  Clerk 


nresented  to  -theH/layor  for  approval  on  the  16th  day  of  July, 1937. 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  16th  day  of  July, 1937. 


H W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1913 


AN  ORDINANCE  fixing  the  tax  levy  for  City  purposes  for  the  year  1938, as  amended 
September  3,1937. 

Section  1.  Be  it  ordained  bybthe  Common  Council  of  the  City  of  Fort  Wayne, Indiana, 
that  a levy  of  sixty -five  cents  and  four  mills (.654)  upon  each  One  Hundred  Dollars  of  the 
assessed  valuation  of  all  property  within  the  corporate  limits  of  the  City  of  Fort  Wayne, 
Indiana, be  and  the  same  is  hereby  made  for  the  year  1938, same  to  be  divided  as  follows: 


General  Fund .464 

Sinking  Fund .055 

River  Improvement  and  Flood  Prevention .01 

Police  Pension  Fund .0105 

Firemen’s  Pension  Fund .0015 

Fort  Wayne  Art  School .002 

City  Plan  and  Zoning  Commission .003 

Aviation  Commission .008 

Park  General .055 

Park  Playgrounds .008 

Park  Tree  Preservation .007 

Park  Recreation .01 

North  Side  Track  Elevation .02 


TOTAL  LEVY .654 

Section  2.  That  there  shall  be  collected  from  each  male  inhabitant  liable  according 
to  law, a poll  tax  of  Two  Dollars ($2.00)  During  the  said  year  1938. 

Section  3.  That  all  taxes  shall  be  collected  in  semi-annual  installments. 

Section  4.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  approval  by  the  Mayor. 


Ben  F Bennett 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 


(AYES 8)  (NAYS 0) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
Special  meeting, held  on  the  3rd  day  of  September ,1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  NO.  1913 

G. A. Dinnen, President . Leonard  H Ellenwood,City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  9th  day  of  September, 1937 . 

Leonard  H Ellenwood,City  Clerk 


Approved  this  9th  day  of  September ,1937. 


H W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1914 


AN  ORDINANCE  giving  the  consent  and  approval  of  the  City  of  Fort  Wayne, Indiana,  to  the 
supplying  to  said  city  and  its  inhabitants  by  Northern  Indiana  Public  Service  Company  of  gas 
as  herein  provided, as  amended  September  14th, 1937. 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

WHEREAS, Northern  Indiana  Public  Service  Company, an  Indiana  Corporation, is  engaged  in 
rendering  gas  utility  service  in  Fort  Wayne, Indiana; and 

I WHEREAS, in  and  by  a certain  contract  dated  as  of  May  1,1937, between  Michigan  Gas 

Transmission  Corporation, a Delaware  corporation, and  said  Northern  Indiana  Public  Service 
Company , which  said  contract  has  been  approved  by  an  order  of  the  Public  Service  Commission 
for  the  State  of  Indiana, entered  in  Cause  No. 12745  under  date  of  August  5, 1937, said  Northern 
Indiana  Public  Service  Company  has  arranged  for  a supply  of  gas,exppeted  to  have  an  average 
heating  content  of  1014  British  thermal  units  percubic  foot, and  not  less  than  950  British 
thermal  units  per  cubic  foot  nor  exceeding  1060  British  thermal  units  per  cubic  foot;and 

I WHEREAS, under  certain  conditions  provided  in  and  by  said  contract, said  gas  will  be  avai 

lable  for  distribution  to  the  inhabitants  of  the  City  of  Fort  Wayne, Indiana, and  to  the  City 
of  Fort  Wrayne, Indiana; and, 

WHEREAS, it  is  for  the  best  interests  of  said  city  of  Fort  Wayne, Indiana, and  the  inhabi- 
tants thereof  that  said  gas  be  distributed  in  said  city, if  it  can  be  obtained  for  such 
distribution; 

NOW7, THEREFORE, be  it  ordained  by  the  common  council  of  the  City  of  Fort  Wayne, Allen 
County , Indiana ; 

Section  1.  That  the  consent  and  approval  of  the  Gity  of  Fort  Wayne  Indiana, be  and  it 
is  hereby  given  to  the  distribution  within  the  City  of  Fort  Wrayne, Indiana, and  the  inhabi- 
tants thereof, of  gas  obtained  or  produced  under  and  pursuant  to  the  aforesaid  contract 
dated  as  of  M^y  1,1937, or  gas  having  similar  heating  content  and  qualities , and  that  the 
schedule  of  the  rates  and  charges  covering  the  distribution  of  such  gas  shall  be  in  con- 
formity with  the  rules  and  regulations  of  the  Public  Service  Commission  of  the  state  of 
Indiana, as  now  provided  by  the  statutes  of  the  state  of  Indiana. 

« 

Section  2.  That  service  of  said  gas  within  the  city  of  Fort  Wayne, Indiana, by  said 
Northern  Indiana  Public  Service  Company  shall  commence  if  and  as  soon  as  practicable  after 
(a) the  consent  and  approval  of  the  other  municipalities  which  may  be  supplied  with  gsry  such 
gas, have  been  given  to  the  distribution  of  such  gas  therein; (b) the  Public  Service  Commission 
for  the  State  of  Indiana  has  approved  the  schedule  of  rates  and  charges  for  said  gas  utility 

■ service  in  the  said  City  of  Fort  Wayne, Indiana, and  each  and  all  of  said  other  municipalities 
and  (c)said  Michigan  Gas  Transmission  Corporation  has  commenced, under  said  contract  dated 
May  1,. 937, the  delivery  of  gas  to  Northern  Indiana  Public  Service  Company. 

Section  3.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  approval  by  the  Mayor. 


Arno  C Spiegel. 

Frank  A Wyss. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 


(AYES 8)  (NAYS 0) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  14th  day  of  September  1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as, 

GENERAL  ORDINANCE, NO. 1914 

G A Dinnen, President.  Leonard  H Ellenwood,City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  16th  day  of  September  1937 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  16th  day  of  September, 1937. 


H W Baals, May or. 


GENERAL  ORDINANCE  NO. 191 5 


AN  ORDINANCE  amending  Section  One  of  General  Ordinance  Number  1455, the  same  being 
An  Ordinance  amending  Section  One  of  General  Ordinance  Kumber  1136^ the  same  being ^An 
Ordinance  Amending  Sections  3,8  and  26  of  General  Ordinance  Number  872, and  Amending 

Febru°ry  1221929)3  °f  General  0rdinance  Number  1083” . (Passed  April  24,1923  and  as  amended 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Section  l.That  Section  One  of  General  Ordinance  Number  1136  as  above  described  and  as 
amended  by  General  Ordinance  Number  1455, as  above  described, be  amended  to  read  as  follows, 
to-wit:  * 

^Section  3. All  articles  intended  and  held  for  sale  on  said  farmers ’and  producers’ 
retail  market  may  be  offered  for  sale  on  Tuesday , Thursday  and  Saturday  of  each  week  between 
the  hours  of  5 o’clock  a.m.  and  12  o’clock  noon  and  on  Wednesday  and  Friday  of  each  week 
from  April  1st  to  October  1st  between  the  hours  of  4 o’clock  p.m.  and  10  o’clock. ,p.m. , 
and  from  October  1st  to  April  1st  between  the  hours  of  4 o’clock  p.m.  and  9 o’clock  p.m., 
and  said  hours  of  opening  and  closing  the  market  to  be  governed  by  the  prevailing  time 
then  in  existence  during  the  periods  hereinbefore  set  out, and  at  no  other  days  nor  at  any 
other  hours, and  it  sahll  be  unlawful  for  any  person, firm  or  corporation  to  sell  or  offer 
for  sale  on  said  market  any  article  of  any  kind  or  character  except  on  said  days  and  during 
said  hours  respectively. 

For  the  purpose  of  preparing  for  the  opening  of  market, the  annual  or  daily  renter  of 
any  stall  or  stand  may  place  a vehicle  from  which  said  sales  are  conducted  in  place  at  the 
stall  or  stand  so  rented  by  him  within  the  half  hour  preceding  the  hour  prescribed  herein 
for  the  opening  of  the  market  and  for  the  purpose  of  cleaning  his  stall  or  stand  and  removin 
g unsold  commodities  he  shall  be  permitted  to  allow  his  said  vehicle  to  remain  in  place  at 
such  stand  or  stall  during  the  half  hour  immediately  following  the  hour  designated  herein 
for  the  closing  of  the  market.lt  shall  be  unlawful, except  as  herein  provided, for  any  annual 
or  daily  renter  of  any  stall  or  stand  to  have  any  vehicle, from  which  he  sells, intends  to 
sell, or  has  sold  any  commodities  on  such  market, on  said  market  place  in  any  manner  contrary 
to  the  ordinance  of  the  city  regulating  the  parking  of  such  vehicles  generally.” 

Section2.  That  this  ordinance  shall  be  in  full  force  and  take  effect  on  and  after  its 
passage  and  approval  by  the  Mayor  and  its  legal  publication. 


Charles  E Moellering 


The  ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 


(AYES 8)  (NAYS 0) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  14th  day  of  September ,1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as, 

GENERAL  ORDINANCE, NO. 1915 . 

G A Dinnen, President,  Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  16th  day  of  September ,1937 . 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  16th  day  of  September, 1937. 


H W Baals, Mayor. 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


GENERAL  ORDINANCE  NO. 1916 

AN  ORDINANCE  changing  and  amending  the  symbols  and  indications  of  a part  of  Section  5 of  the 
map, which  is  part  of  General  Ordinance  No.  1436, the  same  being  TTAn  Ordinance  establishing  a 
zoning  plan  for  the  City  of  Fort  Wayne  to  regulate  and  restrict  the  height , area, bulk  and  use 
of  buildings; to  regulate  and  determine  the  area  of  courts, yards  and  other  open  spaces; to  reg 
ulate  and  limit  the  use  and  intensity  of  use  of  land; to  classify  and  regulate  the  location 
of  trades, callings, industries, commercial  enterprises  and  the  location  of  buildings  designed 
for  specific  uses;to  establish  building  lines;and  ro  such  purposes  to  divide  the  city  into 
districts; to  provide  for  administration  and  for  penalties  for  the  violation  of  its  provisions 
ga  authorizing  the  creation  of  a board  of  zoning  appeals  and  providing  for  review  of  the  decis- 

I ions  of  such  board  by  the  court. This  ordinance, and  ordinances  supplemental  or  amendatory 
■ thereto, shall  be  known  as  the  Zoning  Ordinance  of  Fort  Wayhe,as  amended  this  13th  day  of 

November ,1928" . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Section  1.  That  the  symbols  and  indications  of  Section  5 of  the  map  which  is  a part  of  Gen- 
eral Ordinance  No. 1436, be  changed  from  those  of  a nBn  District  to  those  of  a nCTT  District  on 
the  lots  and  properties  described  as  follows, to-wit: 

II  Lots  Four  (4)  ,Five(5)  ,Six(6)  ,Seven(7)  ,part  of  lots  Eight  (3)  , Nine  (9)  , and  Ten(l$)),and  lots 
Eleven(ll) and  Twelve (l2)Siemon’s  Addition  to  the  City  of  Fort  Wayne, Allen  County , Indiana, and 
bounded  on  the  North  by  East  Pontiac  Street, on  the  East  by  Jane  Street, on  the  South  by  an 
alley, which  is  the  first  alley  South  of  Pontiac  Street  and  on  the  West  by  Lots  One(l),Two 
(2), and  Three  (3)Siemon’s  Addition, running  One  Hundred  Fifty  (150)  feet  from  South  Calhoun 
Street  to  and  adjoining  Lot  Four (4)  of  Siemon's  Addition  to  the  City  of  Fort  WaynegjAllen 
County , Indiana . 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its  passage 
and  approval  by  the  Mayor. 


' Charles  E Moellering. 

, The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed 
*•  by  the  following  vote. 

(AYES 7)  (NAYS 0 ) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  28th  day  of  September, .937, by  a mojority  vote  of  all 
members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 191 6. 

George  Dinnen, President . Leonard  H Ellenwood,City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  October, 1937. 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  11th  day  of  October ,1937. 


Haryy  W. Baals .Mayor . 


general  ORDINANCE  NO, 1917. 


AN  ORDINANCE  regulating  traffic  upon  the  public  streets  of  the  City  of  Fort  Wayne, India 

no.  • * j 


BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 


Section  1.  It  shall  be  unlawful  for  any  driver  or  owner  of  any  vehicle  to  drive  said  h 
vehicle  on  Maiden  Lane  from  Peral  Street  to  Berry  Street  except  in  a Southerly  directi 


Section  2.  It  shall  be  unlawful  for  any  driver  or  owner  of  any  vehicle, as  said  vehicle 
is  being  driven  in  a southerly  direction  on  Maiden  Lane, to  make  a left  turn  at  the 
intersection  of  Berry  Street  and  Maiden  Lane. 


Section  3.  Any  person, firm  or  corporation  violating  any  of  the  provisions  of  this  ord 
Do^i1arsShall,UP°n  Conv^ct^on,1:)e  ^inec*  in  a sura  not  to  exceed  Three  Hundred  ($300.00) 


^ecuion  4«  j-hat  this  Ordinance  shall  be  in  full  force  and  take  effect  from  and  after 
its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 

Walter  C Vetter. 


The  Ordinance  was  read  in  full  the  third  time  and  on  motion  was  now  passed  by 
the  following  vote. 


(AYES 7)  (NAYS 0 ) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


"'e  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  28th  day  of  September, 1937, by  a majority  votte  of  all 
members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  No. 1917. 

George  A Dinnen, President . Leonard  H Ellenwood,City  Clerk. 


Presented  to  the  Mayor  for  approval  on  the  11th  day  of  October, 1937. 

Leonard  H Ellenwood,City  Clerk. 


Approved  this  11th  day  of  October, 1937. 


Harry  W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1918. 


AN  ORDINANCE  regulating  traffic  upon  the  public  streets  the  City  of  Fort  Wayne, 

Indiana . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Section  1.  It  shall  be  unlawful  for  any  driver  or  owner  of  any  vehicle  to  stop  or 
park, or  allow  or  permit  said  vehicle  to  stop  or  park  on  the  West  side  of  Clinton  Stree 
between  the  North  right  of  way  of  the  New  York, Chicago  and  St. Louis  Railroad  Company 
and  the  South  side  of  Superior  Street. 

Section  2.  It  shall  be  unlawful  for  any  driver  or  owner  of  any  vehicle  to  park 
such  vehicle  between  the  hours  of  7:00  o’clock  A.M.  and  6:00  o’clock  P.M., longer  than 
one  hour  in  any  two  hours  on  Clinton  Street  between  the  South  line  of  Jefferson  St. 
and  the  North  line  of  Lewis  Street. 

Section  3.  Any  person, firm  or  corporation  violating  any  of  the  provisions  of  this 
ordinance  shall, upon  conviction, be  fined  in  a sum  not  to  exceed  Three  Hundred ($300.00) 
Dollars . 

Section  4*  That  this  ordinance  shall  be  in  full  force  and  take  effect  from  and 
after  its  passage  and  approval  by  the  Mayor  and  its  legal  publication. 


Harry  McMillen 

The  Ordinace  was  read  the  third  time  in  full  and  on  motion  was  no w passed  by 
the  following  vote. 

(AYES 7)  (NAYS 0 ) 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Y/ayne, Indiana, at  a 
regular  meeting, held  on  the  28th  day  of  September, 1937, by  a majority  vote  of  all 
members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  NO. 1913. 

George  A Dinnen, President . LeonardcH  Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  11th  day  of  October  1937. 

Leonard  H Ellenwood,City  Clerk 

Approved  this  11th  day  of  October ,L937 . 


Harry  W Baals, Mayor. 


GENERAL  ORDINANCE  NO. 1919 


AN  ORDINANCE  authorizing  the  Board  of  Public  Safety  to  sell  a quantity  of  old  scrap 
metal  consisting  of  metal  borings, and  brass  couplings , located  at  number  #1  Engine  House 
in  the  City  of  Fort  Wayne, Indiana. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA. 

Section  1.  That  the  Board  of  Public  Safety  be  and  hereby  is  authorized  to  sell  a 
quantity  of  old  scrap  metal  consisting  of  metal  borings  and  brass  couplings, the  same 
being  obsolete  and  located  at  Number  One  Engine  House  in  the  City  of  Fort  Wayne, Indiana, 
the  value  being  less  than  One  Hundred ($100.00)  Dollars. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  ana  approval  by  the  Mayor. 

Charles  E Moeelering. 

THE  ORDINANCE  ’ rAS  READ  THE  THIRD  TIME  IN  FULL  AND  ON  MOTION  WAS  NOV/  PASSED  BY  THE 
FOLLOWING  VOTE. 


(AYES 


8 ) NAYS 


0 ) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
Regular  meeting, held  on  the  12th  day  of  October ,193V, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 

GENERAL  ORDINANCE  NO.  1919. 


G.A.Dinnen. 

President. 


Leonard  H Ellenwood 
City  Clerk 


Presented  to  the  Mayor  for  approval  on  the  18th  day  of  October  1937. 


Leonard  Ii  Ellenwood. 
City  Clerk 


Approved  this  19th  day  of  October, 1937. 


Harry  W Baals. 


Mayor . 


So  3 


GENERAL  ORDINANCE  NO.  1920. 

AN  ORDINANCE  authorizing  the  Board  of  Public  Works  to  sell  Three (3)Ton  of  scrap 
copper , One (l) Ton  lead  cable  and  One (l) Ton  old  iron  belonging  to  the  Light  Construction 
Department,  of  the  City  Light  and  Power  Works  of  the  City  of  Fort  Wayne, Indiana, as 
amended  this  26th  day  of  October ,193V/ 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 

Section  1.  That  the  Board  of  Public  Works  be  and  hereby  is  authorized  to  sell  the 
folio wing, to-wit : 


(3)  Tons  of  scrap  copper, 
1 ) Ton  of  Lead  Cable 


Three 
One  ( 1 
One  (l)  Ton  Old  Iron 


And  that  said  Board  of  'Works, through  the  City  Attorney , file  in  the  Circuit  Court  a 
petition  for  appointment  of  appraisers  to  appraise  this  property, and  that  the  Board  of 
’Works  sell  said  personal  property  to  the  highest  bidders  after  receiving  sealed  bids 
and  not  for  less  than  the  appraisal  value. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after 
its  passage  and  approval  by  the  Mayor. 

Arno  C Spiegel. 

THE  ORDINANCE  WAS  READ  THE  THIRD  TIME  IN  FULL  AND  ON  MOTION  WAS  NOW  PASSED  BY  THE 
FOLLOWING  VOTE. 

(AYES 8 ) (NAYS 0 ) . 


’"e  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
Regular  meeting, held  on  the  26th  day  of  October, 1937, by  a majority  vote  of  all  memeiabers 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO.  1920. 


G.A.Dirinen. 
President . 


Leonard  H Ellenwood 
City  Clerk. 


’resented  to  the  Mayor  for  approval  on  the  1st  day  of  November , 1937 


Approved  this  1st  day  of  November , 1937 . 


Leonard  H Ellenwood , 
City  Clerk. 


Harry  W Baals . 
Mayor . 


So  4 


GENERAL  ORDINANCE  NO.  1921 


An  ordinance  amending  section  8 of  General  Ordinance  No  1660  passed  by  the  Common 
Council  of  the  City  of  Fort  ay ne, Indiana, on  April  12th, 1932, as  amended  by  General  Ordi- 
nance No  1727  passed  by  the  Common  Council  of  the  City  of  Fort  Wayne, on  April  25th, 1933, 
and  as  amended  by  General  Ordinance  No. 1854  passed  by  the  Common  Council  of  the  City  of 
Fort  Wayne  on  November  26th, 1935, as  amended  the  26th  of  October  1937. 

BE  IT  ORDAINED  by  the  Common  Council  of  the  City  of  Fort  Wayne: 

Sec. 1. That  section  8 of  General  Ordinance  No . 1660, passed  by  the  Common  Council  of  the 
City  of  Fort . 'rayne,on  April  12th, 1932, as  amended  by  General  Ordinance  No. 1727  passed  by  the 
Common  Council  of  the  City  of  Fort  Wayne, on  April  2 5th, 1933* and  as  amended  by  General 
Ordinance  No. 1854  massed  by  the  Common  Council  of  the  City  of  Fort  Wayne  on  November  26th, 
1935, be  amended  to  read  as  follows: 

Sec . 8 .Taximeters , Rates  and  Governors, and  number  of  passengers. 

(a)  __Each  Taxicab  for  the  operation  of  which  a permit  shall  be  granted  within  30  days 
^thirty ) f rom  the  time  of  taking  effect  of  this  ordinance  be  equipped  with  a taximeter  and 
no  vehicle  shall  be  operated  as  a taxicab  in  the  City  of  Fort  Wayne  unless  so  equipped. 

No  taximeter  shall  be  used  on  any  taxicab  '<'hich  shall  be  in  such  condition  as  to  be  more  • 
than  five  percent (5%) incorrect .The  Board  of  Public  Safety  of  the  City  of  Fort  Wayne  shall 
prescribe  rules  and  regulations  governing  the  installation, use  and  testing  of  taximeters 
and  the  Inspector  of  "’eights  and  Measures  of  said  City  shall  inspect  and  examine  such 
taximeters .After  sundown  and  until  sunrise  the  face  of  every  taximeter  shall  be  illuminated 
by  a suitable  light  so  arranged  as  to  throw  a steady  light  thereon. 

. <b).  The  following  rates  shall  be  charged  for  the  carrying  of  passengers  by  taxicabs 
in  the  City  of  Fort  '"ayne. 

For  the  first  f our (4)miles ,or  any  fraction  thereof, not  less  nor  more  than  thirty 
(30)  cents. 

For  each  additional  one-half  (-|)  mile,  or  fraction  thereof, not  more  than  Ten(lO)  cents . 

Waiting  time  shall  include  the  time  when  the  taxicab  is  not  in  motion, beginning  with 
the  arrival  at  the  palce  to  which  it  has  been  called, or  time  consumed  while  standing, at  the 
direction  of  a passenger  but  no  charge  shall  be  made  for  time  lost  for  inefficiency  of  the 
taxicab  or  its  operator  or  time  consumed  by  a premature  response  to  a call,  or  for  traffic 
delays . 

Any  number  ofi  passengers  not  exceeding  three  shall  be  carried  from  the  same  point  of 
origin  to  the  same  destination  for  one  fare, and  for  each  passenger  in  excess  of  three (3) 
an  additional  fare  shall  be  charged  and  collected  at  the  rate  of  f if teen(l5) cents  per 
passenger ; provided  that  in  all  cases  where  three (3) or  more  passengers  shall  be  carried  from 
a point  of  origin  within  the  City  limits  to  a destination  outside  the  City  limits, or  from  a 
point  of  origin  outside  the  City  limits  to  a destination  within  the  City  limits, there  shall 
be  charged  an  extra  service  charge  of  twenty-five (25) cents  for  such  trip; provided  further 
that  the  number  of  taxicabs  to  be  licensed  under  this  ordinance  for  operation  as  such 
within  the  City  of  Fort  VTayne  shall  at  no  time  exceed  one  taxicab  for  each  two  thousand 
(2,000) inhabitants  within  the  said  City  of  Fort  Wayne. 

No  passenger  shall  be  admitted  to  any  one  taxicab  when  the  same  is  occupied  or  in  the 
service  of  a passenger  or  passengers. 

It  shall  be  unlawful  for  any  person, firm  or  corporation  owning, operating  or  controll 
ing  the  operation  of  any  taxicab  to  charge  or  collect  a lesser  or  greater  fare  than  that 
hereby  prescf ibed.Each  taxicab  shall  have  posted  in  a conspicuous  place, in  letters  of  legib 
le  sise.a  schedule  of  the  rates  of  fare  provided  for  by  this  ordinance. 

(c)  .”rithin  thirty  (30) days  after  the  taking  effect  of  this  ordinance  it  shall  be  unlaw 
ful  for  any  person, firm  or  corporation  to  operate  any  taxicab  in  the  City  of  Fort  Wayne, 
unless  such  taxicab  shall  be  equipped  with  a governor  so  regulated  and  affixed  to  such  taxi 
cab  as  to  effectively  prevent  such  taxicab  from  being  driven  at  a greater  speed  than  thirty 
(30) miles  per  hour  and  it  is  hereby  made  the  duty  of  every  owner  and  operator  of  every  such 
taxicab  to  keep  such  governor  in  good  working  order  at  all  times  that  such  taxicab  is  being 
operated.lt  shall  be  unlawful  for  any  person  to  tamper  with  any  such  governor  so  as  tp  pre- 
vent such  governor  from  effectively  limiting  the  speed  of  any  such  taxicab  to  thirty  ( 30  ) 
miles  per  hour. 

Section  2. This  Ordinance  shall  be  in  full  force  and  effect  from  and  afeter  its  passage 
and  approval  by  the  Mayor  and  legal  publication. 

G.A.Dinnen. 

THE  ORDINANCE  ’''AS  READ  THE  THIRD  TIME  IN  FULL  AND  ON  MOTION  WAS  NOW  PASSED  BYBTHE 
FOLLOWING  VOTE.  (AYES 8 ) (NAYS 0) 

We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne , Indiana, at  a 
regular  meeting, held  on  the  26th  day  of  October, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO.  1921. 

G.A.Dinnen. President  Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  1st  day  of  November, 1937 . 

Leonard  H Ellenwood,City  Clerk. 

Approved  this  1st  day  of  November, 1937. 

Harry  W Baals,  Mayor. 

THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


GENERAL  ORDINANCE  NO.  1922 


''.o  S' 


S'o 


AN  ORDINANCE  authorizing  the  Board  of  Public  Health  of  the  City  of  Fort  '"ayne  to  transfia? 
the  sum  of  $600.00  from  item  303  to  item  306  of  the  Budget  and  the  sun  of  &835-00  from 
item  304  to  item  306  of  the  Budget; and  authorizing  the  Board  of  Public  Safety  of  the  City 
of  Fort  Wayne  to  transfer  the  sum  of  $170.00  from  item  201, the  sum  of  $50.00  from  item  209 
and  the  sum  of  $100.00  from  item  211  and  the  sum  of  $50.00  from  item  219, making  a total 
transfer  of  $370.00  to  item  221  of  the  Budget  and  the  sum  of  $100.00  from  item  252, the  sum 
of  $600.00  from  item  21)6, and  the  sum  of  $50.00  from  item  254>m&k:ing  a total  transfer  of  the 
sum  of  $750.00  to  item  251  of  the  Budget. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA 

Section  1.  That  the  Board  of  Public  Health  of  the  City  of  Fort  Wayne  is  hereby  authorized 
to  transfer  the  sum  of  $600.00  from  item  303-Prevention  and  Suppression  of  Diseases  to 
item  306-Maintenance  of  Automobiles  and  Equipment, and  the  sum  of  $835.00  from  item  304- 
Pay  of  Inspectors  to  item  306-Maintenances  of  Automobiles  and  Equipment. 

Section  2.  That  the  Board  of  Public  Safety  of  the  City  of  Fort  Payne  be  and  is  hereby 
authorized  to  transfer  the  sum  of  $170.00  from  item  201, Salary  of  Clerk, the  sum  of  $50.00 
from  item  209-Weighmaster ’ s office  expenses  and  supplies, the  sum  of  $100.00  from  item  211- 
Repairs  and  upkeep  of  market  house, and  the  sum  of  $50.00  from  item  219-?olice  Department*- 
Feeding  Prisoners, making  a total  amount  of  $370.00  to  item  221-Police  Department-New 
equipment, and  the  sum  of  $100.00  from  item  252-Maintenance  and  operation  of  equipment, 
the  sum  of  $600.00  from  item  256-Repairs  and  maintenance  of  buildings , and  the  sum  of  $50.00 
from  item  254-Nire  department , Miscellaneous  expense, making  a total  transfer  of  $750.00 
to  item  251, Equipment-Repairs, including  replacements . 

Section  3.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  approval  by  the  Mayor. 

Approved  by  me  tis  9th  day  of  November , 1937 
Louis  F Grosby. 

City  Comptroller.  Harry  M McMilien 

The  ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 

(NAYS 0 ) ( HIES 8 ) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  23rd  day  of  November, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as, 

GENERAL  ORDINANCE  NO. 1922. 

G A Dinnen, President.  LeonardcH  Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  November, 1937. 

Leonard  H Ellen1, vood, City  Clerk. 

Approved  this  24th  day  of  November, 1937 . 


Mayor . 


Harry  W Baals. 


GENERAL  ORDINANCE  NO. 1923- 


An  Ordinance  supplementing  General  Ordinance  No. 1436, and  the  same  being,"An  Ordinance 
establishing  a zoning  plan  for  the  City  of  Fort  ’"ayne;to  regulate  and  restrict  the  height, 
area, bulk  and  use  of  buildingsjto  regulate  and  determine  the  area  of  courts, yards  and  other 
open  spaces;to  regulate  the  location  of  trades, callings, industries, commercial  enterprises 
and^  location  of  buildings  designed  for  specified  uses;to  establish  building  lines;and  for 
such  purposes  to  divide  the  city  into  districts, to  provide  for  administration  and  for  penal 
ties  for  the  violation  of  its  provisions  authorizing  the  creation  of  a board  of  zoning 
aopeals  and  providing  for  review  of  the  decisions  of  such  board  by  the  court. This  Ordinance 
ana  orain&nces  supplemental  or  amendatory  thereto  shall  be  known  as  the  Zoning  Ordinance 
of  Fort  ' ayne  passed  November  13th, 1928. 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANS: 

Section  1.  That  the  symbols  and  indications  of  Section  5 of  the  map  which  is  a part  of 
General  Ordinance  No. 1436, be  and  they  are  hereby  changed  and  amended  from  those  of  an 
T,jir  District  to  those  of  a "B”  district  on  the  lots  bounded  by  Francis  Street  on  the  west; 
by  the  first  alley  north  of  Eliza  Street  on  the  North;by  Chute  Street  on  the  east;and  by 
the  first  alley  south  of  Eliza  Street  on  the  south; And  that  said  territory  is  hereby  es- 
tablished as, and  declared  to  be,a”B"  District. 

Section  2.  That  this  Ordinance  shall  be  supplemental  and  amendatory  to  Ordinance  1436 
known  as  the  Zoning  Ordinance  of  the  City  of  Fort  May ne, Indiana, passed  November  13,1928. 

All  Provisions, requirements, restrictions, and  penalties  of  said  Ordinance  1436  shall  be  a 
part  of  this  Ordinance  and  this  Ordinance  shall  be  a part  of  Ordinance  1436. 

Section  3.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its  passage 
and  approval  by  the  Mayor  and  legal  publication. 

Charles  E Moellering. 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
follov ing  vote. 

(AYES 8 ) (NAYS —0  ) 

e Hereby  Certify,  That  the  Common  Council  of  the  City  of  Fort  ,rrayne , Indiana, at  a 
regular  meeting, held  on  the  23  day  of  November ,1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO.  1923- 

G.A. Dinnen, President . Leonard  H Ellenwood,City  Clerk. 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  November, 1937. 

Leonard  II  Ellenwood,City  Clerk. 


Approved  this  24th  day  of  November , 1937 . 


Harry  W Baals, 

Mayor . 


THIS  ORDINANCE  HASS  BEEN  DULY  PUBLISHED  IN  BOOK  AND  PAMPHLET  FORM  AS  REQUIRED  BY  LAW. 


GENERAL  ORDINANCE  NO. 1924- 


An  Ordinance  changing  and  amending  the  symbols  and  indications  of  a part  of  Section 
5 of  the  map, which  is  part  of  General  Ordinance  No. 1436,  the  same  being, "An  Ordinance  es- 
tablishing a zoning  nlan  for  the  City  of  Fort  '"ay ne  to  regulate  and  restrict  heights , area, 
bulk  and  use  of  buildings; to  regulate  and  determine  the  area  of  courts, yards  and  other 
open  spaces;to  regulate  and  limit  the  use  and  intensity  of  use  of  land;to  classify  and 
regulate  the  location  of  trades, callings, indus tries, commercial  enterprises  and  the  location 
of  buildings  designed  for  specified  uses;to  establish  building  lines;and  for  such  purposes 
to  divide  the  city  into  districts;to  provide  for  administration  and  for  penalties  for  the 
violation  of  its  provisions; authorizing  the  creation  of  a board  of  zoning  appeals  and 
providing  for  review  of  the  decisions  of  such  board  by  the  Court. This  ordinance, and  ordi- 
nances supplemental  or  amendatory , thereto  shall  be  known  as  the  Zoning  Ordinance  of  Fort 
'rayne,as  amended  this  13th  day  of  November,  1928. ” 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  'CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  symbols  and  indications  of  Section  5 of  the  map  which  is  a part  of 
General  Ordinance  No.  1436  be  changed  from  those  of  a TTB”  district  to  those  of  an”C’'  distric 
t on  the  lots  and  properties  described  as  follows, to-wit : 

The  South  73.7  feet  of  lot  No. 486, the  South  77  feet  of  lot  No. 485, and  the  South  50  feet 
of  lots  484  an<3  483  in  Hamilton’s  Fourth  Addition  to  the  City  of  Fort  Wayne, Allen  County, 
Indiana, and  bounded  on  the  south  by  East  Pontiac  Street  and  on  the  East  by  South  Clinton 
Street, and  on  the  west  by  lots  No. 488  and  489  Hamilton’s  Fourth  Addition  to  the  City  of 
Fort  Wayne, Allen  County , Indiana. 

Section  2.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its 
passage  and  approval  by  the  Mayor. 


Charles  E Moellering. 

The  Ordinance  was  read  the  third  time  in  full  and  on  motion  ’was  now  passed  by  the 
following  vote. 

(AYES 7 ) (NAYS 1 ) 


'e  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  23rd  day  of  November, 1937, by  a majority  vote  of  all  members 
elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 1924 

G. A. Dinnen, President.  Leonard  H Ellenwood,City  Clerk 

Presented  to  the  Mayor  for  approval  on  the  24th  day  of  November, 1937. 

Leonard  H Ellen”’ood,City  Clerk. 


Approved  this  2.4th  day  of  November,  1937. 


Harry  Y7  Baals . 


Mayor . 


fog 


GhlsERAi.  ORDINANCE  NO.  1925. 

AK  ORDINANCE  ratifying  and  approving  a certain  contract  and  agreement  made  and  entered  into 
by  and  between  INTERNATIONAL  HARVESTER  COMPANY, INC . , AN  Illinois  Corporation, and  the  City 
of  Fort  Wayne, by  and  through  its  BOARD  OE  PUBLIC  SAFETY. 

"TIEREASjOn  the  14th  day  of  December, 1937, the  INTERNATIONAL  HARVESTER  COMPANY , INC ., AN 
Illinois  Corporation, entered  into  a certain  contract  and  agreement  with  the  City  of  Fort 
Wayne, by  and  through  its  BOARD  OF  PUBLIC  SAFETY, for  the  sale  of  One (l) 1000  gallon  Pumper, 
according  to  specifications  now  on  file  in  the  office  of  the  Board  of  Public  Safety, and  as 
more  specifically  set  out  in  said  contract, to-wit: 


CONTRACT. 

THIS  AGREEMENT, Made  and  entered  Into  this  14th  day  of  December, 1937, by  and  between 
INT  RKATIONAL  HARVESTER  COMPANY , INC ., an  Illinois  Corporation, Party  of  the  First  Part, and 
the  City  of  FORT  1 AYNE, County  of  Allen, State  of  Indiana, by  and  through  its  BOARD  OF  PUBLIC 
SAFETY, Party  of  the  Second  Part , WITNESSTH : 

The  party  of  the  first  part  covenants  and  agrees  to  furnish  and  pay  for  all  labor, mat- 
erials , apparatus  and  tools  required  for  the  furnishing, delivery  and  erection, where  erection 
is  specified, of  the  apparatus,or  required  for  the  construction  of  the  work, of  the  following 
named  equipment , to-wit : 

One  (l)lOOO  gallon  pumper  for  use  in  the  Fire  Department  of  the  City  of  Fort  Wayne,  Ind- 
iana, all  of  which  apparatus  and  work  is  to  be  in  accordance  with  the  specifications  and  pla 
ns  on  file  in  the  office  of  the  Board  of  Public  Safety  of  the  City  of'  Fort  Wayne , Indiana, 
and  all  of  which  plans , specif ications  and  proposals  are  made  a part  of  this  contract  as 
fully  and  effectually  as  if  copied  herein  at  full  length, for  and  in  consideration  of  the 
payment  by  the  party  of  the  second  part  as  follows , to-wit : 

SEVEN  THOUSAND  FIFTY  ($7,050.00)  DOLLARS. 

That  the  party  of  the  first  part  agrees  to  complete  the  contract  within  sixty  (60) 
calendar  days  after  date  of  this  contract  and  approval  of  the  same  by  the  Common  Council 
of  the  City  of  Fort  Wayne, Indiana. 

That  the  said  party  of  the  first  part  agrees  to  pay  and  to  require  of  his  sub-con 
tractors  that  they  pay, wage  rates  on  the  work  covered  by  this  contract  which  shall  not  be 
less  than  the  prescribed  scale  of  wages  as  determined  pursuant  to  the  provisions  of  Chap- 
ter 319  of  the  Act  of  the  General  Assembly  of  Indiana  of  1935, and  as  stated  in  Paragraph 
No.21”Rates  and  ’"ages”, of  the  specifications  on  file  in  the  office  of  the  Board  of  Public 
Safety  of  the  party  of  the  second  part. 

This  contract , although  executed  on  behalf  of  the  City  by  its  Mayor  and  by  the  Board 
of  Public  Safety, shall  not  be  binding  or  obligatory  upon  the  City  unless  and  until  it 
shall  have  first  been  approved  by  the  Common  Council  of  the  City, and  should  the  Common 
Council  of  the  city  fail  to  approve  the  same  within  ninety (90) days  after  the  date  hereof, 
this  contract  shall  become  and  be  "holly  void. 

To  each  of . the  conditions  and  stipulations  of  this  contract, the  undersigned , each  for 
himself , binds  itself, his  successors  and  assigns. 

In  'itness  Whereof ,we, the  forgoing  named  parties , hereunto  set  our  hand  and  seals  on 
the  day  and  year  first  above  written. 

CITY  OF  FORT  WAYNE, INDIANA 


BY  : H . 1 / BAALS MAYOR 


BOARD  OF  PUBLIC  SAFETY 

ATTmST: 

BY : 

CHAIRMAN 

N . C . KmT  1'  ER I N G 

RALPH  CLARK 

Secretary 

ALBERT  H KELLER 
Party  of  the  Second 

Part . 

INTERNATIONAL  HARVESTER 

COMPANY , INC . 

BY:  E.0.KUKTZ 

District  Manager. 

Approved  as  to  form  and  legality  Party  of  the  First  Part. 

-ALTER  E HZ  LAKE CITY  ATTORNEY  . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

Section  1.  That  the  foregoing  contract  and  agreement  made  and  entered  into  by  and  between 
the  INTERNATION  HARVESTER  COMPANY , INC . , an  Illinois  Corporation.and  the  CITY  OF  FORT  ''AYNE, 
BY  AND  THROUGH  ITS  BOARD  OF  PUBLIC  SAFETY, for  the  sale  of  0ne(l)  1000  Gallon  Pumper, which 
contract  and  agreement  is  more  fully  set  forth  in  the  preamble  hereto, be  and  the  same  is 
herebv  in  all  things  ratified  and  approved. 

Scetion  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after  its  pass- 
age and  approval  by  the  Mayor. 

Ben  F Bennett 


The  Ordinance  -as  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 

(AYES 8 ) (NAYS 0) 


i'e  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, 
| at  a regular  meeting, held  on  the  28th  day  of  December ,1937, by  a majority  vote  of  all 
members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 1925. 

4 

GEO. A. DINNEN, PRESIDENT.  LEONARD'  H ELLENWOOD . CITY  CLERK. 

| Presented  to  the  Mayor  for  approval  on  the  29th  day  of  December , 1937. 

LEONARD  H ELLENY/OOD,  CITY  CLmRK. 


Approved  this  29th  day  of  December , 1937 . 


H.  • BAALS  y MAY  OR  • 


■ 


GiiNLRAL  OREIKi.KCE  R0.I926. 
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AK  ORDINANCE  ratifying  and  approving  a certain  contract  made  and  entered  into  by  and  be- 
tween the  JOURNAL*GAZETTE  COMPANY  of  Fort  Wayne, Indiana, and  the  CITY  OF  FORT  WAY NE  INDIANA 
by  and  through  its  BOARD  OF  PUBLIC  WORKS. 


■1 
c n 

CO 

ro 


H£,nrAS,the  CITY  OF  FORT  "AYNL,by  and  through  its  Board  of  Public  Works, and  the  JOURNAL- 
GAZETTE  COMPANY  of  Fort  "'ay ne , entered  into  a certain  contract  and  agreement  on  the  9th  day 
of  December, 1937, by  which  contract  the  said  Company  agrees  to  print  in  the  Fort  Wayne 
Journal-Gazette  Proceedings  of  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, from 
January  1,1938, until  December  31, 1938, and  to  furnish  the  parties  of  the  second  part  One 
Hundred  Twenty -five (125) copies  of  the  Proceedings  of  each  Council  meeting, bound"  in  pamph- 
le^,form,and  to  furnish  and  complete , upon  the  termination  of  the  contract, on  December  31, 
193 8, One  Hundred  Fifty (150) copies  of  the  proceedings  of  the  entire  year, bound  together 

an  index  for  each  of  said  copies, One  Hundred (100) copies  to  be  bound  with  Buckram  and 
r if ty ( 50) conies  to  be  bound  in  cloth, which  contract  is  in  the  following  words  and  figures, 
to-  it: 

CONTRACT 


THIS  AGREEMENT, Made  and  entered  into  this  9th  day  of  December , 1937, by  and  between  The 
JOURNAL -GAZETTE  COMPANY , Party  of  the  First  Part, and  the  CITY  OF  FORT  WAYNE, ALLEN  COUNTY, 
STATe  OF  INDIANA, by  and  through  its  BOARD  OF  PUBLIC  TURKS, Party  of  the  Second  Part, 
"TTNESSETH: 

That  the  party  of  the  firfet  part  covenants  and  agrees  to  print  in  The  Fort  Wayne  Jour- 
nal-Gazette proceedings  of  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, from  Jan-  ' 
uary  1,1938  until  December  31, 1938, and  to  furnish  the  party  of  the  seceond  part, One  Hun- 
dred Twenty-five (125) copies  of  the  proceedings  of  each  Council  meeting  bound  in  pamphlet 
form, and  to  furnish  and  complete, upon  the  termination  of  this  contract, on  December  31, 1938, 
One  Hundred  Fifty (150) copies  of  the  proceedings  of  the  entire  year, bound  together  with  an 
index  for  each  of  said  copies, One  Hundred (100) of  said  copies  to  be  bound  with  Bickram,and 
F if ty (50) conies  to  be  bound  in  cloth. 

That  party  of  the  first  part  expressly  agrees  to  perform  all  the  work  and  furnish  all 
the  material, inaccordance  with  the  terms  and  conditions  of  the  specifications  on  file  in 
the  office  of  the  Department  of  Public  "orks  of  said  City, which  specifications  are  made  a 
part  of  this  Contract, and  to  the  entire  satisfaction  of  the  Board  of  Public  Works. 

The  consideration  to  be  paid  by  the  City  of  Fort  Wayne, Indiana, for  printing  and  binding 

the  Council  Proceedings  and  for  publishing  the  same  by  the  aforementioned  Journal-Gazette 

Company , shall  be  at  the  rate  of  One  Dollar  and  Nine  Cents  ($1.09)  per  lineal  inch,  actual 

measurement , measured  in  the  column  as  particularly  set  forth  in  said  specifications , in- 
cluding the  index,  which  shall  be  measured  as  Two  (2)  columns  the  same  as  any  page  of  the 

proceedings, when  the  -idth  of  the  entire  page  is  used  for  said  index, and  the  price  for 

publishing  all  ordinances  and  other  publications  required  to  be  made  by  law, shall  be  One 
Dollar  and  Nine  Cents ($1.09)  per  inch, column  width, to  be  measured  as  the  same  appear  in 
said  paper. 

It  is  further  agreed  by  the  parties  hereto  that  in  case  the  first  party  fails  to  per- 
form all  the  conditions  required  by  this  contract, to  be  performed  by  it, the  party  of  the 
second  part  shall  have  the  right  to  take  charge  of  said  work  and  have  the  same  cone  and 
deducted  thereof  from  any  amount  then  due  the  party  of  the  first  part. 

The  party  of  the  first  part  agrees  that  in  the  prosecjition  of  said  work  all  proper 

skill  ill  be  exercised  and  the  aprty  of  the  first  part  agrees  to  furnish  sufficient  bond 
in  the  sum  of  Two  Thousand (2,000.00) Dollars, payable  to  the  City  of  Fort  Wayne, Indiana, for 
the  faithful  performance  of  all  the  conditions  of  this  contract. 

It  is  hereby  agreed  that  no  assignment  of  this  contract  shall  be  made  vrithout  the 
■written  consent  of  said  party  of  the  second  part. 

IN  TTNESS  ^HEREOF , the  foregoing  named  parties  hereunto  set  their  hands  and  seals  the 
day  and  year  first  above  written. 


THE  JOURNAL-GAZETTE  COMPANY 


H.  BAALS  , 

Mayor  of  City  of  Fort  ’ayne. 

ATTEST: 

CHAS .F.HESS 

Sectrtary  of  Board 

Approved  as  to  form  and  legality 

CITY  ATTORNeY 


BY  : T.B. RITCHxY BUSINESS  MANAGER 

BY  : A. F. SCHERER Secretary 

Party  of  the  First  Part. 

CITY  OF  FORT  WAYNE, INDIANA 
BY:  BOARD  OF  PUBLIC  : '0RKS 

RUPERT  G Reams C ha i r man 


A T ANDERSON 


J.H. JOHNSON 

Party  of  the  Second  Part. 


'"ALTER  E HxeMKe 


BOND 

KNOV  ALL  MEN  BY  THESE  PRESENTS , That , we , the  JOURNAL-GAZETTE  COMPANY, as  principal,  and 
THE  UNITED  STATES  CASUALTY  COMPANY  OF  NEVr  YORK, as  surety, are  held  and  firmly  bound  to  the 
CITY  OF  FORT  "'AY NE,  Indiana, in  the  penal  sum  of  Two  Thousand  ($2,000.00) Dollars, for  the  pay- 
ment of  >'hich  "/ell  and  truly  to  be  made, we  bond  ourselves, our  heirs, executors, administrators 
and  assigns  firmly  by  these  presents. 

The^conditions  of  the  above  obligations  are  such  that  the  above  named  party , namely, The 
Journal-Gazette  Company , shall  faithfully  comply  with  the  attached  contract, made  ana  entered 
into  this  9th  day  of  December ,1937, with  the  City  of  Fort  Wayne, Indiana, and  shall  fulfill  al 
all  the  conditions  and  stipulations  therein  contained, according  to  the  true  intent  and 
meaning  thereof  in  all  respects , then  this  obligation  to  be  void, otherwise, to  be  and  remain 
in  full  force  and  virtue  in  law. 

"ITNESS  our  hands  and  seal  this  9th  day  of  December, 1937. 

JOURNAL-GAZETTE . COMPANY . 


& n 


BY :T.B. RITCHEY 


BY : A. F. SCHERER 


BUSINESS  MANAGER 
Secretary 


THE  UNITED  STATES  CASUALTY  COMPANY  OF  NEW  YORK 


BY:  JOS . G. SUELZER 


_Att  fy-inpf act 


Approved  this  9th  day  of  December , 1937 

BOARD  OF  PUBLIC  FORKS  OF  THE  CITY  OF  FORT  WAYNE 


ATTEST: 

CHAS  F. HESS 


BY:  ROBERT  G BEAMS 


Chairman 


A . T . ANDERSON 


J.H. JOHNSON 


Secretary . 

N0”f,  THEREFORE, BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  • AYNE,  INDIANA: 

Section  1.  That  the  foregoing  contract  made  and  entered  into  on  the  9th  day  of  December, 
1937, by  and  between  the  CITY  OF  FORT  WAYNE, by  and  through  its  BOARD  OF  PUBLIC  WORKS, and 
j-J-u  JOURNAL— GAZETTE  COMPANY, by  the  terms  of  which  contract  said  Company  agrees  to  orint 
in  THE  FORT  ’"AYNE  JOURNAL-GAZETTE  Proceedings  of  the  Common  Council' of  the  City  of  Fort 
ay ne, Indiana, from  January  1,1938  until  December  31, 1938, and  to  furnish  the  parties  of  the 
second  part  One  Hundred  Twenty-five (125) copies  of  the  Proceedings  of  each  Council  meeting 
and  bind  the  same  in  pamphlet  form, and  to  furnish  and  complete, upon  the  termination  of  this 
contract, on  December  31, 1938, One  Hundred  Fifty (150) conies  of  the  Proceedings  of  the  entire 
year, bound  together , with  an  index  for  each  said  copies, One  Hundred (100) copies  to  be  bound 
with  buckram  and  Fifty  (50) copies  to  be  bound  in  cloth, which  contract  is  more  specifically 
set  forth  in  the  Preamble  hereto, be  and  the  same  is  hereby  in  all  things  ratified  and 
approved.. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect  from  and  after  its  pass 
age  and  approval, by  the  Mayor. 

Harry  M McMillen 
Charles  E Moellering 

4 ^ 

i he  Ordinance  /as  read  the  third  time  m full  and  on  motion  was  now  passed  bythe 
following  vote. 

(AYES 8)  (NAYS 0 ) 

e Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a regular 
meeting, held  on  the  28th  day  of  December, 1937, by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 1926. 

GEO. A DINNER,  PRESIDENT.  LEONARD  H ELLENFOOD, CITY  CLERK. 

PRESENTED  to  the  Mayor  fro  approval  on  the  29th  day  of  December , 1937 . 

LEONARD  H ELLENWOOD, CITY  CLnEK . 

Approved  this  29th  day  of  December, 1937. 

H.W. BAALS,  MAYOR 


GENERAL  ORDINANCE  NO. 1923 


/7<3 


AN  ORDINANCE  amending  Section  2 and  Section  3 of  General  Ordinance  No. 1900, passed  by  the 
Common  Council  on  the  9th  day  of  March, 1937, concerning  the  construction  and  operation  of  a 
sewage  treatment  and  disposal  plant. 

HEREAS, the  Application  of  the  City  of  Fort  Wayne  for  a Federal  Grant  of  money  under 
?.'■■. A. has  been  denied  by  the  Federal  Administration; and 

"■HEREAS, the  State  of  Indiana , through  its  Department  of  Commerce  and  Industry  has  order 
ed  the  City  to  discontinue  the  discharging  of  its  sewage  into  the  Rivers, which  necessitates 
the  construction  of  a sewage  disposal  plant; 

.NO’”,  THEREFORE,  BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE, INDIANA: 
Section  1.  That  Section  2 of  General  Ordinance  Number  1900, passed  by  the  Common  Council  on 
the  9th  day  of  March, 1937, and  entitled  "An  Ordinance  concerning  the  Construction  and  Opera 
tion  in  the  City  of  Fort  "rayne, Indiana, of  a Sewage  Treatment  and  Disposal  Plant  and  Inter- 
cepting and  Other  Sewere  and  Mains  and  matters  connected  therewith"  be  and  the  same  is 
hereby  amended  to  read  as  follows: 

"Section  2.  That  said  Sewage  Disposal  Plant , consisting  of  land, easements, rights  of  way, 
pumping  and  ejector  stations, grit  chambers, humus  tanks , digestion  tanks, sludge  beds, inter- 
cepting, connecting  and  out-fall  sewers , force  mains  and  other  appurtenances  shall  be  acquired 
and  constructed  at  not  exceeding  the  total  estimated  cost  of  Three  Million ($3, 000,000.00) 
Dollars  in  strict  accordance  with  the  preliminary  plans , specif ications  and  estimates  of  cos 
t heretofore  Drepared  by  said  Cole, Moore  and  Geupel, Inc . ,and  now  on  file  in  the  office  of 
the  Board  of  orks  of  said  City, which  are  hereby  adopted  and  approved  and  by  reference  are 
hereby  made  a part  of  this  Ordinance  as  fully  as  if  the  same  were  attached  hereto  and  in- 
corporated herein. The  May or, Board  of  Public  ’forks  and  other  proper  officials  of  said  City 
are  hereby  authorized  and  ordered  to  proceed  with  the  construction  of  said  plant  and  the 
securing  of  necessary  sites, rights  of  way, and  other  nroDerty  therefor, as  provided  in  this 
Ordinance  and  in  said  Chapter  61, Acts  of  1932, as  amended." 

Section  2.  That  Section  3 of  General  Ordinance  Number  1900, passed  by  the  Common  Council  on 
the  9th  day  of  March, 1937, and  entitled  "An  Ordinance  Cone  rning  the  Construction  and  Opera- 
tion in  the  City  of  Fort  Tr,ayne,  Indiana,  of  a sewage  Treatment  and  Disposal  Plant  and  Inter- 
cepting and  Other  Sewers  and  Mains  and  natters  connected  therewith"  be  and  the  same  is  here 
by  amended  to  read  as  follows: 

"Section  3.  That  said  Sewage  Treatment  Plant  and  other  works, more  fully  referred  to  in 
Sections  1 and  2 hereof, be  by  the  Mayor  and  the  Board  of  Vrorks  constructed  under  Chapter  61 
of  the  Act  of  1932  as  amended  and  that  the  cost  of  the  construction  thereof, as  well  as  all 
expenses  connected  therewith, be  met  and  raid  byr  the  issuance  of  Revenue  Bonds  as  in  said 
Act  nrovided." 

Section  3.  That  this  Ordinance  be  in  full  force  and  effect  on  and  after  its  passage  and 
approval  by  the  Mayor. 


Arno  C Spiegel 


Chas .E.Moellering . 


The  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 


(AYES S ) (NAYS 0 ) 


""e  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, at  a 
regular  meeting, held  on  the  28th  day  of  December , 1937, by  a majority  vote  of  all 
members  elect, did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO. 1927. 

GEO. A. DINKEN, PRESIDENT.  LEONARD  H ELLENW00D, CITY  CLERK. 

Presented  to  the  Mayor  for  approval  on  the  29th  day  of  December ,1937. 

LEONARD  H ELLEN WOOD, CITY  CLERK. 


Approved  this  29th  day  of  December, 1937. 


H.W.  BAALS, 


MAYOR. 


7<)SBE 


general  ordinance  no. 1923. 


AN  ORDINANCE  fixing  the  Salaries, Compensation  and  Wages  of  Officers  and  Employees  of  the  City 
. f° ayne , Indiana, and  repealing  all  ordinances  and  parts  of  ordinances  in  conflict  here- 
with,as  amended  this  29th  day  of  December, 1937 . 

BE  IT  ORDAINED  BY  THE  COMMON  COUNCIL  OF  THE  CITY  OF  FORT  WAYNE,  INDIANA: 

^ection  1.  That  the  salaries, wages  and  compensation  of  officers  and  employees  of  the  City  of 
rort  . ay ne , Indiana, shall  be  as  follows, for  each  fiscal  year  oayable  monthly , to -wit : 


| Item  6 


Item  15 


_ Item  105 


Item  108 
Item  109 

Item  130A 
. Item  131 


Item  141 

Item  154 


■Item  205 
Item  208 
Item  210 
Item  215 


Item  225 
Item  240 


Item  250 

I 


B Item  301 

Item  302 
Item  303 
Item  304 


Item  305 


DEPARTMENT  OF  FINANCE 


Salary  of  the  Assistant  Deputy  Controller $1,680.00 

Salary  of  the  Cashier  Barrett  Law 1,740.00 

Salary  of  Two  Clerks , Barrett  Law, each  $1560.00 3,120.00 

Salary  of  City  Clerk  Bailiff 1,500.00 


DEPARTMENT  OF  PUBLIC  WORKS 

Salary  of  Building  Commissioner 

Salary  of  Plumbing  Inspector 

Salary  of  Electrical  Inspector 

Salary  of  Furnace  Inspector 

Salary  of  Building  Commissioner's  Clerk 

Salary  of  Board  of  Plumbing  Inspectors 

Salary  of  Heating  Examiners 

Salary  of  Electrical  Examiners 

Salary  of  Street  Commissioner 

Salary  of  Assistant  Street  Commissioner 

Salary  of  Stenographer 

Salary  of  Minute  Clerk 

Salary  of  Bookkeeper 

Salary  of  Assistant  City  Engineer 

Salary  of  Junior  Assistant  Engineer 

Salary  of  Clerk  Engineer's  Office 

Salary  of  Draftsman 

Salary  of  Two  Chairmen, each  $1,560.00 

Salary  of  One  Rodman 

Salary  of  Day  Janitor 

Salary  of  Night  Janitor 

Salary  of  Asphalt  Plant  Supt.and  Paving  Chemist 


-2,240.00 
-2,040.00 
2 , O4O • 00 
2,040.00 
1,200.00 
100.00 
100.00 
200.00 

2 . 640 . 00 

1.920.00 

1,21 3.33 

1.213.33 

1.61 3.33 
2,040.00 
2,040.00 
1,740.00 

1.740.00 

3.120.00 

1.560.00 

1.260.00 

1.320.00 

2.640.00 


department  of  public  safety 


Salary  of  Inspector  of  Weights  and  Measures  — 

Salary  of  Weighmaster 

Salary  of  Marketmaster 

Salary  of  Chief  of  Police 

Salary  of  Captain  of  Police  Department 

Salary  of  Captain  of  Detectives 

Salary  of  Two  Lieutenants, each  $2,281.80 

Salary  of  Ten  Detectives, each  2,104.80 

Salary  of  Nine  Sergeants , each  2,014.50 

Salary  of  One  Lieutenant-Traffic 

Salary  of  One  Lieutenant-Mechanic 

Salary  of  One  Sergeant-  Mechanic 

Salary  of  Humane  Officer 

Salary  of  Secretary  to  the  Chief 

Salary  of  100  Patrolmen, each  $1,920.00 

Salary  of  Traffic  Clerk 

Salary  of  Superintendent  of  Signal  Department- 

Salary  of  Assistant  Superintendent 

Salary  of  Four  Linemen, each  $2,104.80 

Salary  of  Electrician 

Salary  of  Three  Alarm  Operators, each  $1,920.00 

Salary  of  Chief  Radio  Operator 

Salary  of  Two  Radio  Operators, each  1,920.00 

Salary  of  One  Radio  Operator  and  Service 

Salary  of  Chief  of  Fire  Department 

Salairy  of  Assistant  Chief  of  Fire  Department 

Salary  of  Two  Battalion  Chiefs, each  2, 368. 50- 

Salary  of  One  Mechanic 

Salary  of  One  Assistant  Mechanic 

Salary  of  Fire  Prevention  Cautain 

Salary  of  22  Captains , each  2,014.50 

Salary  of  5 Lieutenants , each  1,948.50 

Salary  of  119  Firemen, each  1,920.00 

DEPARTMENT  OF  PUBLIC  HEALTH 

Salary  of  President  of  Board  of  Health 

Salary  of  Vice-President  of  Board  of  Health 

Salary  of  Assistant  Secretary 

Salary  of  Public  Health  Nurse 

Salary  of  the  Bacteriologist 

Salary  of  Dairy  and  Meat  Inspector 

Salary  of  Deputy  Meat  Inspector 

Salary  of  Detective  Sergeant 

Salary  of  Sergeant 

Salary  of  Five  Sanitary  Officers, each  1,920.00- 
Salary  of  Investigator 


$2,460.00 

1,200.00 

1.500.00 

3.012.00 

2.640.00 

2 . 640 . 00 
4,563.60 

21,048.00 

18,130.50 

2,281.80 

- 2,404.80 

- 2,014.50 

- 1,920.00 

- 1,500.00 
192,000.00 

- 1,200.00 

2 • 64O • 00 

- 2,232.00 

- 8,419.20 

2,104.80 

5.760.00 

2.014.50 

3. 340.00 

1.920.00 

- 3,012.00 

• 2,640.00 

• 4,737.00 

2 , 4G4 .80 

• 2,232.00 
2,155.20 

44,319.00 

9.742.50 

228,480.00 


360.00 

135.00 

1.700.00 

1.440.00 

2.040.00 

2.440.00 

1.830.00 
2,104.80 
2,014.50 

9.600.00 

1.920.00 


SlA 


Item  305  Salary  of  Associate  Director  of  the  Venereal  Disease  Clinic $ 2,400*00 

Item  308  Salary  of  School  Nurse 1,620.00 

Salary  of  Examining  Physicians • 2,700.00 

Section  2.  Be  it  further  ordhined  by  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana, 
that  any  fireman  or  policeman  shall  receive  a salary  for  the  first  six  months' of  his  em- 
ployment at  the  rate  of  One  Hundred  Fifty ($150.00) Dollars  per  month; for  the  second  six 
months'  of  his  employment  at  the  rate  of  One  Hundred  Fif ty -five ($155 .00)Dollars  per  month, 
and  at  the  rate  of  One  Hundred  Sixty  ($160.00) Dollars  per  month  thereafter. 

Section  3*  All  ordinances  and  parts  of  ordinances  in  conflict  herewith  are  hereby  repealed. 

Section  4*  This  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its  passage 
and  approval  by  the  Mayor . 


-7 


Ben  F Bennettl 


The  Ordinance  was  read  the  third  time  in  full  ana  on  motion  was  now  passed  by  the 
following  vote. 


(aYES- 


-3  ) (HAYS 0 ) 


We  Hereby  Certify, That  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana  at  a regular 
meeting, held  on  the  23th  day  of  December , 1937, by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached, and  known  as 
GENERAL  ORDINANCE  NO.  1928. 

GEO. A. DINNER, PRESIDENT.  LEONARD  H ELLENW00D, CITY  CLERK. 

Dresented  to  the  Mayor  for  approval  on  the  29th  day  of  December , 1937 

LEONARD  H ELLEN WOOD, CITY  CLERK 


Approved  this  29th  day  of  December , 1937 . 


H.  .'.BAALS,  MAYOR. 


GENERAL  ORDINANCE  NO.  1929. 


An  Ordinance  supplementing  General  Ordinance  No.  1436, and  the  same  beingTfAn  Ordinance 
establishing  a zoning  plan  for  the  City  of  Fort  Wayne ; to  regulate  and  restrict  the  height, 
area, bulk  and  use  of  buildings;to  regulate  and  determine  the  area  of  courts, yards  and  other 
open  spaces; to  regulate  the  location  of  trades, callings, industries, commercial  enterprises 
and  location  of  buildings  designed  for  specified  uses;to  establish  building  lines;and  for 
such  purposes  to  divide  the  city  into  districts, to  provide  for  administration  and  for  penal 
ties  for  the  violation  of  its  provisions ;authorizing  the  creation  of  a board  of  zoning 
appeals  and  providing  for  review  of  the  decisions  of  such  board  by  the  court. This  ordinance 
and  ordinances  supplemental  or  amendatory  thereto  shall  be  known  as  the  Zoning  Ordinance  of 
Fort  Wayne  passed  November  13,1928. 

Be  it  ordained  by  the  Common  Council  of  the  City  of  Fort  Wayne, Indiana. 

Section  1.  That  the  symbols  and  indications  of  Section  2 of  the  map  which  is  a part  of  Gen 
eral  Ordinance  No. 1436  be  changed  from  those  of  a "D"  District  to  those  of  a "C"  District  on 
the  lots  bounded  on  the  south  by  the  first  alley  south  of  Superior  Street; on  the  west  by 
the  west  line  of  Lots  Numbered  18  and  31  in  H.B. Reed's  Addition  to  the  City  of  Fort  Wayne, 
Indiana;on  the  north  by  the  first  alley  north  of  Superior  Street;and  on  the  east  by  the  east 
line  of  Lots  numbered  21  and  26  in  said  H.B. REED'S  Addition  to  the  City  of  Fort  Wayne. And 
that  said  area  is  hereby  established  as  and  declared  to  be  a "C"  District. 

Section  2.  That  this  Ordinance  shall  be  supplemental  and  amendatory  to  Ordinance  1436 
known  as  the  Zoning  Ordinance  of  the  City  of' Fort  Wayne, Indiana, passed  November  13, 1928. All 
provisions, requirements, restrictions, and  penalties  of  said  Ordinance  1436  shall  be  a part 
of  this  Ordinance  and  this  Ordinance  shall  be  a part  of  Ordinance  I436. 

Section  3.  That  this  Ordinance  shall  be  in  full  force  and  effect  from  and  after  its  passage 
and  approval  by  the  Mayor  and  legal  publication. 


"alter  C Vetter. 


ihe  Ordinance  was  read  the  third  time  in  full  and  on  motion  was  now  passed  by  the 
following  vote. 

(AYES 8 ) (NAYS 0 ). 

e Hereby  Certify, That  the  Coi/imon  Council  of  the  City  of  Fort  rayne,  Indiana,  at  a regular 
meeting, held  on  the  28th  day  of  December, 1937, by  a majority  vote  of  all  members  elect, 
did  pass  the  ordinance  hereunto  attached, and  known  as 
.GENERAL  ORDINANCE  NO. 1929. 

GEO. A. DINNEN, PRESIDENT  LEONARD  H ELLENVOOD, CITY  CLERK. 


Presented  to  the  Mayor  for  approval  on  the  29th  day  of  December , 1937 

LEONARD  H ELLmN’.’DOD,  CITY  CLERK. 


Approved  this  29th  day  of  December ,1937. 


H.W. BAALS,  MAY  OR . 


THIS  ORDINANCE  HAS  BEEN  DULY  PUBLISHED  IN  BOOK  ^ND  PAMPHLET  FORM  AS  REQUIRED  BY  LA  V. 
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